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PREFACE 


In niimoroiis communities whore night schools and extension 
class(‘s have het^n start( mI or planned, or where men wished to 
study i)rivately, then^ has been dilliculty in finding suitable 
textbooks. No books W(‘ro available in ICnglish, which brought 
togetluT the fundamental subjects of mathematics and element¬ 
ary science aiul t)ie [)nncii)le8 and practice of pulp and paper 
manufacture, liooks that treat(‘d of the processes employed 
in this industry W(‘re too l(»chnical, too general, out of date, or so 
descriptive^ of JOiiropean machinery and practice jus to bo unsuit- 
ai)le for use on this ('ontinent. Furthermore, a textbook was 
nupiin'd that would supply the need of the man who must study 
at home because^ he could not or would not attend classes. 

Succc'ssful ni(*n are constantly studying; and it is only by 
studying that they continue to be successful. There are many 
men, from jicid inak(»r and r(‘el-lK)y to superintendent and mana¬ 
ger, who want to learn more jibout the industry that gives them a 
livelihood and by study to fit themselves for promotion and in- 
crc»as('d (»arning power. Pulp and paper makers want to under¬ 
stand the work they are doing—the how and why of all the 
various processes. Most operations in this industry are, to some 
degn'c, technical, being essentially either mechanical or chemical. 
It is necessary, therefore, that the person who aspires to under¬ 
stand thes(‘ processes should obtain a knowledge of the under¬ 
lying laws of Nature through the study of the elementary sciences 
and mathematics, and be trained to rejison clearly and logically. 

After considerable study of the situation the Committee 
on Education for the Technical Section of the Canadian Pulp 
and Paper Association and the Committee on Vocational Educa¬ 
tion for tlie Technical Association of the (U. S.) Pulp and Paper 
Industry, a joint meeting of these comniittees was held in Buffalo 
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in September, 1918, and a Joint Executive Committee was ap¬ 
pointed to proceed with plans for the preparation of the text, its 
publication, and the distribution of the books. The scope of the 
work was defined at this meeting, when it was decided to provide 
for preliminary instruction in fundamental Mathematics and 
Elementary Science, as well as in the manufacturing operations 
involved in modern pulp and paper mill practice. 

The Joint Educational Committee then chose an Editor, 
Associate Editor, and Editorial Advisor, and directed the Editor 
to organize a staff of authors consisting of the best available men 
in their special lines, each to contribute a section dealing with his 
specialty. A general outline, with an estimated budget, was 
presented at the annual meetings in January and February, 1919, 
of the Canadian Pulp and Paper Association, the Technical 
Association of the Pulp and Paper Industry and the American 
Paper and Pulp Association. It received th(^ unanimous approval 
and hearty support of all, and the budget asked was raised by 
an appropriation of the Canadian Pulp and Paper Association 
and contributions from paper and pulp manufacturers and allied 
industries in the United States, through the efforts of the 
Technical Association of the Pulp and Paper Industry. 

To prepare and publish such a work is a large undertaking; 
its successful accomplishment is unique, as ovidcmced by these 
volumes, in that it represents the cooperative effort of the Pulp 
and Paper Industry of a whole Continemt. 

The work is conveniently divided into sections and bound into 
volumes for reference ])urposes; it is also available in pamphlet 
form for the benefit of students who wish to master one part 
at a time, and for convenience in the class room. This latter 
arrangement makes it very easy to select special courses of 
study; for instance, the man who is si)ecially interested, say, in 
the manufacture of pulp or in the coloring of paper or in any 
other special feature of the industry, can select and study the 
special pamphlets bearing on those subjects and need not study 
others not relating particularly to the subject in which he i^ 
interested, unless he so desires. The scope of the v/ork enables 
the man with but little education to study in the most efficient 
manner the preliminary subjects that are necessary to a 
thorotff^ understanding of the principles involved in the manu¬ 
facturing processes and operations; these subjects ali^ afford an 
excellent review and reference textbook to others. The work 
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is thus especially adapted to the class room, to home study, 
and for use as a reference book. 

It is expected that universities and other educational agencies 
will institute correspondence and class room instruction in 
Pulp and Paper Technologj'' and Practice with tlie aid of these 
volumes. The aim of the Coininitt(c is to bring an adequate 
opportunity for education in his vocation within tlie reach of 
every one in the industry. To have a vocational education 
means to be familiar with the past aceoinplishmerds ci one^s trade 
and to be able to pass on present experience for the benefit of 
those who will follow. 

To obtain the best results, the text must be diligently studied; 
a few hours of earnest ai)plication each week will be well repaid 
through increased earning pov/cr and added ird^ rest in the, daily 
work of the mill. To understand a ])ro(‘('ss fully, as in nicking 
acid or sizing paper, is like having a light iiirned on when one 
has been working in the dark. .As a lielp to the stuchait, many 
practical examples for practice and study and review qiK'Stions 
have been incorporated in the text; these should be conscientiously 
answered. 

The Editor extends his sincere tluinks to the Committee and 
others, who have been a constant support and a source of in¬ 
spiration and encouragement; lie desinvs ('spc'cially to mention 
Mr. George Carruthers, (Chairman, and Mr. R. S. Kellogg, 
Secretary, of the Joint Executive Ck)minittee; Mr. J. J. Clark, 
Associate Editor, Mr, T. J. ]^\)stcr, bklitorial Advisor, and Mr. 
John Erhardt of the McGraw-Hill Rook CV)mpany, Inc. 

The Committee and the Editor hav(j b(*('n generously assisted 
on every hand; busy men have writt(*n and i(*vi(*wcd manuscript, 
and equipment firms have contributcKl drawings of gn^at value 
and have freely given helpful sei’vic(‘ and advici'. Among these 
kind and generous friends of the enterprise an*: Mr. (). liache- 
Wiig, Mr. James Beveridge, Mr. J. Brooks B(‘veridge, Mr. H. 
P. Carruth, Mr. Martin L. Griffin, Mr. II. R. Ilarrigan, Mr. 
Arthur Burgess Larcher, Mr. J. O. Mason, Mr. I^lis Olsson, Mr. 
George K. Spence, Mr. Edwin Sutermeistcr, Mr. F. G. Wheeler, 
and American Writing Paper Co., Domiriion Engineering Works, 
E. I. Dupont de Nemours Co., F. C. Iluyck & Sons, Hydraulic 
Machinery Co., Improved Paper Machinery Co., E. D. Jones 
& Sons Co., A. D. Little, Inc., National Aniline and Chemical 
Works, Process Engineers, Pusey & Jones Co., Rice, Barton & 
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Fales Machine and Iron Works, Ticondoroga Paper Co., Waterous 
Engine Works Co., and many others. 

J. Newell Stephenson, 

Editor 
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SECTION 1 


MECHANICS AND 
HYDRAULICS 

By J. J. CLARK, M.E. 

(PART I) 

STATICS 

NEWTON’S THREE LAWS OF MOTION 

1. Mechanics is that branch of science that treats of forces and 
their action on bodies to produce e(|uilibriuin or motion. Me¬ 
chanics is usually treated under two main headings: statics and 
dynamics. 

Statics treats of forces that produce equilibrium; that is, of the 
conditions that cause a body to be at rest or to be in uniform recti¬ 
linear motion when acted on by forces. Dynamics treats of the 
motion and change of motion of bodies when acted on by forces. 

2. Force was defined in Elements of Physics^ and was there 
shown to be equivalent to a push or a pull. Throughout this 
Section, under the head of Statics, forces will be considered as 
equal to equivalent weights; that ih, a force of, say, 10 pounds will 
be considered as equivalent to a weight of 10 pounds. 

3. Comparison of Forces. —In order to compare forces, it is 
necessary to know four things regarding every force, viz.: 

(а) The magnitude of the force (the value of the equivalent 
weight). 

(б) The line of action of the force (the right line along which 
the force tends to move the point of application). 

(c) The direction along the line of arfion. 

(d) The point of application (the point of the body at which 
the force acts or may be considered as acting). 

The necessity for the fulfillment of these four requirements will 
be made evident by what follows, 

|1 
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4. Representing a Force by a Line. —^A right line combined 
with an arrowhead will completely represent a force. Thus, in 
Fig. 1, if B is the point of application, the arrowhead 
indicates that the force acts from B toward A, along RA, the 
line of action—the line along which the force tends to move the 
point of application. Now, if the length of the line be such that its 
length multiplied by some number will give a product having the 

same value numerically as the 
f number of pounds weight that 

/ the force equals, then the line 

BA represents the force com- 
y pletely. If the length of BA is, 

/ say, .97 in., and 1 inch repre- 

j/ 60 pounds, BA represents 

j .97 X 60 = 58.2 lb. the magni¬ 

tude of the force. The arrow¬ 
head shows that the force acts from B toward A; if it acted 
from A toward B, the direction of the arrowhead would be 
reversed, and would then point toward B. The line BA is 
called the line of action or action line, and like all right lines, 
is indefinite in extent. 

To draw a force, first draw the line of action; locate on this line 
the point of application; place an arrowhead on the line, to 
indicate the direction in which the force tends to move the point 
of application; and, lastly measure off in the given direction a 
length that will represent the magnitude of the force. Thus, 
suppose several forces are to be laid off to a scale of 60 lb. = 1 
in.; if one of these forces were 68.2 lb., its point of application 
were B (Fig. 1) its line of action BA, and its direction from B 
toward A, draw a line through B parallel to BA (it will coincide 
with BA in this case), place the arrowhead as shown, 
and measure off 58.2 4- 60 = .97 in. from B; then BA 
will represent the force. If the magnitude of this force had 
been 150 lb., the length of the line to the same scale would be 
150 -2- 60 « 2.5 in. 

Suppose it were desired to draw a force of 114 lb. at right 
angles to BA, acting toward and at the point C, the scale being 
the same as before. From C, draw CD at right angles to BA, 
lay off from C 114 60 = 1.9 in. = CD, draw the arrowhead 

pointAg toward C, and DC represents the force. (The line is 
read in the same direction that the force acts.) 
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5. Three Laws of Motion. —The laws connecting force and 
motion were first stated by Sir Isaac Newton (1642-1727), the 
discoverer of the law of universal gravitation; they are called 
Newton's three laws of motion. These laws were first stated in 
Latin, and consequently the wording in English by different 
authors varies slightly. As here stated, the language is that of 
J. Clerk Maxwell, one of the greatest of modern mathematicians 
and scientists. 

First Law .—Every body perseveres in its state of rest or of moving 
uniformly in a straight linSy except insofar as it is made to change 
thai state by external forces. 

This law means that if a body is free to move in any direction 
and has motion, the direcition of motion will be a straight line 
and the velocity will be uniform. To change the direction of the 
motion or to change the velocity requires that some force or forces 
outside of the body {external forces) act on the body; no force 
acting within the body {internal force) can have the slightest 
effect in changing the motion of a body, either in direction or 
velocity. The reason that a locomotive moves is because the 
steam, an internal force, moves the piston, which causes the 
connecting rod to turn the crank and with it the drivers; the 
friction between the drivers and the rails causes the locomotive 
to move ahead. All the forces arc here internal forces excejd 
the friction, which is an external force. If the rails were per¬ 
fectly smooth, there would be no friction, and the locomotive 
would not move. It is to be understood that change of motion 
here means change either in direction or velocity or both. 

The first law of motion is frequently called the law of inertia 
(see definition of inertia in Elements of Physics), and it states 
that only the action of an external force can change the state of 
rest or of motion of any body. The law do(*s not apply, of 
course, to gases, all of which expand and fill vessels of any size, 
no matter how large, but it does apply to every liquid and solid. 

6. Second Law .—Change of motion is proportional to the im¬ 
pressed force, and takes place in the direction in which the force is 
impressed. 

This law may otherwise be stated as follows: change of motion 
is proportional to the acting force, whi ther it act alone or in com¬ 
bination with other forces, and whether the body be at rest 
or in motion; and the acting force tends to move the body in the 
direction of its action line. 
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According to this law, if a body is acted on by two or more 
forces, the final result will be the same, however the forces act. 
That is, the forces may all act simultaneously or one may act^ 
then another, and so on until all have acted. For example, if a 
stone be thrown in a horizontal direction from a height, say a 
height of 20 feet, and another stone be dropped from the same 
height at the same instant, both will strike the ground at the 
same time, because the acceleration due to gravity being the 
same and the height of the stones above the ground being the 
same, gravity acts with the same specific force (force per unit of 



mass) on both stones and pulls them to the ground in the same 
time. The force acting to make one stone move in a horizontal 
direction is at right angles to the force of gravity (a vertical force) 
and has no influence in altering the effect produced by gravity. 
Referring to Fig. 2, let 0 he the stone acted on by the horizontal 
force F, and let OC be the height of the stone above the ground; 
let t be the time it takes the other stone to fall through the height 
OC. Now suppose the force F is just sufficient to cause the 
stone to strike the ground at B. Draw BA vertical and OA 
horizontal, the two lines intersecting at A; then OABC is a 
rectangle, and AB ^ OC; also, OA = CB. If gravity did not 
act, the force F would carry the stone to A in the time t; but 
since gravity does act during the entire time t and produces a 
variable velocity (acceleration) downwards, the path of the body 
will be the curved line OB- One stone travels a much greater 
distance than the other, but they both travel the same vertical 
distaA under the action of gravity. 

That both stones will strike the ground at the same time may 
be easily proved by direct experiment. 
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7. Third Law of Motion. —Reaction is always equal and oppo- 
site to actiony that is to say, the actions of two bodies upon each other 
are always equal and in opposite directions. 

This law may otherwise be stated thus: to every action (force) 
there is always opposed an equal action (force) called the re¬ 
action, which has the same line of action as the acting force, but 
is opposite in direction. 

Examples of this law are everywhere. A book rests on a table; 
the book presses against the table, and the table reacts and presses 
against the book. This is readily seen in the case of a mass of 
soft dough or putty; the reaction flattens it out at the surface of 
contact and changes the shaiie throughout the nuiss. One cannot 
lift one’s self bj^ pulling on one’s boot straps, because the pres¬ 
sure of the fingers against the straps is balanced by the force 
(reaction) with which the straps press against the fingers, one set 
of forces acting upwards and the other set downwards. This 
explains why, in accordance with the fii'st law, an internal force 
cannot change the motion of a body. Unless great care is exer¬ 
cised, a person cannot jump from a small row boat in oixm water; 
the downward force exerted on the boat has a reaction, but the 
force opposing the movement of the boat is so small that, unless 
the jump is a vertical one or very nearly vertical, the boat will 
move from under him and he will fall into the water. If the boat 
is immovable, however, then the jump can be made, because the 
reaction will then be balanced by an equal force holding the 
boat. 

The whole science of mechanics rests on the principles just 
explained in connection with the three laws of motion; and since 
frequent applications will be made of these principles, further 
discussion of them will not be given here. 


COMPOSITION AND RESOLUTION OF FORCES 
COMPOSITION OF FORCES 

8. Definition.— ^By composition of forces is meant the process 
of finding a single force that will have Mie same effect on the body 
as the several forces that are considered as acting on it. Unless 
otherwise stated, all forces will be considered as acting in the same 
plane, and their lines of action will be assumed to pass through 
the center of gravity of the body. 
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The single force that is equivalent in effect to the action of 
several forces is called the resultant of those forces. The method 
of finding the resultant of two forces will first be considered. 

9. When Two Forces Have the Same Line of Action. —In Fig. 3, 
let BA and DC represent in magnitude and direction two forces, 
of 156 and 108 lb. respectively, the lines of action being parallel 
and the point of application being A\ As indicated by the arrows. 



Fia. 3. 


both forces act in the same direction. Through A', draw B'A' 
parallel to BA * 156 lb. If the scale is 1 in. = 80* lb., make 
R'A' equal in length to 156 -4- 80 = 1.95 in. Place an arrow¬ 
head on R'A', as shown. Since DC has the same direction as J8A, 
produce A'J3', lay off B'D* « 108 h- 80 » 1.35 in., and place the 
arrowhead on D'JS' = D'C', as shown. Then Z)'A' = 156 
+ 108 « 264 lb., is the resultant of the two forces, and it will 
produce the same effect on the body as the two forces. 

If, however, one of the forces, say DC be reversed, so that the 
two forces act in opposite directions, draw B'A' (Fig. 4) as before; 
then, if A' is the point of application, lay off B'D' = DC = D'C'. 

Evidently, D'C' destroys 
^ IM-IA u ^ force B'A', 

If. 108 Id. ^ _^ the remaining part D'A' = 

, B'A' — D'C' being the 

4 wr. ^ -resultant, which is equal in 

4 . magnitude to 156 — 108 = 

48 lb. The result is similar 
in effect to the action of two forces, one of 156 lb. acting on one 
side of a body and another of 108 lb. acting in the opposite 
direction on the other side of the body. The greater force tends 
to make the body move in the direction in which the force acts, 
and its value is equal to the original force minus the opposing 
force. The method of drawing the resultant for this case is 
indicated in Fig. 4. 

If care^Kus been exercised in drawing Figs. 3 and 4, it will be 
found that the length of D'A' in Fig. 3 is 3.3 in.; and since 1 in. 



§1 COMPOSITION AND RESOLUTION OF FORCES 7 


— 80 lb., D'A' = 3.3 X 80 == 264 lb. Similarly, D'A' in Fig. 4 
will be found to have a length of .6 in., and Z)'A' = .6 X 80 
= 48 lb. 

10. When Two Forces Have Different Lines of Action.—^Let 
the magnitudes of the two forces be the same as before, both 
having the same pK)int of application, but with the directions 
indicated by BA and DC in Fig. 5 . If 0 is the point of applica¬ 
tion, draw OE parallel to BA; using the same scale as before, 
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make OE = 156 -f- 80 = 1.95 in., and place the arrowhead as 
shown. Through 0, draw F'F. If arrowheads are placed on 
OF' and OF, it remains to be determined whi(;h of these two seg¬ 
ments of F'F is to be taken as representing DC, This point is 
settled by always drawing the two forces so that both will act 
toward or both away from the point of application. Here OF and 
OE both act away from the point O; but OF' acts toward O, 
while OE acts away from O; hence, make OF = 108 -f- 80 
« 1.35 in. Now draw EG parallel to OF and FG parallel to OE; 
they intersect in G, and the four lines make up the parallelogram 
OEGF, From O, the point of application, draw the diagonal OG, 
and OG will represent the resultant in magnitude, direction, and 
position; in other words, it represents the resultant completely. 
This result follows at once from the second law of motion; 
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because the force BA would carry the body from 0 to Ey and the 
force DC would carry the body from E to Gy EG being equal to 
OF = DC. Measuring OG, its length is found to be 1.2 in.; 
hence, the magnitude of the resultant is 1.2 X 80 = 96 lb., and 
its direction is from 0 toward G. 

If the direction of one of the forces, as DC, be reversed, draw 
OE = BA from the point of application O, as before; then, 
referring to Figs. 5 and 6, the force CD must be laid off in the 
direction OF', making OF = CD if both forces are to act away 
from O. Complete the parallelogram as shown in Fig. 6 and 
draw the diagonal 00, which is the resultant, between the two 
forces OE and OF. Measuring 00, its length is found to be 
3.1 in., which multiplied by the scale gives 3.1 X 80 = 248 lb., 
the magnitude of the resultant. The direction of this resultant 
is from 0 toward 0. 



11. To understand why the resultant is so much larger when 
the forces act as in Fig. 6, suppose EOF to be a flexible rope and 0 
to be a round pin; a pull on the end E of 156 lb. and on the end 
F of 108 lb. wiU produce a pressure on the pin of 96 lb. in the case 
of Pig. 5, and the pressure will tend to move the pin in the direc¬ 
tion OG, th# resultant. In the case of Fig. 6, the pull on the pin 
is 248 pounds, and tends to move the pin in the direction 00, 
the resultant. If the two parts of the rope, OE and OF, were 
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parallel, the resultant would be parallel to both forces, and its 
magnitude would then be the sum of the two forces, or 156 + 108 
= 264 lb. As the ends of the rojKi spread outwards, the pull on 
the pin becomes less and less, until when the two parts of the rope 
become one, their center lines coinciding, as in Fig. 5, the 

pressure on the pin becomes 0, and there is no tendency for the 
pin to move except in the direction of the greater of the two 
forces acting along the same line. In Fig. 6, the two parts of the 
rope arc more nearly parallel than in Fig. 5; consequently, there 
is a greater pressure on the pin in tlie case of Fig. 6 than in the 
case of Fig. 5. 



Example. —Referring to Fig. 7, P is a pulley around which a rope is 
passed, one end of the rope being fastened to i staple in the floor and the 
other end having a weight W of 54 lb. attached to it; what is the pressure 
on the axle O of the pulley and in what direction does it act? 

Solution. —The force of .54 lb. is transmitted to every part (section) of 
the rope, and must therefore exert a pull on the staple A of 64 Ih. By the 
third law of motion, the staple pulls on the rope with an equal and opposite 
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force (reaction) of 54 lb.; consequently, the part AB ol the rope is pulled 
by the staple with a force of 54 lb. in exactly the same manner as though 
the staple were replaced by a force of 54 lb. acting in the direction BA, 
To draw the parallelogram of forces, it is convenient to produce AB and 
WC (B and C being the points of tangency of the rope and pulley) until 
they intersect in D, Assume D to be the point of application and lay off 
DF « DE « 54 lb. If a scale of 1 in. » 30 lb. be selected, DE « DF * 

— 1.8 in. Complete the parallelogram by drawing EG parallel to DF and 
FG parallel to DE; they intersect in G; draw DG^ and it will be the resultant, 
it will act from D towards f7, and will pass through the center of the axle 0. 
Measuring /X7, its length, in this case, is 3.5 in.; hence, the magnitude of the 
resultant is 3.5 X 30 » 105 lb., and it has the direction DG through the 
center of the axle. Ana. 

Notu. —It may happen in some caaea that when the linea on a cut are meaaured accu¬ 
rately. their lengtha will be found to differ alightly from the lengths specified in the text. 
This is caused by the fart that the original drawing was made to a larger scale than that 
given in the text and the engraver did not re<iuee to the exact sise specified. The meas¬ 
urements recorded in the text are correct, however. 

If the reader is doubtful about the correctness of the above 
reasoning, let him tie a string to a small weight, say the handle 
of a flatiron; lift the weight by pulling on the end of the string. 
Now tic the free end of the string to a nail or staple in the floor 
and raise the weight by means of a round stick, say a broom 
handle, by allowing the string to pass over the stick. He will 
note that it will require about twice as much of an effort as when 
he lifted the weight by pulling on the string. 



12. Triangle of Forces. —Referring to Fig. 5, the diagonal 
(resultant) 00 divides the parallelogram into two equal triangles 
OEG and OFG; the sides OE and FG are equal, the sides OF and 
EG are equal, and the side OG is common. Since EG is parallel 
to OF, it must be parallel also to DC; hence, if OE be drawn 
parallel to BA, 0 being the point of application, and the length 
of OE be such that it will represent to some scale 156 lb., 
it will represent the force BA fully. Now, having drawn OE 
» BA parallel to BA, draw EF from B, Fig. 8 (a), parallel 
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to DC, and make it equal to 108 lb. Joining 0 and F, the triangle 
OEF is equal in all respects to the triangle OEG, Fig. 5.; in other 
words, OF is the resultant of the forces OE = BA and EF = DC, 

To determine whether E*E or EF shall represent DC, note that 
in the triangle of forces and the polyg«:)n of forces (to be described 
presently), the sides representing forces follow one another so 
that, at any common meeting point, as E in Fig. 8 (a), the arrow¬ 
head on one force points toward the point of intersection and on 
the other force away from the point of intersection. Note that 
this is contrary to the rule.for the parallelogram of forces. Hence, 
it is necessary to draw the line repr(\senting the s:'(*ond force from 
E to F; then OE points towaml E ami EF away from E; if drawn 
from E' to E, both forces point toward E, H^he application of 
common sense will show w’hether two forces are a(ding so that 
one tends to increase or decrease the effect of the other. 

To determine the direction of th(' resultant, start with the 
point of application or the point that corresponds to it in the 
triangle, the point O in this case, and go around the triangle 
(as though tracing it) until the starting point 0 is reached; then 
make the arrowhead point in the opposite direction. Thus, 
starting at O, move to K, then to F, then to O; hence, the arrow¬ 
head must point in the opfM)site direction, from () toward F, 

Fig. 8 (6) shows the applictation of the triangle of forces to the 
case of Fig. 6. OE is parallel and ecpial to BA, EF is ])arallol and 
equal to CD, and OF is the resultant. lOither for(*e may be 
drawn first; thus, drawing OE' parallel and equal tx) CD, and 
E'F parallel and equal to BA, OF is the nssultant, as before. 
OE' points toward E', E'F away from E', and the resultant OF 
points from 0 toward F, which is opposite to the general directif)n 
OE'FO around the triangle. 

It will be noted that in the parallelogram of forces, the lines 
of action of all the forces and of the resultant pass through the 
point of application; but, in the triangle of forces, the second 
force does not pass through this point; it is, however, parallel to 
the line of action of the force passing through the point of 
application. 

The triangle of forces is a simpler figure to construct than the 
parallelogram of forces, and the principle can be better adapted to 
finding the resultant of more than two forces. It will give the 
resultant correct in magnitude, direction, and ixisition, and that 
is all that is required. 
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13. The Polygon of Forces. —Suppose five forces, all in the 
same plane, to act on the point 0, Fig. 9, in the directions indi¬ 
cated by the arrowheads, and to have the magnitudes indicated. 
The line of action of the resultant will pass through 0, and it is 
required to determine its magnitude and direction. Adopting 
a scale of 1 in. = 200 lb., through any convenient point 0, draw 

t 
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Fio. 9. 

OA parallel to one of the forces, say OM = 235 lb. Make the 
length of OA 235 200 = 1.175 in. From A, draw AB parallel 

to the force ON (any other force might have been selected), 
and make the length ot A B 155 200 = .775 in. Selecting 

another force, say OQ, draw BC parallel to OQ and make its length 
210 -f- 200 ~ 1.05in. From C, draw CD parallel to PO and make its 
length 180 ^ 200 = .90 in. From D, draw DE parallel to SO and 
make its length equal to 170 200 * .86 in. As there are now 

no more forces, join E and 0, and EO will represent the resultant 
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in magnitude; its direction will bo from O toward Ey in the op¬ 
posite direction to that of the forces around the polygon OAB^ 
CDEO. Draw OT through the point of application, make it 
equal in length to OF, place the arrowhead so it points from T 
toward 0, and TO represents the resultant in magnitude, direc¬ 
tion, and position; it Avill produce the same effect on the body as 
the five forces MO, ONy POy (X)y and SO, Finally, check up 
the sides of the polygon to bo sure all the forces are included in 
direction and magnitude. 

That this method of finding the resultant is correct is easily 
shown. The resultant of MO and ON is IP = 0/i, and its direc¬ 
tion is from O to R, combining this resultant with one of the other 
forces, as 0(iy the nssultant of IP = OB and OQ — BC is IP' 
= OCy and its direction is from O to C\ hence, IP' is the resultant 
of the three forces OAy ABy and BC, Combining R" with one 
of the other forces, as PO, the r(*sultant is R'" — 0I)y and its 
direction is from 0 to D; hence, IP" is the resultant of the four 
forces MOy ON, OQ, and PO. Finally, coml)ining IP" with the 
last remaining force SO, R == OE is the resultant of all the forces, 
and its direction is from O to K. M(*asuring OE, its length is 
found to be 1.875 in., in this case; conseciuently, its magnitude 
is 1.875 X 200 == 375 lb. 

14. The polygon O ABC DEO is called the force polygon. 
When drawing it, it does not matter what forc(» is used to begin 
with or the orden* in which the fonu's are 
taken; if the drawing is accurately made, 
the resultant will be of th(^ same? length 
and will have the same din^efion, the 
only difference being in the shaix; of the 
polygon. Thus, in Fig. 10, the force MO 
was select/cd to l)egin with, as before; 
then FG = PO, OH = OQ, III = SO, 
and IJ = ON were drawn, the resultant 
being OJ, If the two force polygons 
OABC DEO and OFGHIJO are drawn to 
the same scale of forces on the same sheet, 
it will be found that OJ and OE are 
parallel and that their lengths arc equal. 

This must be the case, since all five 
forces may be replaced by the single force TO, the resultant, and 
the resultant can have but one value. 
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Example. —Fig. 11 is a scale drawing showing an arrangement of three 
pulleys over which a rope passes m the manner indicated. What pull at 
the free end G is required to raise the weight W * 84 pounds, and what is 
the resultant force acting on the axle O" of the middle pulley? 

Solution. —Assuming that there is no friction between the rope and 
the pulleys and that no force is required to bend the rope, the pull at G is 
exactly the same as the force exerted by the weight TT, or 84 lb. This force 
is transmitted through the entire rope between W and G and exists at any 
section between those points. The pull due to W is indicated in the different 



parts of the rope by the arrowheads o, 5, d, and /; the reactions, or pull due 
to G are indicated by the arrowheads, g, e, c, and a'. There are, therefore, 
two forces of 84 lb. each acting on the middle pulley, one along CB from C 
toward B and the other along DE from D toward E; A, B^ C, D, E^ and F are 
the points of tangency of the rope and pulleys. From 0", the point of 
application, draw 0'*F parallel to CB; if a scale of, say, 1 in. *= 100 lb. bo 
adopted, the length of is 84 4- 100 == .84 in. From P, draw* PQ 
parallel to DE and make its length the san e as 0"P. Join Q and O", and 
(y*Q is the resultant in magnitude, direction and position. Measuring 
its length is found to be 1.225 in., in this case. Hence, the resultant 
0"Q - 1.225 X 100 « 122.5 lb. Ana. 

The same result might have been obtained by means of the parallelogram 
of forces, but the method of triangle of forces is simpler and the figure is 
easier to draw. 


RESOLUTION OF FORCES 


16. Resolving a Force into Two Components.—^Let ABC, 
Fig. 12, be a horizontal plane surface, on which rests an iron 
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block H. Suppose the surface to be smooth and frictionless 
and to be hinged at R, so that the part BC can be raised and 
occupy positions making various angles with the horizontal. 
Let the weight of the block be 30 lb.; then, when in the position 
RC, the whole weight of the block presses downwards against 
BC with a force of 30 lb., and there is no tendency for the block 
to move in any other direction. If, now, the surface BC be 
raised to the position RC^ carrying the block with it, the block 
will tend to slide down toward R, and the pressure against the 
plane will be less than before. If raised still failher, to RC'^ 
there will be a still greater tendency for the block to slide down, 



and the pressure against the plane will be still less also. When 
the plane has reached the position RC'" and is vertical, the entire 
force due to the weight of the block urges it downwards, and there 
is no pressure against the plane. The only force acting on the 
block is the force of gravity, which is in this case 30 lb.; but when 
the plane is in jK).sition8 C' and C", there is a force acting parallel 
to the plane, which tends to move the block downwards. To 
find this force for i)osition C', draw ON vertical through 0, the 
center of gravity of the block, and make it equal to 30 pounds 
to some scale; if the scale is 1 in. = 40 lb., the length of ON « 30 
-5- 40 = .75 in. Through 0, draw OR parallel to BC\ and 
through Ny draw NR perpendicular to BC*) then, ON may be 
considered as the resultant of two assumed forces, OR and RN . 
The force OR represents the force urging the block (Unvn the 
plane, and the force RN represents the force with which the block 
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presses against the plane, and both may be measured to the same 
scale as that used to lay off ON. 

The force ON is said to be resolved into two forces, called 
components, OR and HN. The components OR and RN might 
have been drawn in any direction, so long as they intersect, but 
if the pressure against the plane and the force acting down the 
plane are desired, they must be drawn as here described. For 
instance, if OR^ be taken as representing in magnitude the force 
acting to move the block down the plane, join R' and N; then, 
OR' and R'N are components of ON. But R'N may be resolved 
into the two components R'R and RN, R'R coinciding with the 
action line OR and destroying the portion RR' of Oft', thus 
leaving the force acting down the plane as Oft, the value previ¬ 
ously found. Similarly, if Oft" be taken as the force acting 
down the plane, join ft" and N; then ft"A^ may be resolved into 
the two components ft"ft and ffA^. Since ft"ft and Oft" have 
the same line of action and act in the same direction, the total 
force urging the block down the plane is Oft" + ft"ft = Oft, 
as before. 

For the position C", draw OS paralhd to and PS perpendicular 
to RC"; then OS is tlie component of the force OP that urges th<^ 
block down on the plane and SP is tlu' compom'iit that presses the 
block against th(' plane. For the position C"', OQ is the compo¬ 
nent urging the block down the plane; its value is the total force, 
30 lb., and there is no component perpendicular to the plane; in 
other words, this component is 0, because the component parallel 
to the plane coincides with the resultant. 

16. The foregoing serves to explain why it is, in general, harder 
to push a wheelbarrow than to pull it. Thus referring to Fig. 
13, let the circle represent the wheel, O the center of the axle, 
and AO the center line of the handles; suppose the ground MN 
to be level and that A'O is j)arallel to MN. Usually, the center 
line of the handles is above the horizontal A'O, in which case, 
let BO represent to some scale the force exerted in pushing the 
barrow with its load; its direction is indicated by the arrowhead 
a. Resolve this force into the horizontal and vertical components 
BC and CO, which act in the directions indicated by the arrow¬ 
heads b anej^. The load carried by the barrow acts downward 
also; hence, this load is increased by a force represented in 
magnitude by the component CO. If, on the contrary, the bar- 
row is pulled, and OD, acting in the direction indicated by the 
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arrowhead a', represents the force exerted through the handles in 
pulling it, resolve OD into the horizontal and vertical components 
ED and OE, which act in the dire(*tions indicatotl by the arrow¬ 
heads V and c'. Hero ()E acts upwards, and couiitc'nicts a part 
of the load, which acts downwards; this makes the force exerted 
through the handk^s loss than when pushing the ])arrow. 

If the center lino of the handles were horizontal, it would evi¬ 
dently make no difference whether the barrow were pushed or 



pulled, since there would then be no vertical component, the 
entire force acting in a horizontal dir(‘ction. If tlu' line of action 
were in the position A"0, below the horizontal, the conditions 
would b(^ revers(‘d and it would lx* easier to i)ush than to pull; 
the vertical coinpoiuuit- then acts upwanls against the load, when 
pushing, as indicated by the arrowhead c". 

17. When several forces act on a body and their linos of action 
all pass through a common point, tin* forces an^ said to concur¬ 
rent and are called concurrent forces. If thci forces are con¬ 
current, they can always Ix^ replaccxl by a single resultant. Thus, 
the five forces in Fig. 9 are concurrent and can Ix'. n^placed by the 
single resultant 7V, which is also concurrent with the five 
forces at the point O. 

Since any number of concurrent forces has a single resultant, 
it follows that a single force may be resolved into any number of 
components; thus, if it were so desired, the resultant OE in 
Fig. 9 might be resolved into the forces 0.1, ABy BCy CDj and 
DE; then assuming a comnmn point of application O, the forces 
may be drawn as indicated in the k»ft-hand part of the figiu’e. 
Usually, ho\vever, a force is resolved into two components only, 
and it usually happems that the total force acting in some par¬ 
ticular direction is required. In such case*, from one end of the 
2 
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given force, a line is drawn parallel to the required direction and 
from the other end, a lino is drawn perpendicular to the line first 
drawn. The distance from the point of intersection to the end 
of the line representing the force, measured in the required direc¬ 
tion, is the magnitude 
of the desired com¬ 
ponent measured to 
the same scale as the 
given force. Thus, in 
Fig. 11, if it were 
desired to find the 
force tending to lift 
the middle pulley 
vertically, find the 
resultant 0"Q as be¬ 
fore; from 0", draw 
0"Q' vertical (the 
^ desired direction) and 
^ from Q, draw QQ' per- 
1 pendicular to 0"Q'; 
t then 0"<J' = 118 lb. 
is the force that tends 
to move the pulley 
vertically upward, 
j and Q'Q = 33 lb. is a 
j force that tends to 
t move the pidley side- 
! wise in a horizontal 
j direction. The action 
I of both these com- 
ponent forces tends 
Fig. 14. to move the pulley 

along the line 0"Q, 
and it would move along this line if the pulley were not restrained, 
that is, kept in place by some means, in this case, the bearings 
that enclose the axle of the pulley. 

Bxamplb.—R eferring to Fig. 14, ABC is a bracket attached to a vertical 
wall; from thedfertex R, a weight of 500 lb. is suspended, what forces act in 
the arms AB and BC and in what direction? 

Solution. —Selecting a scale of say 1 in. * 260 lb., draw ON vertical 
and make its length 500 250 » 2 in. From O, draw OM parallel to AB; 
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from Nj draw NM parallel to CB; then 0^f represents (to the same scale) 
the force acting in the arm AJij and its dircfction is from A to B; MN rep¬ 
resents the-force acting in the arm CB, and its direction is from B to C. 
There is, therefore, a yull in the arm A B and a pu^fh in the arm CB, Measur¬ 
ing OM and MN and multiplying by the scale, 250, the force i i AB is found 
to be 515 pounds, and the force in (^B isfouml to be 590 pounds. Ans, 

Referring again to Fig. 14, if OM be resolved into its hori¬ 
zontal and vertical components PM and OP, and MN be also 
resolved into its horizontal and vertical components QN and 
MQ, it will be noted that MQ is parallel and equal to PN, and 
since OP and MQ act in the same direction, the total downward 
force due to the compoiKuits OM and MN is OP + PN (= MQ) 
= ON = 500 lb., as it should. 

That the total force acting in AB is represented by OM is 
easily shown. The force acting in AB due to the w(*ight W of 
500 lb. is found by drawing OS parallel to AB (coinciding with 
OM) and NS perpendicular to OS] then ir(= ON) exerts a 
force OS, acting from O to S as indicated by the arrowhead b, in 
the arm AB, But this arm is also actinl on by a (‘omponent of the 
force acting in the arm CB, (Vmsidering ON (= H") and OS 
as two separate and distinct forces, their resultant is SN, which 
acts from S toward N, as indicated by the arrowhead c. This 
resultant force SN may be resolvi'd into the two components 
SM and il/A^, which act in the directions indicated by the arrow¬ 
heads/ and a. 'TIkui, the total force acting in AB is equal to 
OS + SM = OM, That the force acting in OM is greater than 
that due to the weight W wall be apparent when it is considered 
that the weight W produces a dowrnvard force in MN, acting 
from M toward A^; this produces a nmdion at N that acts from 
A" towaird M, which can be r(‘solv(*d into the two components 
NS and SM. In a similar manner, it can bf‘ shown that the total 
force in BC acting from B to U is represented by MN. 

Note that PM, the horizontal component of OM, and QN the 
horizontal component of MN, areequal in magnitude, but opposite 
in direction; this fact will be referred to later. (Art. 29.) 

18. The Equilibrant. —Referring again (o Fig. 9, the restiltant 
of the five concurrent forces is TO. Produce TO to T, making 
OT equal to TO. The action of the five* forces, as represented 
by the resultant TO, t(?nds to move the body along thi^ line OT. 
If, now, a force TO acting from T toward O and equal in magni¬ 
tude to TO be applied to the body, it will countciract the result- 
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ant TO completely, and the body will have no tendency to move, 
that is, it will be in equilibrium under the action of 
the six forces AfO, OAT, PO, OQ, SO, and T'O, This force T'O, 
required to produce equilibrium, is called the equilibrant; it is 
always equal and opposite to the resultant. In the force 
polygon, the force T'O will be represented by PO, and its direc¬ 
tion will be repi‘es(^nte(l ])y an arrowhead pointing from E 
toward O. There will then be no resultant, because^ the poly¬ 
gon is dosed and there will be no side to draw to complete 
it. In Fig. 10, the ecpiilibrant is JO, acting from J toward O. 
Note that the e(|uili})rant hiis the same general direction around 
the polygon as the otlujr forces. 

Wlicnever the force polygon closes, there is no resultant; but 
when the polygon does not close, it must be made to close, as in 
Figs. 9 and 10, and the closing side is the resultant. A force 
equal and opposite to this is the equilibrant. Therefore, to 
produce equilihriuryiy the force pohjgoii must close. This statement 
is a very important law. 


QUESTIONS 

(1) When rowing a boat, what caimcR the boat to move? Explain in 
accordance with the laws of motion the effect prodnered by the oars. 

(2) What is the force called that is equal and opposite to the resiiltant, 
and how is it detc'rmim'd? 

(3) Show that the principles governing the composition and resolution 
of forces are a direct consecpience of the w'cond law of motion. 

(4) What is meant by concurrent forces, and when are forces siiid to 
concur? 

(5) State the third law of motion, and givt* a practical illustration showing 
how it is applied. 

(d) Suppose four forces to concur at a given point. Draw' lines to indi¬ 
cate their directions (which may be selected at pleasure), and mark on them 
their magnitudes (state the scale chosim); then construct the force polygon 
and find the magnitude and direction of the equilibrant. 

(7) Draw a line in any direction except vertically or horizontally, make 
its length represent a force to some convenient scale, and resolve this force 
into two components, one component perpendicular to the other and equal 
in magnitude to onc-sixth the force; what is the value of the other 
component? ^ 4 .986 given force. 
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MOMENTS 

19. Turning Force or Torque.—Fig. 15 shows a round iron bar 
of uniform cross section and density throughout and balanced on 
a knife edge over its center of mass (eenttu* of gravity), thus mak¬ 
ing OA = Oli. At jx)iiits C and near either end, and equally 
distant from 0, eiiual weights W and Z are siisixjiidcd. The 
weight Z tends to make the 
bar revolve about 0 as a 
center in the direction of 
the hands of a watch; the 
weight ir tends to cause 
the bar to rotate about th(^ 
same (tenter O in a direc¬ 
tion opposite to that of 
the hands of a watch. 

Since the two weights are e<[ual and their distances from O are 
also eipial, the tendcMicy to rotate* in one dire(*lion is counter¬ 
acted by an eipial t(*nd(‘ncy to rotate* in tlu* oth(*r din'ction, with 
the result that the bar and tin* weights are in (‘(piilibrium. 

20. When looking at a levolving body, the phiiu* in which it 
revolves, called the p/anc of roUition^ is assum(‘d to be j)erpendic- 
ular to the line of vision (like* the* dial of a watch or clock); if the 
rotation is in th<^ direction of the* hands of a watch or clock, it is 
called clockwise or right-hand rotation; but, if in the opposite 
direction, it is calh*d counterclockwise or left-hand rotation. 
Further, right-hand rotation is usually considered as positive or 
+ and left-hand rotation as negative or In Fig. 15, Z t(*ndH 
to produce right-hand rotation, and W tends to produce left-hand 
rotation. 

21. If Wj Fig. 15, be moved to the position IF', it Ls evident 
that the tendency to right-hand rotation will bo greater than the 
tendency to left-hand rotation; but, by incn'asing the weight of 
W until the bar again balances, the two rotatic^* effects will again 
be equal, and since they are opposite in direction, the system will 
be in equilibrium. 

As can be readily proved by experiment, the turning forces will 
be equal numerically when the weight on one side of O multi- 



Fio. IT). 



22 


MECHANICS AND HYDRAUTJCS 


§1 


plied by its distance from 0 equals the weight on the other side 
multiplied by its distance from O; that is, 

Z X L = TT X L = TF' X L' = F" X L" - etc. 

Hence, to find F' when Z, L, and L' are known, ZL = F'L', 
from which 


F' = 


For example, if Z = 24 lb., L 


V' 
15 in. 


and L' = 12 in., 


F' = 


24 X 15 
12 


= 30 lb. 


The product Z X L is called the moment of Z about 0 as a 
center; the moment of F about O is WL\ of F' about 0 is F'L'; 
etc. The point 0 is called the center of moments (sometimes 
called the origin of moments), and is the point about which the 
force is supposed to turn the >x)dy. 

22. Unit of Measurement of a Moment.—^The moment of any 
force al)out any point assumed as the center of moments is the 
product of the force by the length of the perpendicular drawn 
from the center (origin) to the line of action 
of the force. In Fig. 15, the lines of action 
of the various forces are all vertical and 
the perpendiculars from 0, the origin, are 
consequently horizontal. In Fig. 16, four 
forces A, R, C, and D are represented in 
direction, position, and magnitude, the last 
Ijeing indicated by the full lines. Suppose 
that it were required to find the mom(‘iits 
of these forces about a specified center of moments O, Draw Oa 
perpendicular to the line of action of A, Oh jx^rpcuidicular to the 
line of action of B, Oc perpendicular to the lino of action of C, and 
Od perpendicular to the line of action of Z>; then, denoting right- 
hand rotation by + and left-hand rotation by —, the moment of 
A about 0 is +A X Oa; of B, +B X 06; of C, —C X Oc; and 
of O, -D X Od. 

When the English system of units is used, forces are generally 
measured in pounds or tons and distances in inches or feet; hence, 
the^^t employed for measuring torques (moments of forces) 
is the inch-pound, the foot-pound, or the foot-ton. Since these 
same units are used for measuring work and energy, some writers 
e^xpress the unit of torque as pound-inch, pound-foot, or ton-fool, to 
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distinguish these units from those used in measuring work and 
energy. The names of the units, then, have entirely different 
meanings, according to whether the unit of linear measure pre¬ 
cedes or follows the other unit; thus, the foot-pound means the 
product of a force by the distance through which it acts, while 
the pound-foot means the [)roduct of a force and the fM^rpcndicu- 
lar distance lx3tween the a(*tion line of the force and the center 
of moments. The term foot-pound, however, is frequently used, 
irrespective of the manner in which the force acts. 

23. Condition for Equilibrium. —If the forces acting on a body 
are not concurrent , the}' will cause th(' body to rotate, unless the 
sum (algebraic sum) of the moments is 0; thus, in Fig. 15, if 

= Z, Z X L — TF X L — 0, and the bar, with its two weights, 
is in equilibrium. If ZL ~ W'lJ - 0 or if ZL - TF"L" = 0, 
the bar, with its weights, is still in equilibrium. In Fig. 16, 
suppose all four forces to act in the sanui plane and that this 
plane is horizontal; suppose also that 0 is some point in a body 
acted on by the four forc(»s; then the rotative effect (torque) 
about 0 is determined by the e(|uation A X Oa B X Ob 

— C XOc-- D X 0(1 - 0. If the left-hand member is equal to 0, 
the body is in equilibrium, insofar as any turning effect is con¬ 
cerned; but if it is not equal to 0, t]i(‘n the value of the left- 
hand member will be the turning effect about the point 0, and 
its sign will indicate whctlier the body txmds to turn clockwise or 
counterclockwise. For (»xami)l(s suppose A = 22 lb., B = 35 
lb., C = 30 lb., and I) ~ 26 lb.; also, suppose 0(i = 10 in., Ob 
= 12 in., Oc = 9 in., and Od — 5.5 in.; then, 22 X 10 + 35 X 12 

- 30 X 9 - 26 X 5.5 = 220 -f 420 - 270 - 143 = +227 in.-lb. 
Since the sign of the moment is +, the body tends to turn clock¬ 
wise. The sum (algebraic) of all Wni moments is (tailed the re¬ 
sultant moment; hence, if the resultant moment is zero (0), the 
body has no tendency to rotate. 

24. It matters not where the origin of moments is taken, the 
resultant moment always has the same value. This is evident, 
since the resultant moment must (or ought to) equal the resultant 
moment when the origin is taken at the center of mass (center 
of gravity); otherwise, changing the origin would change the 
torque produced by the forces without changing the magnitude 
or direction of the forces or their distances from the center of 
mass, which is absurd. As an example, refer to Fig. 15. Here 
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there is a system of three forces (not considering the weight of the 
bar), viz., W and Z acting downwards and the reaction of the 
knife edge 0 acting upwards; the reaction is evidently equal 
to the sum of W and Z, Suppose the origin of moments be taken 
in the center line of the bar and a in. from C, the point of inter¬ 
section of the center line of AB and the action line of W; denote 
this point by C' and suppose it to bo located between C and 0. 
The distance of 0 from C' hL — a; the distance of D from C' is 

— a + L = 2L — a; the weight Z tends to produce a positive 
rotation about C' as a center, and the weight W and reaction R 
at 0 tend to produce negative rotation about C'. Therefore, 

Z{2L - a) - K(L - a) - Wa 

is the resultant moment. liut Z — W and li == 2W; substitut¬ 
ing these valuers for Z and /i, the resultant moment is 
W(2L-a)-2W(L-a)-Wa^2]VL-Wa-2Wl+2Wa-Wa = i), 
which is the same result as was obtained before; that is, the sys¬ 
tem is in equilibrium. 

In Fig. 16, if the origin be taken at some point other than 0, 
the value found for the resultant moment will be exactly the 
same as when the origin is taken at O. 

26. The perpendicular from the origin of moments to the 
action line of the force is called the arm of the force or, freciuently, 
the moment arm. If the origin be taken any where on the* action 
line of a force, the moment of that force will bc^ zcm-o, bc^causc^ the 
arm will be zero, and (he moment, which is (he product (3f a force 
and its arm, will be the product of a force by 0. 

26, A body is in complete equilihriinn when [it) the resultant 
of all the forces is equal to zero, and {h) when their resultant 
moment is equal to zero. If the resultant inoiiH'nt equals zero, 
but the resultant of the forces is not eciual to zero, then, if free 
to move, the body will move in a straight line, along the action 
line of the resultant, and every point of the body will describe 
a right line parallel to the line described by the center of gravity 
of the body; the body is then said to have a movement of trans¬ 
lation. If the body is free to move and the resultant of the forces 
actin^n it is zero, but the resultant moment is not zero, the body 
will nave no movement of translation; it will simply rotate about 
an axis passing through its center of gravity. If neither the 
resultant force nor the resultant moment is equal to zero, and 
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the body is free to move, the body will move in a straight line, 
along the action line of the resultant, and will rotate as it moves; 
it is then said to have a combined movement of rotation and trans¬ 
lation. The movement of translation in the last case is not 
affected in any way by the movement of rotation, and vice versa. 
The foregoing statements are best exemplified by means of an 
example. 

Fig. 17 (a) shows a brick that is acted upon by three 
forces Uy Ty and S, all acting in the plane MNy which shown as 



a plane of symmetry, d he line JiC is S in. long, and th(» magni¬ 
tudes, positions, and directions of the forces with referemre to this 
line are indicated in Fig. 17 (6). The force polygon is shown in 
Fig. 17 (c), the resultant R being determim^d in magnitude and 
direction, and it now remains to determine its position with 
reference to the other forces. Take O, the point of intersection 
of the action line of V with BC as the origii of monamts; the 
moment of U will tluMi be zero. The sum of the mom(mtsf>f the 
three forc(‘s about is f' X 0 + T X 2 + >S X Oa; narjisuring 
Oa, the arm of S with T(‘ference to O, it is found to Ix^ 5.03 in.; 
hence, the sum of the moments is 0 + 10 X 2 -f 15 X 5.63 
== 104.45 Ib.-in. This must equal the moment f)f the resultant 
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about 0. The value of the resultant, as determined by measure¬ 
ment from the force polygon is 34 lb. Since its arm is not known, 
represent it by x; then, 

104 4.*! 

34 X X - 104.45, or a: = = 3.07 in. 

From 0, draw a line Oe perpendicular to 12 or to a line parallel 
to the resultant, and layoff Oe = 3.07 in.;through e, draw a 
line parallel to /2, make its length equal 34 lb. to the scale used, 
and it will represent the resultant in magnitude, direction, and 
position. 

It will bo observed that the resultant intersects the line BC 
between M, the middle point, and the end B. As shown in Fig. 
17 (6), this will tend to make BC revolve counterclockwise about 
M; but as shown in Fig. 17 (a), it will tend to revolve the brick 
clockwi.se (when the dial of the clock is horizontal and face up) 
about the center of gravity of the brick, which is directly under 
the point M in Fig. 17 (6). This may also be proved by calcu¬ 
lation and measurement. Thus, in Fig. 17 (6), taking M as the 
center of moments, the arm of [/ is Me = 3.19 in.; the arm of T 
is Mf = 1.5 in.; the arm of S h Md = 2.6 in.; and the arm of R 
is Mb =* 0.42 in.; then, the sum of the moments of the forces is 

- 12 X 3.19 - 10 X 1.5 + 15 X 2.6 = -14.28 

the negative sign showing that the brick tends to revolve counter¬ 
clockwise about M, It will be observed that the moment of the 
resultant is —34 X .42 - —14.28, which is the same as the 
resultant moment pieviously found. The effect produced by 
the three forces acting on the brick is to make it move so that 
the path of its center of gravity will coincide with the action 
line of the resultant R; at the same time, the brick will revolve 
clockwise al>out its center of gravity, when view^ed from a point 
to the right of the face BC, Fig. 17 (a). The value of the force 
causing the movement of translation of the center of gravity is 
34 lb., and the value of the moment or torque causing rotation 
is 14.28 Ib.-in. 

27. Resultant of Parallel Forces. —The principles employed 
in thdificample of the last article are used in finding the position of 
the resultant of parallel forces, a problem that is constantly aris¬ 
ing in connection with the loads on beams and girders. The 
method can be best understood by application to a specific case. 
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Referring to Fig. 18, let AB be a beam 24 ft. long, supported 
at its ends and carrying five loads, M = 420 lb., N = 280 lb.,P 
— 160 lb., Q = 300 lb., and S — 640 lb., the loads being in the 
positions indicated. Suppose the beam is in a horizontal position, 
is of uniform cross-section throughout, and that it weighs 32 lb. 
per foot. It is required to find the position of the resultant and 
the reactions Ri and of the supports. 

The beam is acted on by 8 forces, the five forces just mentioned, 
the weight of the beam, all of which act vertically downwards. 



and by the reactions of the two supports, which act vertically 
upwards. The weight of the beam may l)o considered as a force 
equal in magnitude to the weight, and whose action line passes 
through the center of gravity of the beam; and since the beam 
has a uniform cross-section, the cent(‘r of gravity will lie in its 
middle section, equally distant from cither end. The weight 
of the beam is represented by W in the figure, situated 12 ft. from 
either end, and its magnitude is 32 X 24 == 768 lb. Since 
M, Ny Py Qy Sy aod W arc parallel and they all act in the same 
direction, the magnitude of their resultant is equal to their sum, 
or 420+ 280+ 160 + 300 + 640 + 768 = R = 2568 lb. In 
order that the beam may not move downwvird under the action 
of this resultant force, the sum of the redactions Ri and Ri must 
equal the resultant, or Ri + /?2 = 2568 lb. To find the value 
of the reactions, take a point on one of the reactions, say Riy as 
the origin of moments; then the moment of this reaction will be 
zero and the other reaction can be found from equation 

420 X 3 + 280 X 8 + 160 X 14 + 300 X 17 + 640 X 20 
+ 768 X 12 - Ra X 24 = 0 (1) 
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Solving this etjuation for /2j, = 


13691b. 

24 


The sum 


of the moments of all the forces equals zero, because the system 
is in equilibrium. Since Ri + R 2 = 2568, Ri + 1369 = 2568, 
and Ri = 2568 — 1369 = 1199 lb. Or, Ri may be found by 
taking the origin of moments on the action line of fta, in which 
case, 

X 24 - 420 X 21 - 280 X 16 - 160X 10 - 300 X 7 
- 640 X 4 - 768 X 12 = 0 (2) 

28776 

from which, Hi — = 1199 lb., as V)eforo. Now, to find 


the position of /?, the resultant, take some convenient point as 
the origin of moments, say a point on Ri, The sum of the 
moments about this point was found above to be 32,856 lb.-ft. 
for the downward forces; this must equal the lesultant R multi¬ 
plied by the arm, which is the normal distance from Ri to R] 

32,856 
2568 


repnvsiuiting the arm by .r, R X x ^ 32,856, or x = 


= 12.794 ft. = 12 ft. 9^ in. very nearly. Had the origin been 
taken at any other point, say on Nj R X x - 768 X 4 + 160 
X 6 + 300 X 9 + 640 X 12 - 420X 5 = 2568 X x, from which 
X = 12,312 2568 = 4.794 ft., the distance of K from N; the 

distance from is 4.794 + 8 = 12.794 ft., as before. 

The position of the resultant R may Ix^ lound in a somewhat 
easier maniKT by considering the reactions R] and R 2 instead 
of the loads. Thus, taking the origin of moments on Ri, the 
fon^os a(;ting on the beam may be considered as /?i, R^i and R, 
which produce equilibrium, and 

ffi X 0 + X X - 722 X 24 = 0; 


from which, since R = 2568, and R 2 = 1369, 
1369 X 24 
2568 


X — 


= 12.794 in., 


the same result as previously found. 


COUPLES 

2&4M[oment of a Couple. —When a body is acted on by two 
equal parallel forces acting in opposite directions, the two forces 
are said to form a couple or to constitute a couple. Thus, in 
Kg. 19 (a), the forces P and Q are parallel and equal and they act 
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in opposite directions; hence, they form a couple. The perpen¬ 
dicular distance AB between the forces is called the arm of the 
couple, and is denoted by the dimension a. 

The moment of a couple is the resultant moment of the two 
forces about some point as the origin of moments. Taking O as 
the origin, the moment of the couple is 

P XOA+QX OB 
Since Q — P, this expression becomes 

P XOA ^ P X OB = P{OA + OB) ^ P X AB ^ Pa 



9 


o —jr 


(a) 



If O' be taken as the origin, the nionient of the couple is 
P X O'A ~ Q X O'B 
Since P = Q, this expression becomes 

P X O'A - P X O'B = P{0'A - O'B) = P X AB = Pa 
Therefore, the moment of a couple is equal to the product of one of 
the equal forces and the arm of the couple. 

A practical illustration of a couple is shown in Fig. 19 (6), whicdi 
may be considered as rciprescnting the steering wluu^l of an auto¬ 
mobile, the hands are supposed to be at A and B\ then, when one 
hand pulls down as much as the other pushes up, two ecpial and 
opposite forces are exerted on the wheel, forming a couple whose 
arm is the diameter of the wheel. 

29. Couples Produce Rotation Only. —The only effect pro¬ 
duced on a body by the action of a couple is rotation; it has no 
tendency to move the center of gravity of the body and, therefore, 
produces no movement of translation. No single force and no 
combination of concurrent forces (which will have, of course, a 
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single resultant) can produce equilibrium in a body acted on by a 
single couple; the rotative action may be destroyed, but the 
force will produce a movement of translation, and the body will 
not be in equilibrium. The only way that equilibrium can be 
produced in a body acted on by a single couple is to introduce 
another couple having an equal moment and tending to rotate 
the body in the opposite direction. 

Another illustration of a couple is afforded by the conditions 
illustrated in Fig. 14. The moment of W about C as the origin 
is equal to W X BD, In the force polygon, DM' ( = PM) and 
QNf which are parallel components acting in opposite directions, 
constitute a couple that is equivalent to the couple produced 
by the moment of W (see Art. 30), the arm being AC; hence, 
OM' X AC — W X BD, This couple tends to produce right- 
hand rotation; but it is resisted and equilibrium is produced by 
the reactions at A and C, indicated by the arrows S and T, which 
act in opposite and parallel directions, and produce a couple 
whose arm is AC, its moment being S X AC or T X AC, S and 
T being equal. 

The reason that the moment of the couple produced by W 
is equal to OM^ X AC = QN X AC is that the force acting in AB 
can Ik; resolved into the two components OM' and M'M = OP; 
the force acting in BC can be resolved into the two components 
NQ and MQ = PN, OM' and QN are equal and opposite 
parallel forces, and they constitute a couple whose arm is the 
distance AC. Likewise, the sum of the forces OP and PN is 
ON » W, which acts at N and creates a reaction A^O whose 
magnitude is equal to W, This force (reaction) is equal, parallel, 
and opposite to the force W acting at B, and the two constitute 
a couple whose arm is the distance BD, and the moment of which 
is W X BD. This is not a different couple from the one pre¬ 
viously mentioned, but another expression for the turning effect 
produced by the load W. Consequently, OM'X AC ^ W X BD 
« moment of couple produced by W. 

30« Difference between a Moment and a Couple. —Referring 
to Fig. 20, let P be a force; then the moment of this force about 
0 asJ^e origin is P X a. Through the origin 0, draw Q and Q' 
to represent two equal and opposite forces parallel to P and both 
equal to P. Since Q and Q' are equal and opposite and concur¬ 
rent, they have no effect in moving the bodj^ and the body will 
be in the same state of rest or motion whether acted on by these 
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forces or not. But, the force Q and the force P constitute a 
couple whose moment is P X a, and the force Q' tends to move 
the body in the direction indicated by the arrowhead. The mo¬ 
ment of the couple is the same as the moment of the force; hence, 
the moment of the force P is equivalent to a couple having an 
equal moment ajui a force equal and parallel to P acting throiigh 
the origin of moments. The two forces constituting the couple arc 
equal to P, and the arm of the couple is 
the perpendicular distance from the 
origin to the force P. 

It will thus 1x5 seen that a moment 
tends to produce both rotation and irans- 
lation, while a couple produces rotation 
only. For instance, referring to Fig. 19 
(6), take O as the origin of moments and 
suppose only one of the forces, say Qy 
acts on the wheel. The turning force 
(torque) produced by Q is Q X OBy and Q also produces a 
pressure + on 0 that tends to move (h(5 entire wheel in 
the direction of the arrowhead on Q\ If P only a(!ts on 
produced by P is P X OAy and P also 
produces a pr(\ssure — P' on O that tends 
to move the wheel in the dire(5tion of the 
arrowhead on P\ If both forc.es act at 
the same time, the resulting effect is Q X 
OB + Q' + P X OA - P' = P{OA + 
OP) = P X ABy since Q = P and Q* = 
P'. Q' and P' are giv(»n opposite signs 
because they act in opposite directions, 
and since both act on the same point, 
they destroy each other, leaving the 
couple to act on the wh(5el. Wlnm 
either force acts separately, it tends to 
rotate the wheel and to move it in the 
direction of the force; but when both 
forces act together, they tend only to 
rotate the wheel about its center. 

If one of the parallel forces is greater than the other and the 
center of moments (origin) is taken midway between the two 
forces, the action of the two forces produces a couple, whose 
moment is one-half the sum of the two forces multiplied by the 


the wheel, the torque 

E 
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perpendicular distance between the action lines of the forces, 
and a parallel force, whose value is equal to the difference of 
the forces, acting at the center of moments in the direction of the 
greater force. Thus, referring to Fig. 21, let P and Q be parallel 
forces, acting as shown, and let be the perpendicular distance 
between their action lines. Then, if OA = 05, the moment Q 
X OB is c(juivalent to the couple formed by Q and Q', whose arm 

is OB = and the downward force Q" == Q. The moment P 

X 0A is equivalent to the couple formed by P and P', whose arm 
AB 

is OA = - 2 "i upward force P" = P. The resultant 

about 0 as th(^ center of moments is (taking upward forces as 
+ and downward forces as —) 


Q" + X ^ + P" = (Q + P)-^ -(Q-P) 
= + P) XAB-iQ-P) 


The negative sign b(»forc the parenthesis simply indicates that 
when Q is greater than P, the resultant force acts downwards, 
which is the direction of the greater force Q, 


QUESTIONS 

(1) What is (a) a moment*, (b) a couple? (c) what effect do they produce 
on tile iaxly on which they act? 

(2) What is tlic difference in the effects produced by a moment and a 
couple? 

(r) Suppose three forces, not concurrent to act on a body; will the result¬ 
ant luu'c the same or a different value than if they concurred, all three 
forces acting in the same or parallel planes? 


SIMPLE MACHINES 

THE LEVER 

31. Classes of Simple Machines. —A machine may be defined 
as any contrivance for altering the ^position of a body. If the 
positioilCf a body is changed, the position of its center of gravity 
is also changed; that is, the position in space occupied by the 
center of gravity has been changed. The path of a body from 
one position to another is always taken as the line described by its 
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center of gravity. A machine may also cause a body to rotate, 
and if the position of the hodj' is not changed it rotates about 
an axis passing through the center of gravity. 

A machine that consists of but one moving part is called a 
simple machine. Macihines containing more than one moving 
part, no matter how complicated they may bo, consist of com¬ 
binations of two or more simple machiiu's. 

Simple machines may be divided into the following six classc's 
or typos; levers^ piillcys (including (jcarn), the wheel and oxle^ 
inclined planes^ wedges^ and screws. As will siibse(iuently appear, 
there are really but two classes—the lever ami tlu inclined 
plane—the other four typ(»s b(‘ing but modifications of these two. 

32. Classes of Levers.—A lever is a rigid bar or frame which 
turns about a point, knife edge, or pin (when jointed) under the 
action of a force (called the power) and in turning moves a body 


F F F 
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(called the weight or load). TIk' knife edge, pin, or other 
bearing, about which the rotation occurs, is called the fulcrum. 
The perpendicular distance from th(‘ fulcrum to the line of action 
of the force is callcHl th(^ power arm, and the ix'rjxaidicular dis¬ 
tance from the fulcrum to the line of action of the W(‘ight or load 
is called the weight arm. In Fid*. 22 (a), AB is a lcv(;r, which 
turns about O under the action of F, thus moving W. Here 0 is 
the fulcrum, F is the force or pow(‘r, and W is the weight or load; 
hence, OA is the power arm and OB is the weight arm. 

In accordance wdth the relative positions of the fulcrum, powcu*, 
and weight, levers are divided into first class, second class, nnd 
third class. When the fulcrum is between the power and the 
weight, as in (a). Fig. 22, the lever is of the first class; a common 
example is a pair of shears or pincers. Here th« n* are really two 
equal levers, which consist of two blades or jaws and handles 
that turn on the pin that connects them. The pin is the fulcrum, 
the power (force) is applied to the handles, and the body (or 
object) is cut by the blades or squeezed by the jaws, and consti¬ 
tutes the weight or load. 

3 
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When the fulcrum is at one end of the lever and the power is 
applied at the other end, the lever is of the second class; see Fig. 
22 (6). A common example is a lemon squeezer or a nut cracker, 
another case of two equal levers, which are joined by a pin at 
one end; the force is applied at the other end, and the lemon or 
nut, which is placed between the pin (fulcrum) and the line of 
action of the force (power), takes the place of the weight or load. 
This figure also shows the principle of the lighter bar (lever) on 
a beater. The pin is represented by 0, the weight of the roll by 
W (usually at or near the center of the lever), and screw and hand 
wheel by F. This class of lever is also used on the paper- 
machine presses. 

When the fulcrum is at one end of the lever and the weight 
or load or the other end, with the power between, the lever is of the 
third class; see Fig. 22 (c). A common example is a pair of tongs, 
which consist of two levers joined by a pin at one end, the load 
to be lifted being held by the pressure of the other two ends; the 
power (squeeze) that forces the two free ends together is applied 
between the ends. 

33. Analysis of the Lever. —Fig. 23 represents a lever of the 
first class. It consists of a straight bar having a uniform rec¬ 
tangular cross-section and 
turning on a pin 0, which 
acts as a fulcrum. Holes 
^ drilled at A and B permit 
pins to be placed in them, 
from which links can be sus¬ 
pended. When weights W 
• and P are attached to the 
other ends of these links, they 
will hang in such manner that 
the forces they represent will 
act vertically and will therefore be parallel. All forces are 
considered as acting through the centers of the holes and pins, 
the weight of the lever being neglected for the present. Draw 
the horizontal line through O. 

Taki^O as the origin of moments, the necessary condition for 
equilibrium is P X 06 — IT X Oa = 0, or P X 06 *= W X Oa; 
that is, the power multiplied by the power arm equate the weight 
multiplied by the weight arm. This is the law of the lever, and 
applies in all cases, whatever the class, as will be shown presently. 
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If the power be applied at B, and it is desired to find what 
weight W can be raised by application of a given force (power) P 
with the lever in the position shown, solve the above equation for 
W, obtaining 


W 




( 1 ) 


Or, if the weight is known and it is desired to find the power 
required, solve the equation for P, obtaining 


P = 


WX 


Oa 

Ob 


( 2 ) 


Expressed in words, the product of either force and its ami 
divided by the other arm gives the other force. 

34. As the end B moves downwards the end A moves upwards, 
and when the lever reaches the position shown by the dotted 
lines, 

p^wx % («) 


When the center line of the lever is horizontal and occupies the 
position 


P = 


WX 


OA' 

OB' 


w 


It can easily be proved by geometry that the three ratios in the 
last three expressions for P are e(jual; that is, 

Oa ^ Oa' ^ OA" 

Ob Ob' OB" 


For, since the triangles OaA and ObB are similar right triangles, 
but OA = OA" and OB — OB"] consequently, 


OA" 

OB" 


In the same manner, it can be shown that 


Oa' 

Ob' 


OA' 

OB' 


Since the two left-hand members of these two efiuations are 
equal to the same thing, they are equal to each other, and 


Oa ^ Oa' ^ OA" 
Ob Ob' OB" 


In other words, when the lines of action of the power and weight 
are parallel, it is not necessary to measure the perpendicular dis¬ 
tance from the fulcrum to the action lines; simply measure on a 
straight line through the fulcrum the distances from the fulcrum 
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to the points of application of the power and weight—the dis¬ 
tances OA and OB] then, 

P = WX and F = P X 

The distances OA and OB are called the lever arms. 

Example. —The distance from the end of a crowbar to the point (line) 
on which it rests is IJ in., and the entire length of the crowbar is 5 ft.; 
if a downward pressure of 120 lb. be applied to the end of the long arm, 
what pressure will be exerted at the end of the short arm, that is, what load 
can be lift(jd }>y tlui crowbar? 

Solution. —The length of the crowbar is 5 ft. =60 in.; the length of the 
long arm is GO — 1.5 = 58.5 in. The long arm in this case is the power arm 
and the short arm is the weight arm; hence, 

W = 120 X p 4680 lb. Ans. 

1.5 

36. Referring again to Fig. 23, angle AOA'= BOB'. Let 
0 (CriM'k Iett(‘r theta) be the measure of these angles in radians; 
then, the lengths of the arcs A A' and BB' are OA X 0 and OB X 

resix'ctivoly, and tlieir ratios are ^ lo other words, 

the ratio of the lengths of the arc.s passed through (the distances 
passcul through) by the points of application of W and P is 
ecpial to the ratio of the lever arms of W and P. Hence, the 
law of tlie lever may bo stated thus: 

The power viultiplied by the didance through which it vwvesueqpxd 
to the weight multiplied by the distance through which it moves. 

It is to be und('rsto()d that the paths moved through by the 
two points of application must \ye similar in their nature; there¬ 
fore, it is usual to iru'asurc them in vertical lines. With this 
understood, suppose thi' load in the example of the last article 
raised the weight } in., how far would P move downwards? 
Applying the law just stated, the power is 120 lb., the weight is 
4680 lb., the distance moved through by the weight is .25 in., and, 
letting X represiuit the distance moved through by the power, 

120 X .r = 4680 X .25, or x == = ^-76 in. 

Note that what is gained in power is lost in distance; that is, 
althou^i the ixiwer is increased from 120 lb. to 4680 lb., the 
distailW is decreased from 9.75 in. to .25 in. This fact is uni¬ 
versally true of any machine, no matter how complicated it may 
be. The law just given is also true of any machine, provided all 
resistances due to friction, etc. are neglected. 
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The foregoing conclusions may also be obtained by applying 
the principle of work. Thus, a machine merely alters the manner 
of doing work; no machine can give out more energy (work) 
than it receives or is expended on the machine. The work done 
by the lever is the lifting of the weight through a distance, and 
the work expended in doing this is the power exerted through a 
distance. In the case last cited, the power of 120 lb. is exc'rted 
through a distance of 0.75 in., and the work expended is 0.75 
X 120 = 1170 in.-lb.; the work done by the lever is 25 X 4080 
= 1170 in.-lb. Therefore, as before, the p<^)wer multiplied by 
the distance through which it moves equals the w(*ight multi{)lied 
by the distance through which it moves. The weight may be 
replaced by a resistance; in which case, th(^ forc<' multiplied 
by the distance through which it acts is ecjual to the n'sistanco 
multiplied by the distance through which it is ovor(‘onu‘. 

36. If two levers are joined by a pin on which they caii turn, 
as indicated by the full and dotted lines in Fig. 23, and the two 
ends B and B' are forced toward each other, the a(‘tion is exactly 
the same as that of a pair of pincers, and an object lield b(4ween 
A and A' will be squeeze<l or compressed. The pr(‘ssure ('xcu ted 
on the object can be found by applying formula (1), Art. 33, 
because one of th(' levers may lx* regarded as fix(xl, the other oik^ 
moving, the fixed levcu* furnishing the r(‘acti(jn. 

If the arms OA and OA' have cutting e<lges, the action of the 
levers is then the same as that of a pair of shears such as are 
used for cutting tin and sheet mental, where great forc(' must be 
applied to the blades. If the arms OB and OB' have cutting 
edges and the power is applied at A and A', the action is Diat of 
a pair of ordinary shears such as arc used for cutting papcT, 
cloth, etc., where but little power is applied to the blad(\s. Note 
that in the first case, the cutting is slow, since the blades have 
only a slight movement; in the second case, the cutting is fast, 
because the blades are long and move through a grcxit distaiK^e 
as compared with the distance moved through by the handles. 
Here, again, what is gained in power is lost in distance, and vicre 
versa. 

37. Let Sp be the distance moved through by the power and 
Sy, the distance moved through by the weight; then, P X Sp 
— W X Swj from which, 

W = PX 5” 


( 1 ) 
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If time be considered, it is evident that P moves through 
Sp in the same time that W moves through Sw Letting t rep- 

S S 

resent the time, the velocity of P is -j) the velocity of W is 


g 

and the ratio of the velocities is -- 


Sp 

t 


= = r, in which r is the 


value of the ratio. 
The ratio r = = 


distance power moves 


is called the velocity 


Sw ~ distance weight moves 
ratio; and in any machine^ the weight that can be lifted or the 
reswtance that can be overcome is always equal to the power multi¬ 
plied by the velocity ratio; that is, 

IT - rP (2) 

Consequently, if the velocity ratio of a machine is known, 
the resistance that can be overcome by the application of a force 
P is equal to the product of the velocity ratio and P (neglecting 
frictional resistances). Further, if the velocity ratio is known 
and it is desired to know what power is required to overcome a 
certain resistance, divide the resistance by the velocity ratio. 
Thus, 

W 

P = ~ (3) 

The velocity ratio is always equal to the power arm divided 
by the weight arm (sec Art. 36). 

Example. —When the velocity ratio of a certain machine is 13.6, what 
force is required to overconjc a resistance of 908 lb.? 

Solution.—A pplying form .da (3), 

968 


13.6 


= 71.18 - lb. Ans, 


38. Fig. 24 (a) represents in diagrammatic form a lever of the 
second class and Fig. 24 ib) represents similarly a lever of the 
third class. The laws and principles just given for a lever of 
the first class also apply to levers of the second and third classes. 
For, taking the fulcrum O as the origin of moments, the condition 
of equilibriypn for (a) when the lever is in the position OR' 
is P X oS" - WX OA" = 0, or P X OB" = TT X OA". In 
(6), P X OB" =« }r X OA". Therefore, in both cases, the power 
inultiplieii by the power arm equals the weight multiplied by 
the weight arm, which is the same result as was obtained for 
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the case of Fig. 23. The other laws and principles may be ob¬ 
tained in the same manner as was done in connection with Fig. 23. 

OS . 

It is to be noted that the velocity ratio is equal to r = ^ m 

both cases; but in (a), r is 
always greater than 1, 
while in (6), r is always 
less than 1. Moreover, 

OB in (a) and OA in (6) 
represent the entire length 
of the lever. Hence, with 
a lever of the second class, 
the power is always less 
than the weight (or resis¬ 
tance); in a lever of the 
third class, the power is 
always greater than the 
weight; and in a lever of 
the first class, the power 
may be greater than, equal 
to, or less than the weight, 
according to whether the 
power is applied to the 
long arm, whether the arms arc equal, or whether the power is 
applied to the short arm. 

39. If in Fig. 24 (a), OB and 0-6' represent the center lines of 
two levers that are hinged at O, the action of bringing them to¬ 
gether corresponds exactly to that of a nut cracker, the nut being 
placed at A. If the length OB of the levers is 6 in. and the nut is 
placed at i4, 1 in. from 0, a pressure of 12 pounds at the ends of 
the handles will produce a pressure (squeeze) on the nut of 12 

X 6 = 72 lb. Here 6 = 12 lb. and r = ^ = 6. 

Similarly, if OA and OA' in (6) represent the center lines of 
two levers hinged at 0, the application of a force between 0 and 
A and 0 and A' corresponds exactly to the action of a pair of 
tongs. 

A practical example of a lever of the second class is the lever of 
a safety valve, shown diagrammatically in Fig. 25. OAB is the 
lever, V is the valve, VA is the valve stem, and IF is a weight 
(here to be considered as the power), which can be placed 
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anywhere between A and the free end of the lever; the lever is 
hinged at 0. The steam pressure underneath the valve tends 
to force it upwards, and this is resisted by the weight, which aets 
through the lever and tends to force the valve down. Whenever 
the upward force acting at A exceeds the downward force at A, 
the valve opens, steam escapes, and its pressure no longer in¬ 
creases; this is why it is called a safety valve. 


v 

4^diam, 
70 Ih per 
•q. in. 




%V 


90 ib 


Example. —Referring to Fig. 25, the distance OA of the valve stem 
from O is in.; the diameter of the valve seat pressed against by the 

steam is 4 in., the steam pres¬ 
sure is required not to exceed 
70 lb. per sq. in., and the 
_ weight of the ball hung at B is 
90 lb.; at what distance OB 
from H should the ball be 
hung, neglecting the weight of 
the lever and valve? 

fc5oLUTioN.— First find the 
total pressure exerted on the 
bottom of the valve. The area of the valve touched by the steam is .7854 
X 4* « 12.5604 sq. in. 1'he steam pre.ssuro being 70 lb. per sq. in. the 
total upward pressure on the lever at A is 12.5004 X 70 =- 879.048 lb. 
Ix^tting X represent the distance OR, the power arm, tin* j)ower is W — 90 
lb., the W(‘ight is the force to be exerted at /t ~ 879.048 lb., and the weight 
arm is 4.5 in. Then, applying the principle of the lever, power multiplied 
by power arm - weight multiplied by weight arm, 

V. . . r 879.048 X 4.5 

90 X X = 879.048 X 4.5, or x =-^--r- 

90 


Fia. 25. 


44 in. Ans. 


It will bo noticed that if it were required to find what steam 
pressure will raise the valve when the weight is placed at a 
certain distance from the lever is then of the third class, since 
the power will be betwina the fulcrum and the weight. The 
above example may be solved just as readily by applying the 
principle of moments. Thus, for equilibrium, letting y = the 
total steam pressure and taking 0 as the origin, y X 4.5 ~ 90 
X 44 =0; from which y ^ 879.648 lb., tis before, the weight 
being 44 in. from 0. 

40 . Observe that a lever must be acted upon by at least three 
forces; the pow('r; the weight, load, or resistance; and the reac¬ 
tion of the fvilcrum. When the weight of the lever is considered, 
levers of second and third classes have at least four forces 
acting upon them, and a lever of the first class has at least five 
forces acting on it, since in the latter case, the weights of the 
two lever arms act to turn the lever about the fulcrum in opposite 
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directions. The safety valve lever in Fig. 25 has five forces 
acting on it: the steam pressure, which acts upwards and repre¬ 
sents W; the weight, which acts downwards and represents P; 
the reaction R of the fulcrum, which acts downwards, the weight 
L of the lever, which acts downwards at the center of gravity; 
and the weight V of the valve, which acts downwards at the center 
of the stem. Suppose the weight W of the lever in Fig. 25, is 
36 lb., that its length is 48 in., and that it is of uniform cross- 
section throughout, and suppose the weight V of *the valve and 
stern is 3^ lb. Then, taking O as the center of moments, the 
moment of R will be 0, the distance of the center of gravity of 
the lover from 0 is 48 2 = 24 in. Equilibrium will occur 

when 

+ 3.5 X 4.5+ 36 X 24 + 90 X a: - 870.648 X 4.5 = 0 
c. 1 . 3078.666 

Solving for x, a: =-— = 34.21 in., very nearly. Ihe value 

previously found for x was 44 in., in Art. 39. The difference, 
44 — 34.21 = 9.79 in. sho\vs the error caused by neglecting the 
weight of the lever and ihe valve. The reason for the error 
being so largo in this particular case is because the weight of the 
lever is very large compared with the load W» In most cases 
that arise in practice, the weight of the lever is small compared 
with ilie load, and the error is also small—so small that it can 
usually be neglected. 

Whenever the lover is acted upon by more than three forces 
and all arc taken into consideration, the iiKjthod of moments 
must be used to find W or P. 

41. Straight and Bent Levers.—If the action lines of the weight 
(load or resistance) and the power arc parallel, as in all cases 
previously considered, the lover is called a straight lever, because 
the perpendiculars drawn from the fulcrum to the lines of action 
are parts of a straight line. The shape of the lever itself is not 
considered, and the lever may be straight, bent or curved. In 
Fig. 26, (a) and (b) arc straight levers, because OA and OB lie 
in the same straight line, the action lines of P and W being parallel. 
In (a), the lever itself A'OB* is curved, while in (5) it is bent, 
forming what is called a bell^ank A*OB*, The levers shown at 
(c) and (d) are bent levers, because the perpendiculars OA and 
OB make the broken line AOB, In (c), the lever itself A*OB* is 
also bent, but in (d), the lever OAB* is straight. 

In all cases of levers, whether bent or straight, OA and OB, 
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Figs. 24-26, are called the weight arm and power arm respect¬ 
ively, and the power multiplied by the power arm equals the 
weight multiplied by the weight arm, neglecting the weight of the 
lever. 

Example. —^Referring to the example of Art. 34, suppose the weight of the 
crowbar were 30 lb. and that its center of gravity were 23 in. from the end 
nearest the fulcrum; what pressure would he exerted at the weight end 
by reason of a force; of 120 Ib. exerted at the other end? 



Solution. —The fulcrum is 1.6 in. from the weight end and 58.6 in. from 
the power end; the weight of the bar acts at a distance of 23 — 1.5 = 21.6 in. 
from the fulcrum. The three forces mentioned are supposed to be parallel. 
Then, 

120 X 68.5 30 X 21.5 ~ IT X 1.5 « 0 

Solving for W, ™ - 6110 lb. Am. 

1.0 

The result obtained in Art. 34 when the weight of the crowbar 
was neglected was 4680 lb.; hence, the error was 5110 — 4680 
= 430 lb. Here the weight of the crowbar acts in the same 
direction as the power and thus increases the power. The re¬ 
sult obtained is not quite correct, because the weight of the 
weight arm was not considered and acts in the opposite direc¬ 
tion. Tfer^i^ult obtained is thus a little too large, but the 
error is so small that it may be neglected. 

42. Compound Levers. —When a series of levers is so arranged 
that a force applied to one is transmitted to another, the arrange- 
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ment is called a compound lever, and is commonly seen on paper 
machines, calenders, etc. A system of three levers acting as a 
compound lever is shown diagrammatically in Fig. 27. The 
levers in this case are all straight levers of the second class, such 
as are used for adding pressure to calenders, etc. and O', 0", and 
O'" are their fulcrums; the power is applied at P and the weight 
or pressure is exerted at W. The free end of the power arm of 
the second lever is connected to the power arm of the first 
lever by the link TF'P'; the link connects the second 

and third levers in a similar manner. The power arms of the 
levers are represented by a', a", and a'" and the weight arms by 
b'f 6", and 6'". The pressure exerted downward, as in this case. 



or the weight that could bo raised by the first lever is (neglecting 

friction and th(‘ weight of the lever) W' = P X which becomes 

the force P' acting on the end of the second lever; hence, the 
second lever could exert a pressure, or raise a weight IK" 
a" a' a" 

= P' X ^ = P X p X which becomes the force P" acting on 

the third lever. The third lever, therefore, can exert a pressure, 

a'" a' fl" a"' 

or raise a weight H"" = P" X = P X p X p/ X ^>/> = IK. 

Clearing this equation of fractions, 

P X a' X a" X a'" = IK X 6' X 6" X 6'", 

that is, in any compound lever, the product of power and all the 
power arms is equal to the product of the weight and all the 
weight arms. Note that the links IK'P' and |K"P" exert no in¬ 
fluence on the ratio of P and IK; they merely transmit the force 
from one lever to the next. 
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43. The velocity ratio of the compound lever is equal to the 
product of all the power arms divided by the product of all the 
weight arms; denoting the velocity ratio by r, 

_ a' X a" X o'" X 
~ b'~X b" X b'" X etc. 

If, for some reason, it is not practicable to measure the lengths 
of the power and weight arms, hut the distance moved by W 
when P moves a certain distance is known, then, 
distance power moves 
‘ distance weight moves 

Observe that this last equation is the same as was given in 
Art. 37 ; it is true of any machine. That it must be true follows 
at once from the principle of work; viz., a machine can give out 
no more work than is imparted to it. The work done in operat¬ 
ing the machine is ecpial to the power multiplied by the distance 
through which it moves; the work done by the machine is equal to 
the weight multiplied by the distance through which it moves; if 
friction, the weight of thc^ moving parts, etc. be neglected, these 
two works must be eqtial, and 


]K)Wcr X distance moved = weight X distance ihovckI 
whem^e, 

^ distance pow(T moves ,, 

distance weight moves 

from which, = r. 


But, from the last (Mpiation of Art. 42, 
fr ^ a' X a" X a'" 

P b' X 6" X 6"' 

Thoroforp r = ^ ^ 

' b’ X b" X b"' X etc. 

Kxamplk.—I f the leiiRths of the power arms of a compound lever are 
25 in., 20 in., 36 in., and 28 in., and the lengths of the corresponding weight 
arms are 7 in., 6 in., 12.5 in., and 5 in., (fi) what theoretical weight will 
a fort'.e (power) of 60 Ih. raise? (b) what is the velocity ratio? (c) if the 
power moves 64 in., how far will the weight move? 

Solution. — (a) From the last equation of Art. 42 , 

60 X 25 X 20 X 36 X 28 - IF X 7 X 6 X 12.5 X 5 

from whifljflf’ = »i0 X 5 ^ = 60 X 102 = 11,5201b. Ana. 

( 6 ) The velocity ratio is the value of the above fraction, or 192. Ans. 
. . gj. distance power moves _ 64 


(c) Since r * ^ ;-i-i.. - 192 == -p 

^ distance weight movies dis 

64 

from which, distance weight moves * [ 92 “ ^ 


distance weight moves 
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When the word ‘^theoretical’* is used in such expressions as 
theoretical power, theoretical weight, etc., it means the power, 
weight, etc. when all hurtful resistances are neglected. In this 
example, it means to neglect friction, weight of levers, etc. 

As another example showing a practical application of a com¬ 
pound lever, see Fig. 28, which represents the mechanism for 
moving the valves, reversing the engine, etc. of a locomotive. 



When 1 is pushed against //, the latch J is raised, and the handle 
H is then free to turn in either direction about the pin O'. Sup¬ 
pose it moves in the direction of the arrow P, The link AB is 
connected to the handle // at A, and when // moves AB moves 
also; this makes the handle a lever of the ’V>cond class with ful¬ 
crum at O'. 50" is keyed to a small shaft, to which arc also keyed 
the cranks CO" and FO", all three cranks being moved (turned) 
when the link AB moves. The link CD connects the crank CO” 
with the bell crank DO”'Ej and this latter raises the link EG 
against the resistance offered by the valves, etc., and which here 
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corresponds to the weight W. S is a spring pressing against F 
and resisting the effort of P on H to move H. Now neglecting 
the weights of the levers, all frictional resistances, etc. suppose the 
resistance offered by the valves, etc. is equivalent to a weight W 
of 420 lb. and that the resistance offered by the spring is 180 lb., 
what force P is required to move the handle i/? 

Using the dimensions given in the figure, the power arm of H 
is 56 in., and the weight arm is 13.5 in. The arms BO" and 
CO" move through arcs of circles that are proportional to the 
radii CO" and BO"; they constitute what is virtually a bent 
lever whose weight arm and power arm are equivalent (propor¬ 
tionally) to the distances CO" and BO", respectively. The same 
is true of the bell crank, the power arm being DO"' and the 
weight arm 0'"E. Hence, neglecting the spring S for the present, 
the whole arrangement is a compound lever whose power arms 
have lengths of 56 in., 30 in., and 20 in., and whose weight arms 
have lengths of 13.5 in., 22 in., and 25 in. Therefore, the 

velocity ratio is r 5 X 22~X~25 ^ rP, B 


==-" = 420 4j8 = 02.81 lb. == pull on handle required to 

move the valves, etc. But, before the valves can move, a re¬ 
sistance of 180 lb. due to the spring H must ho overcome. The 
spring is actuated by the crank 0"F (which with 0"B makes 
another bell crank), the link and the handle //; this combi¬ 
nation makes another compound lever whose power arms are 
O'P == 56 in. and D"B = 30 in., and whose weight arms are O'A 
= 13.5 in, and 0"F = 2i = 2.25 in. The velocity ratio of this 


. 56 X 30 _ 

compound lever is 5 x 2 25 


Whence, P = 


W 

r' 


= 180 55}} = 3.25 lb. Therefore, the total force P is 92.81 

+ 3.25 = 96.00 lb. 

As will be noted, the entire system of levers consists of two com¬ 
pound levers, one actuating the valves and the other the spring. 


EXAMPLES 

(1) (a) many classes of levers are there? (h) Give an example of a 
lever of the second class not mentioned in the text? (c) Can the velocity 
ratio of a lever of the third class be greater than 1 ? 

(2) (a) If the fulcrum is at one end of the lever and the power at the other 
end, with the weight between, to what class does the lever belong? (b) If the 
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length of this lever is 7 ft. and the distance from the fulcrum to the weight is 
6 in.; what power will be required to lift a load of 672 lb.? Ans, 48 lb. 

(3) (o) What is a straight lever? (6) a bell crank? (c) a compound lever? 
Illustrate by a sketch. 

(4) The arms of a bell crank make an angle of 120® with each other; one 

arm is 4.5 in. long and the other is 11.5 in. long. If the action lines of the 
power and weight are parallel and the weight is moved by the short arm, 
what weight can be moved by application of a power of 27 lb.? To what 
class does this lever belong? Ans. 69 lb. 

(5) (a) To what is the velocity ratio of a lever or any other machine equal? 

(5) what is the velocity ratio of the bell crank in Question (4) ? A ns, {h) 2g. 

(6) The lengths of the power arms of a compound lever are 91 in., 12 in., 
8 in. and of the weight arms 3] in., 4Jin., 3 in.; what is (a) the velocity ratio? 

(6) what power must be applied to raise a load of 1800 lb. ? 


A ns. 


/ («) lO*"® 

\ (5) 94.367 lb. 


(7) If a beater roll weighing 12,000 lb. with the shaft and pulley is placed so 

that each end of the shaft rests at the center of a l(‘V(‘r of tlie second class, 
what weight is supported by each fulcrum ? C\)nsider the roll to be midway 
between the bearings. A ns. 3000 lb. 

(8) What power would be required on each side of the IxMitor if the center 
of gravity of the roll, shaft and pulley, which weigh 13,000 11). is 5 ft. from 
the center of one bearing and 8 ft. from the centi'r of t he otlujr, supposing the 
center of shaft to be 30 in. from the fulcrum and power to applied 70 in. from 
the fulcrum? Each lever (lighter bar) is assumed to weigh 300 lb., to be of 
uniform cross section, and to be 70 in. long. 


Ans. 


2293 lb. 
3579 lb. 

(9) Extra pressure is put on a paper mill calender by means of compound 
levers composed of two simple levers, each lever being of the second (‘lass 
and having a power arm of 65 in. and a weight arm of 6i in. (a) What 
pressure is added on each side of the machine if the weight fpower) is 
120 lb.? (5) What is the extra pressure per inch width of the calender, 
if the rolls are 60 in. long at the face? 

(a) 12000 lb. 


Ans. 


(b) 400 lb. 


THE PULLEY 

44. The Fixed Pulley. —A pulley is a wheel, which may be 
rigidly connected to an axle, so that when the pulley turns the 
axle turns also, or it may turn freely on the axle. The pulley is 
usually grooved around its circumference, and a rope, cord, or 
chain passes over the pulley and lies in the groove; if the pulley 
is not grooved, a band or belt is used. Fig. 29 (a) shows what 
is termed a fixed pulley, because it has no movement of trans- 
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lation—its axis always remains in the same relative position. S 
is the pulley; M is the axle; the part T, whatever its shape, that 
holds the pulley and contains the bearing for the axle to turn in 
is called the block (in machinery usually called the hanger)) the 
pulley itself is frequently called the sheave; the entire combina¬ 
tion of block, sheave, and rope is called the tackle, though com¬ 
monly called the block and tackle. 




46. When the fix('<l pulley is used to raise loads, as indicated 
diagramiuatically in Fig. 20 (/>), tlu^ load is suspended from one 
end of the rope and the power is supplied at the other end. The 
arraiig(unent is essentially the same as that of a lever of the first 
class with ecpial arms, the axis O being the fulcrum, the diameter 
AB being the lever, and the radii OA and OB being the lever 
arms. Taking 0 as the origin of moments, P X OB = W 
X OA; or, sinc(» OB = OA, P = W. Therefore, no matter what 
the diamt'tiM- of the pulley, if friction and other hurtful resistances 
arc neglected, the velocity ratio of a fixed pulley is always r 
W 

== -p = 1, since 11 always equals P. The only effect produced 

by a fixed pulley is to change the dinction of the force. Thus, in 
the figure, the force insteatl of acting upwards to raise the weight 
W, acts downwards. 

Furthermore, it makes no <lifTerence whether the action lines 
of P and^jji^are parallel or not, P always equals IF. For instance, 
referring to Fig. 29 (c), IF still acts vertically, but P acts in the 
direction BP, Taking 0 as the origin of moments, P X OB 
« TF X OA, or P ~ IF, since OB = OA, Again, the distance 
moved by IF must necessarily equal the distance moved by P; 
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hence, the velocity ratio is 1, and P = W. The same is true 
when P acts in the direction B'P' or in any other direction that 
will keep the rope in contact with the pulley. The resultant 
pressure on the bearing, however, is different for different direc¬ 
tions of the action line of P. Thus, in (6), it is P + W = 2P; in 
(c), if CA represent IF and CB {AD) represent P, the resultant 
force on the bearing at M is CD; and if C'A' represent W and 
A'D' represent P, the resultant is C'P'. Since C'D' is the 
hypotenuse of a right triangle having equal legs, assuming that 
C'P' is horizontal and C'W is vertical, C'D' = C'A' X V2 
= \/2 X P. Evidently, C'D' is less than CD. 

46. The Movable Pulley.—A movable pulley is one that moves 
when the load moves, the load being suspended from the block, 
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see Fig. 30 (a). One end of the rope is attached to a beam or 
other point of support and the other end is free. When a force 
P is applied to the free end, it moves up, and the pulley and 
weight also move up. The distance movcid by P will be twice 
that moved by W; becau.so, suppose that the pulley be raised 
(lifted) with its load say 6 in., P remaining stationary. Then, 
the diameter BO in (5), will occupy the position P'O', and B'B 

4 
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= O'O = 6 in.; in other words, the slack in the rope will be 6 +6 
= 12 in., and to take up this slack, it will be necessary for P to 
move 12 in. But W has moved only 6 in.; hence, the velocity 
12 

ratio is r = = 2, and W = 2P. 

This same result may be arrived at in another way. Suppose 
that the pulley were replaced by a lever whose center line is the 
diameter OB, The power acts at R, the weight at A and the 
fulcrum is at O; hence, the lever will be of the second class. 
Taking 0 as the origin of moments, P X OB = W X OA, from 

which, TT = P X = P X 2 = 2P, since OB = 2 X OA. 

47, Movable pulleys are usually arranged so that the free 
end of the rope passes over a fixed pulley, as shown at (h) or (c). 
Fig. 30. The block of the fixed pulley is 
(tailed the fall block. One end of the rope 
may be attached to the fall block, as at (c) 
or it may be attached at any fixed point, as 
at (6); in either case, P will move through 
twice the distance that W moves, and the 
sheave (pulley) in the fall l)lock has no effect 
on P other than to change its direction. 

Note particularly that in the case of the 
fixed pulley, Fig. 29, the weight is sustained 
by only one part of the rope, while in the 
case of the movable pulley. Fig. 30, the 
weight is sustained by two parts of the rope, 
OC and BD. The free end EP is not con¬ 
sidered ; it is a part of BD. 

48. The Differential Pulley.—The differ¬ 
ential pulley is shown in Fig. 31. There 
are three sheaves, My N, and Q, M and N 
being in the fall block and Q in the movable 
block. Because of the heavy loads that it 
lifts, chains are generally used instead of ropes 
in the tackle of this class of pulleys. Sheaves 
M and K are keyed to the same axle, and when M turns, N 
and the rode turn also. The chain is an endless one, but the 
part DO corresponds to the free end. Beginning at G and 
going upwards, the chain passes over the pulley M (which is 
fixed), then passes down around the movable pulley, up over 
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the pulley N (which is also fixed), and finally down and joins the 
free end at G. It will thus be seen that both DG and CH are 
free ends. It will also be noted that the diameter of M is 
slightly greater than that of N, with the result that as the 
chain winds up on M and unwinds on AT, there is a difference 
between the winding and unwinding, whence the name differ^ 
ential as applied to this arrangement. 

The difference between the winding and unwinding is the 
difference between the circumferences of M and N] which is pro¬ 
portional to the difference of the radii of M and Ny or R — r, 
when R = OA, the radius of M, and r = OBy the radius of N. 
The movable block Q is supported by the parts A E and BF of the 
rope; hence, the load will move only on(*-half the distance repre¬ 
sented by the difference between the winding and unwinding for 
a given movement of P. Therefore, since any movement of 
P will be proportional to the radius R of the pulley Af, the 
distances moved through by the weight and power will be 

R — r 

proportional respectiv(‘ly to 2 “ 

P XK == W X 


The velocity ratio r« is 



W 2Ii 

(1) 


P II - r 

the power is 

„ W{R - r) 

2li 

(2) 

and the weight is 

R - r 

(3) 


These equations might have been derived in another manner, as 
follows: Taking 0 as the origin of moments, note that the forceP 
tends to produce right-hand rotation; the weight W is supported 
by the parts AE and BF of the rope, both acting downwards; 
the downward force in AE tends to produce left-hand rotation 
and the downward force in BF tends to produce right-hand 
rotation; therefore, for equilibrium, since the forces acting in AE 

W 

and BF are equal, and are equal to ^ (neglecting the weight of 

the block Q and its sheave) 

W W 

PXP+^ Xr~ 2 XP-0 
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from which, 


2R 


A w 2P/2 

and ^ = L» 

K — r 

It may be mentioned that the chain is k(^pt from slipping by 
means of notches cut into, or by teeth projecting from, the cir¬ 
cumference of the sh(‘aves. 

Example. —What load can be raised with a differential pulley if the 
diameter of the larj^er sheave is 13 in. and of the smaller sheave 12 in. 
by a force P of (iO lb., neglectinj^ the weij^ht of the movable block and all 
hurtful resistances? What is the velocity ratio? 

Solution. —If desired, the diameter may be .substituted in formulas 

1 ) 

R 2 D 

(1), (2), and 1,3) in place of the radius, since - 

2 ~ 2 

' in which 7) and d are the diameters of the larger and 
smaller sheaves. Therefore, applying formula (3), 

11 - 2 X «0 X 11 . 

/A h - - 1500 11). Arts , 

•B \ Id ~ 12 

O J and, by formula (1), 

I w 2X13 . 

J 1 «• H’ 150() 


1 1 I 49. Combination of Pulleys.—When the 

If «/ blocks contain two or more sheaves and a single 

I ^ I ^ rope pusses around all of them, the arrangement 

P jf is calli'd a combination of pulleys. The sim- 

plest form of such an arrangement is shown in 
diagramuiatic outline in Fig. 32. The fall block 
^ o I F (M)ntains two sheaves A and 77, and the mova- 
ble block M contains one sheave C. One end 
J of the rope is attached to the movable block; 

Jir the rope then passes over sheave A around 

^ sheave U, and up over sheave 77, which simply 

changes the direction of the power P. 

It will he noted that the load is supported by three parts of 
the rope^esignated by a, 6 , and c. The free end d does not 
count, since it is merely an extension of the part c; it changes 
the direction of P from a force acting upwards to one acting 
downwards. Each of the parts a, 6 , and c sustains an equal 
W W 

part of the load, or ; conse<iuently, = 3 and W = 3P. 
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The velocity ratio is ^ ^ 


3. If, therefore, the weight 


to be lifted is 450 lb., the theoretical force P that is required to 
. .. . 450 

raise it is = 150 lb. 

This same result may be obtained as follows: Suppose the 
block C to be raised a inches, then there will be a in. of slack in 
a, 6, and c. To take up this slack, it will be necessary for P to 
move 3 X a in. = 3a in. Hence, when W moves a in., P moves 

3a in., and the velocity ratio is ^ = r = ~ from which W 

= 3P. 


60. It will be noted that the diameter of sheave A is loss than 
that of sheave B; the reason for this is lhat it was thought 
desirable to proportion the two dianu'ters so that the angular 
velocity (which equals the velocity of a point on the circum¬ 
ference divided by the radius) of tlu^ two sheave's will be equal. 
For instance, suppose the diameters of the' two sheaves were 
equal, and suppose the movable block M to be rais(*d say 1 in. 
There will be a slack of 1 in. in all three plies (f)arts) of the rope. 
To take up this slack, h must mov(^ downwards 2 in. and c must 
move upwards 3 in. In other words, when a point on the^j^y c 
moves from c to/along the arc c/, whose h'ligth is H6, 6 bcing'thc 
angle eOf in radians, a point c' on ply a will mov(' only J^of this 
distance, or IRd. C'orisequ(*ntly, whc'n th(‘ sheavc^s have equal 
diameters, and 6' is the arc mov(*d through by th<* point on sheave 
A, d' = \Rd. To inak(^ 6' — 0, all that is n(*(;('s.sary is to make 
the radius of A equal to IR; that is, if the diain(*t('r of A is 
one-third that of 7^, both pmlleys will turn through the sana^ 
angle for any movement of Py and the angular velocities of the 
two sheaves will be equal—they will both make the same number 
of revolutions per minute, 

61. Instead of arranging sheaves A and B so* that one will be 
above the other, they may bo placed side by side, as in Fig. 33, 
(a) and (5). In such cases, the sheaves are usually made of the 
same diameter and turn on the axle, instea i of being keyed to it 
and turning the axle. If, however, the diameters are propor¬ 
tioned as just described. Art. 60, then the sheaves may be keyed 
to the axle. 


62. Whatever the number of sheaves in the fall block or in the 
movable block, the velocity ratio is equal to the number of plies 
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of rope that sustains the movable block. Thus, referring to 
Fig. 34, two different arrangements for six pulleys are shown. 
In both cases, there arc 6 plies sustaining the movable block 
(and the load); consequently, the velocity ratio is 6. Another 
rule for cases of this kind is: the velocity ratio is equal to the 
total number of sheaves in the fall block and movable block. In 
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Fig. 34, the number of sheaves is 6, which is the velocity ratio; in 
Figs. 32 and 33, the niinib('r of sheaves is 3, the velocity ratio. 

W 

Knowing the velocity ratio r, 11" = Pr, and P = . 

r 

Example. — If the fall block of a block and tackle contains four sheaves 
and the movable block has three sheaves, what is the velocity ratio ? What 
theoretical force? P must be exerted on the free end to lift 600 pounds? 

Solution. —The velocity ratio is equal to the number of sheaves, or 
4 -b 3 Aas. 

The tlffiretical force is the force requireil to raise the weight when the 
weight of the movable block, friction, and all hurtful resistances are neglected, 

hence, P — ^ * 85f lb. Ann. 
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63. The Compound Pulley. —Whenever a system of pulleys 
has more than one rope, it is called a compound pulley; thus, in 
Fig. 35, the pulley systems (a) and ( 6 ) both have three ropes, 
as indicated by a, 6 , and c. System (a), however, has four 
pulleys, while system ( h ) has three. 

To find the velocity ratio of (u), let pulley A (with weight TL) 
be raised say 1 in.; there will then be a slack of 1 in. in a and 1 
in. in a', and B must 
move up 1 + 1 — 2 in. 
to take up this slack. 

There is now a slack of 
2 ill. in b and 2 in. in 6 ', 
and c must move up 2 
+ 2 = 4 = 2'^ in. to take 
up the slack in a, a', 5, 
and //. There is now a 
slack of 4 in. in c and 4 
in. in c', and P must 
move down 4 + 4 = 8 
= 2 ^ in. to take up all 
the slack. In gcaieral, if 
n be th(* number of 
ropes, the distance 7^ 
moves will be 2 " tinu's 
the distance moves; 
hence, the velocity ratio 
is r = 2 ”. 

If, however, = the 
number of pulleys, the 
number of ropes is ?/'— 1 , 
and the velocity ratio is 
r = 

The velocity ratio of the arrangement sliown in (h) is found in a 
similar manner. Thus, if W be raised 1 in., tlu^ slack in a and a' 
will be 1 in. in each ply, and B must move* down 1 + 1 = 2 in. 
to take up this slack; lait there is still a slack of 1 in. in h dia* the 
raising of IP, making the total downward movement of /y 1 + 2 
= 3 = 2 ^ — 1 in. There is now a slack of 1 + 3 = 4 in. in c 
and 3 in. in c', and C must move down 4 + 3 = 7 = 2® — 1 in. 
to take up this slack. With this arrangement of pulleys, the 
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number of pulleys = the number of ropes - n, and for any num¬ 
ber of pulleys, r = 2" — 1. 

Example. —What theoretical force P is required to raise a load of 500 lb. 
with four pulleys arranged as in (a), Fig. 35? If the pulleys are arranged as 
in (6), what theoretical force is required? 

Solution. —For the first case, letting == the number of pulleys, 

r = ‘ = 2“ = 8; hence, the theoretical force is/’ = = 62.5. 

C> 

lb. Ajih. 

For the second case, letting n = the number of pulleys, r = 2" — 1 

51)0 

m 2^ — I - 15; hence, the theoretical force is Z’ = = 331 lb. Ana. 


THE WHEEL AND AXLE 

54. The wheel and axle consists of two pulleys rigidly attached 
to a common shaft, all three parts having the same axis. The 
arrangement is shown in Fig. 36. The pulley A/, to which the 
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power is applied, is called the wheel; the pulley Ny which raises 
the weight, is called the axle; both wheel and axle are keyed to 
the shaft Q; and all three parts. A/, A", and Q have a common 
axis O'O". Referring to (a), and taking 0 as the origin of 
moments, P X OB = IF X OA, from which 
W ^ OB ^ 

P 6a r 2r d 

in * the velocity ratio, R = radius of wheel, r = radius 

of axle, D = diameter of wheel, and d = diameter of axle. 

66 . It is not essential that the entire wheel be a part of the 
arrangement; in Fig. 36, the entire wheel was necessary, because 



§1 


SIMPLE MACHINES 


67 


two separate ropes /2' and were used, and as /?' unwinds from 
Mj R" winds up on A, the effect produced is the same as though 
the force P acted at the circumference of M and moved around 
M, If the wheel M be replaced with a crank having a handle 
that can be grasped with the hands and be made to turn in a 
circle, as in Fig. 37, the effect will be exactly the same as that 
produced by the arrangement of Fig. 36, insofar as lifting the 
weight is concerned. The apparatus shown in Fig. 37 is called a 



windlass. If the force is always exerted so its action line will 
be tangent to the circle described by a point on the handle, it 
will have exactly the same e£fe(;t on the axle as is produced by the 
rope acting on the wheel. The radius of the circle described is 
the same as the radius of a wheel having the same diameter as the 
circle. 

The windlass is frequently used in combination with a block 
and tackle to raise heavy loads. In such cases, let r' be the 
velocity ratio of the windlass and r" the velocity ratio of the block 
and tackle; then the velocity ratio of the combination is 

r = r' X r". 

Example. —Suppose the radius of the circle described by the handle 
of a windlass is 15 in. and the diameter of the axle is 8 in.; suppose further 
that the weight end of the rope leading from the axle forms the free end 
of a block and tackle, in which the fall block contains 8 sheaves and the 
movable block contains 2 sheaves, somewhat as illustrated in Fig. 
What is the velocity ratio of the combination? What theoretical weight 
will a force of 45 lb. exerted on the handle of the windlass lift? 

Solution. —The diameter of the circle described by the handle H is 
15 X 2 = 30 in. The velocity ratio of the windlass is r' — Y. The 
number of sheaves contained in the block and tackle is 3 + 2 =5, which 
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is the velocity ratio of the block and tackle; see Art. 52, and r" = 5. The 
velocity ratio of the comliination is r = r' X r" = V X 5 = 18.75. Arts, 
The theoretical weight that can be lifted is IF *= Pr = 45 X 18.75 
- 843.75 lb. Ans. 


EXAMPLES 



(1) In a block and tackle con¬ 
sisting of 3 fixed and 2 movable 
pulleys, [a) what is the velocity 
ratio? (/>) Neglecting friction 
and other hurtful resistances, 
what must be the pull on the free 
end to lift a load of 675 lb.? 

Am. (5) 135 lb. 

(2) What (a) theoretical load 
can be lifted with a difTerential 
pulley by application of a force of 
90 lb., if the diameter of the 
larger sheave is 11 in. and of the 
smaller sheave 101 in.? (5) the 
velocity ratio? 


Ajih. 


I («) 264011). 
\ (fc)29,4 


(3) A compound pulley made 

up of four pulleys arrangcnl as in 
Fig. 3.5(5), is reipiircil to rai.se a 
load of 960 lb.; what power must 
be applied? A ns. 64 1b. 

(4) Referring to Fig. 38, sup¬ 
pose that the diameter of the axle 
is 8} in., the radius of the circle 
describeil by the handle is 16 in., 
and that the fall block and mov¬ 
able block each contain 3 sheaves; 
{a) what is the velocity ratio? 
(6) what load can be lifted by an 
application of a power of 36 lb.? 

/ (n)22i9f7 


A ns. 


\ (5) 813.2 - lb. 


Fio. 38. 
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EXAMINATION QUESTIONS 

(1) Describo (a) how ii force may b(' ri'pn'sc'iitecl by a line. 
(h) Why is it ne(*essary to use sej»:ni(‘nls of l ijzjht lines to represent 
forces? 

(2) Suppose a railway train to be inovinj^ with a velocity of .55 

ft. per sec. and that a stoiu' is thrown in th(^ sanu' direction from 
the train in such a manner that it has an average horizontal 
velocity of 82 ft. per sec. If the* stone strikes the earth (Jj sec. 
after being thrown, how far will it be from its starting point with 
reference to the earth? Ans, 890.5 ft. 

(8) Two forc(\s, A — 64 11). and B — 88 lb., have a common 
point of application and act at right angles to ('ach otluu'; what is 
the value of tin* re.sultant? Am, 108.8 lb. 

(4) A crowliar is used to lift a load placed between the ends by 
raising th(^ fr(»e end. (a) To what class does this level* belong? 
(6) If the crowbar is 54 in. long and the cenb^r of th(' load is 2f 
in. from the fixed end, what power is required to lift 1850 lb.? 

Ann, (h) (>8J lb. 

(5) Referring to the example of Art. 14 and Fig. 11, suppose 

the weight W had beiui 125 lb.; what would be the vertical force 
tending to lift the pulley O"? Am. 175.6 lb. 

(6) Referring to Fig. 14, if length of AB — S ft. 4 in., of BC 

= 4 ft. 9 in., and of AC = 4 ft. 4| in., what is the magnitude of 
the forces acting in the arms? . f In A/i, 881 lb. 

(7) Referring to Question 6, what is the moment of the couple 

produced by the weight IF? Am, 1608 ft.-lb. 

(8) (a) What difference in effects is produced by a moment 
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and by a (K)nplo, the arms being equal? (b) When is a body in 
complete equilibrium under the action of forces? 

(9) Referring to Fig. 18, suppose the beam is 14 ft. long, of 
uniform cross-section throughout jts length, and that it weighs 
28 lb. per foot of length. If the beam is horizontal and is acted 
on by four vertical forces A, B, C, and D, the magnitudes of 
which are A = 1400 lb., B = 800 lb., C = 500 lb., and D = 1800, 
what are the reactions of the supports, when A is 2 ft. from 
the right-hand support, B is 3 ft. from A, C is 4 ft. from R, and D 
is 4 ft. from C, and at what point does the resultant act? 

( Reaction of left support = 2674^^ lb. 

Ans. I Reaction of right support = 2217^ lb. 

I 6.345 + ft. from left end. 

(10) In a lever of the third class, the distance from the fulcrum 

to weight is 22 in. and from the fulcrum to the j)ower is 9 in. (a) 
How far will the pow(^r move when tlie weight moves J- in.? 
(6) What is the velocity ratio? . , j (^) -1023— in. 

I (6) .4091-. 

(11) Suppo.se that the weight and the power were to change 
places in the case of Question 10, (a) to what class would the 
lever then belong? (h) what would be the velocity ratio? 

A//.S. (h) 2| - 2.444+ 

(12) If the distance from the cutting point to the pin of a pair 

of shears for cutting sheet metal is 1} in., distance from pin to 
handles is 13} in., and a pressure of 26 pounds is applied to the 
handles by the fingers, what is (a) the cutting force? (h) the 
velocity ratio? j (a) 286 lb. 

I (6) 11 

(13) In a compound lever made up of four simi)le first-class 

levers, the power arms are 12 in., 9 in., 11 in., and 8 in., the weight 
arms are 2 in., 1} in., IJ in., and Ij in.; what is (a) the velocity 
ratio? (5) what theoretical weight can be raised when the power 
is 12 lb.? . r (a) 965.5- 

( {b) 11,580- lb. 

(14) Referring to the example of Art. 39, suppose the weight of 

the valve and stem to be 3 lb. 12 oz., weight of levx'r is 25 lb., and 
distance ^ its center of gravity from O is 22J in. The other 
dimensions and weights being unchanged, at what distance from 
O must the ball be placed so that the steam pre.ssure shall not 
e.xceed 75 pounds per square inch. Ans, 40.7 in. from 0. 
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(15) In a block and tackle, the fall block has 3 sheaves and the 
movable block has two sheaves; (a) how far will the load move 
when the power moves 18 in.? (6) what is the velocity ratio? 


A w.s*. 


(a) 3.6. in. 
ib) 5 


(16) If the free end of a block and tackle containing 6 sheaves 
is attached to the drum of a windlass as in Fig. 38, (a) what theo¬ 
retical load can *be lifted when a force of 36 lb. is applied to the 
handle, the radius of the handle being 16 in. and diameter of drum 
7 in.? (6) what is the velocity ratio? . f (a) 987.4 lb. 

\ (6) 27M 
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STATICS (Continued) 

SIMPLE MACHINES (Continued) 

THE INCLINED PLANE 

66. In the three simple machines so far desiaibed, the idea of 
rotation is involved and (hi^ principle of moments can be applied 
to find tiio vc'locity ratios. In the casti of the n(»xt three 
machines, which comph'tes the list of simple matdiines, rotation 
is not a feature of their operation, and the vi'locity ratios must be 
obtained by resolution of forceps into components. The pulley 
and wheel and axle may be (considered as forms of levtcrs; the 
wedge and the screw may be considered as forms of the inclined 
plane. 

An inclined plane may be repn\sented by a right triangle, one 
leg being horizontal, the otheu- v(crtical, and the liypotenusi* being 
the inclined plane, or slope; s(;c Fig. 39, wherci AH in each case 
represents an inclined plane. Assuimc that there is no friction 
between the load IF and the plane; then, \{ AH w^ere horizontal, 
occupying the position AC, the force represiuiting the W(Ught of 
W would act vertically downwards, would b(‘ r(*sisted by an equal 
force acting vertically upwards, and there would be no t<uid(nicy 
for W to move in any direction except vertically downwards. 
Moreover, the perpendicular pressure against the plane would 
then bo exactly the same as the weight of IF. But, with AH in 
the position shown, the pressure against the plane will generally 
be different from the weight of IF, there will be a tendency 
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for W to slide down the plane, and this must bo resisted by the 
application of a force P. In accordance with the angle that ac¬ 
tion line of the force P makes with the inclined plane, there are 
three cases, viz.: when P acts parallel to the plane; when P acts 
parallel to the base AC; and when P acts in a line making an angle 
with the base that differs from the angle made by the plane. 
Each case will be considered separately. 
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67. First Case.—Referring to Fig. 39 (a), let O be the center of 
gravity of the body, whose weight is TV, and OF, parallel to AB, 
be the action liiu; of P, Draw OD vertical, and make its length 
represent W to some convenient scale. Draw OK perpendicular 
to the plane and DK i)arallel to the plane. OD is then resolved 
into two compoiK'nts OE and ED acting in the directions indi¬ 
cated by the arrow h(»ads. OE represents the force with which W 
presses agaiiust the plane (the perpendicular pressure), while ED 
represents the force urging the body down the plane and which 
must be counteract(jd by P. Completing the parallelogram 
ODEFy OF = ED = P = the force required to prevent W from 
slipping down the plane. Considering the triangles ABC and 
ODEy C and E are right angles by construction, and since OD 
and OE are perpendicular to AC and AB respectively, DOE 
= BACy and the triangles are similar. Therefore, ED :0D 
= CB : ABf or, since ED = P and OD = TL, 

P : W = CB : AB 


whence, 

p W XCB 
~ AB 

(1) 

and 

PXAB 

CB 

(2) 

The velocity ratio is 

W AB 
’■ P CB 

(3) 
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In other words, where the power is parallel to the plane, the 
velocity ratio is equal to the length of the plane divided by the height 
of the plane; and it is evident that the longer the plane in pro¬ 
portion to its height the greater will be the velocity ratio. Also, 
the steeper the plane the greater will be the power required to 
raise the weight through the height CB, until, when AB becomes 
vertical, the power equals the weight. 

68. Second Case. —Referring to Fig. 39 (b), let the power act 
in the direction OF, parallel to the base; the length and height 
of the plane and the weight W of the body are the same as in (a). 
As before, draw OE perpendicular to the plane; draw DE parallel 
to the base; then OE represents the perpendicular pressure against 
the plane and ED represents the for(*c which, acting parallel to 
the base, will move the body up the plane or, rather, k(‘ep it 
from moving down the plane. The porpendicnilar pressure 
against the plane is greater than in th(^ first (^asi^; for, drawing 
DG parallel to AB, if OD in (h) is equal to OD in (a), GE represents 
this additional pressure to the same scale that OD represents W. 
The reason for this additional pressure is readily seen; thus, 
completing the parallelogram ODEF, OF = = ED. But P 

(= ED) can be resolv(‘d into two compoiHuits, one acting parallel 
to the plane (represented by GD) and the other perpendicular to 
the plane (representcHl by GE)] and since ED is greater than 
GD, P in (7?) is greater than P in («). 

Considering the triangles BAG and EOD, they are similar 
right triangles; hence, ED :OD = CB : AC, or, since ED == P 
and OD = W, 



P : W = CB : AC 


A 

whence, 

p W XCB 
^ " AC 

(1) 

and 

w - 

^ CB 

(2) 

The velocity ratio is 

W AC 

P CB 

(3) 


In other words, when the power is parallel to the base, the velocity 
ratio is equal to the length of the base divided by the height of the 
plane. The velocity ratio is small(*r in the second case than for 
the first case; this is caused by the fact that P = ED is larger in 
(6) than in (a). 
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69. Third Case. —Suppose P to act in the direction OF, as 
indicated in Fig. 39 (c), OF making a greater .angle with the base 
than AB^ and W being the same as before. As before, draw OE 
perpendicular to the plane and DE parallel to the line of action 
of P; then OE represcuits the perpendicular pressure against the 
plane and ED = P, the force required to hold the body in posi¬ 
tion when acting in the direction OF, Producing OE and drawing 
IXr parallel to ABj DO = DK in (a). The perpendicular pressure 
against the plane, r(*prcsented by OE is leas than OE in (a) by the 
amount 7sY/, tlui decrc'ase being caused by the fact that P tends 
to lift the body off the plane. This is shown by resolving DE in 
(c) into two cornpon(*nts IXt and GE, Since DE is greater 
than 7X/, th(^ velocity ratio in (c) is loss than in (a); because 

.IF 

when IF is the same', if P is greater, the ratio r ~ p must be less. 

It is th('refore evident that the velocity ratio is greater for the 
first case than for either of the other two. 


Kxamplk 1. —A wa^on is hauled up an inclined piano that is one-half 
mile louf?; when the wa^^on roaches the top, it is 72 feet highcT than when 
it start(‘d. Assuming tluit the power moving tlu* wagon is exerted parallel 
to th(‘ plane and that the wagon and its contents W(*ight 1800 lb., what force 
is recpiired, friction and other hurtful resistances being neglected? 

SomrTioN. - 'I'his (^vidtuitly corresponds to the first, case; hence*, applying 
formula (1), Art. 67, since one-half mile = 5280 2 = 2()40ft., 

ISOO X 72 . 

I - l!.,-, 11.. An... 

This force of 40.1 lb., very nearly, i.s the force which, acting parallel 
to the plane, will just keep the body from sliding down the plane, assuming 
there is no friction; or. if the body is in moti(»n up the plane and this force 
acts upon it, it will kecj) (he body in motion with a uniform velocity. 

Kxamplk 2. -Sup])o.se the wagon in the last example hacl been pushed up 
the plane, the dire<'tion of ptish being parallel to the j)lane’s base; what force 
would be recpiired? 

Solution. -This falls under the second ca.se; hence, apply fornuda (1), 
Art. 68 , first calculating the length of tin? ba.se. Since thi^ length of the 
plane is the hypotenuse and the height of the piano is one leg of a right 
triangle, the other leg, the base, is \'^2(> Ur* — 72^ = 2(>39 ft. Consequently, 
1SOO X 72 
2639 ^ 


r 


40.11 lb. A ns. 


Observe that the results are practically identical, which is 
always tMF case when the plane is ver}' long in comparison wdth 
the height. For all practical purposes, when the height is not 
greater than about ^^th of the length of the plane, the velocity 
ratio may be taken as the same for both cases. In specifying 
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the grade for railroads, sewers, rivers, roads, etc., it is usual to 
give it as so many feet per mile or as a certain per cent; the mean¬ 
ing in such cases is that for one mile of length horizontallyy t he rise 
is a certain number of feet, or for 100 feet horizontally, the rise is 
the number of feet specified by the per cent. Thus, a grade of 
26 feet per mile means a vertical rise of 26 feet for a horizontal 
distance of 1 mile; also, a grade of 5 pc'r cent means a vertical 
rise of 5 ft. for a horizontal distance of 100 ft. Consequently, 
according to the above, if the grade is less than 10 pc'r cent, the 
velocity ratio may be taken as the ratio of the horizontal distance 
to the vertical distance without material error. 

60, Discussion of Inclined Plancs. -The object of an inclined 
plane is to raise a load through a given vertical height b}^ the 
application of a pow(U‘ whi(‘h is less than llie force that is ecpii- 
valent to the wc'ight of th(' load; the work done, however,as is the 
case with any machine, is the same as in the case of a direct lift, 
because the j)ower acts through a greater distance. Thus, 
considering the first case, let I = length of plane and h = height 

of plane; then P = ^ *. Multiplying both sides of this 

equation by /, 

P X / = Xl = W X h 

But P X i is the work doiu' by P, and W X A is the work done on 
the load, whi(*h is tin; same as that required to lift the load verti¬ 
cally through the hcaght h. In the second case, let b = length 
W X h 

of base; then, P — . Multiplying both sides of this e(|ua- 

tion by 6, 

P Xb = W X h. 

But P X b in the work done by P in moving the load, and W X h 
is the work that would be done* in lifting the load through the 
height h, Hcnc(», as before, the power multipli(*d by th(i distanta^ 
through which it moves is equal to the wcaght multiplied by the 
distance through which it moves. 

61. For the third case, a different value for P will usually be 
obtained for every position that the load occupies on the plane. 
Thus, referring to Fig. 40, suppose the load to be pulled up the 
plane by means of a pulley arranged as shown. For the posi¬ 
tion O', P is represented by D'E'; for the position 0", P is 
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represented by /)"£"; and for the position O'", P is represented 
by It will be noted that as the load approaches the top 

of the plane, P becomes more nearly equal to W, 



THE WEDGE 

62. In the case of the inclined plane, the load is raised through 
a certain height as the result of a movement along the plane. 
The wedge is a form of inclined plane, but instead of the load 
moving along the plane, it has a movement, the direction of 
which is always in a right line that makes the same angle with 
the plane, and the plane itself moves. The shape of the wedge 
is that of a triangular prism, two of the sides meeting in a sharp 
acute angle, as indicated in Fig. 41 (a) and (6), where ABC is an 
end view of the wedge, the sides meeting at A ; usually, the angle 
BAC is seller than here represented. Let BC be the back of the 
wedge, and draw AD perpendicular to BC, Assume the powder 
to be applied at D; then the wedge will be acted on by three forces, 
the load or resistance W acting perpendicular to the side AD, the 
reaction R acting perpendicular to the side AC, and the force P 
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acting perpendicular to the back of the wedge. Assume that 
these three forces concur at 0; then the wedge will be in equili¬ 
brium under the action of these three forces. To find the value 
of these forces, let ED represent P to some convenient scale; 
draw DF parallel to W, and perpendicular to A/i, and draw EF 
parallel to and perpendicular to AC. Placing the arrowheads 
as shown, they all point in the same general direction around 
the triangle, thus indicating that the forces are in equilibrium 
(see Art. 18). DF represents the value of W and FE represents 
the value of 72, both measured to the same scale as ED. 



63. Considering the triangles BAC and DFE^ DF is perpen¬ 
dicular to AB and FE is perpendicular to AC; hence, angle DFE 
= BAC. Producing FD to G, D(W is a right triangle, right- 
angled at G; angl(^ GDB = CDF; GBD = 90° - GDB, and FDE 
= 90° — CDF = 90° — GDB; that is, the angles GBD and FDE 
are equal. Since two angles of the two triangles BAC and DFE 
are equal, the third angle of the two triangles must also be 
equal, and the two triangles are similar. Therefore, 

P :W = BC :AB 
and P :R = BC : AC 

From these two proportions, 

W X BC 
AB 


(1) 
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If the sides AB and AC arc equal, the triangle is isosceles, 
IT == fi, and the velocity ratio is 


^AB ^ AC 
'■ P BC BC 


In other words, the vehxiity ratio is then equal to the length of 
one of the sides divided by the length of the back of the wedge. 

64. The wedg(j shown in Fig. 41 (a) is called a double wedge; 
if one side be perpendicular to the hack, as in Fig 41 (6), the 
wedges is called a single wedge or a simple wedge. The formulas 
given in Art. 63 will apply to this case also, since the side AC 
in Fig. 41 {a) tluui coimades with AD. 

The simple wedge may l)e us(?d to raise heavy loads, as indi¬ 
cated in Fig. 41 (/;). Here the load M is kept from sliding down 
the w(alg(* by the reaction W of the wall N Suppose it is desired 
to find the vertical force IF' tending to lift M. The wedge 
is kept in ecpiilibrium, as before, b^' the a(*tion of the power P, 
the force TF pcrpcndicuilar to AP, and thc^ reaction R perpendic¬ 
ular to AC and, then^oro, vertical. R acts upwards and is 
exactly equal to IF' acting downwards. Draw ED to reprc'sent 
P; then draw DF parall(*l to Wy and FE paralh*! to R; FK n'pre- 
sents the effect of in raising M. The triangles ACB and FED 
are similar right triangle's; therefore, 


or 

and 


TF' = 

BC 

:AC 



W 

X BC 

(1) 

P = 

AC 


W’ 

AC 

(2) 

r = 

~P 

BC 


Also, P : Ti'' ~ BC : AB. since TF = DF] from which, 

_ TF X BC 
AB 


which is exactly the same as formula (1), Art. 63. 

66 . Power is useially applied to a wedge in the form of a blow 
struck with a hammi'i* or sledge. If the angle A is quite small, so 
that the sides arc very long compared with the back, a powerful 
blow will create an immense force. It is for this reason that 
wedges ar^o frequently used to split logs, stone, etc. This may 
be illustrd!^ by an example. 

Example. —An iron wedge having equal sides 8 in. long, and the back 
of which measures in, is used to split a block of stone. If struck a blow 
eqiiivalent to a power of 450 lb., what force docs the wedge exert? 



§1 


SIMPLE MACHINES 


71 


Solution. —The required force is the weight or load TF. The velocity 
ratio is, by formula (,3), Art. 63, r = 8 4- | = Therefore, 

Tf X r = 450 X V = ^^^00 lb. Ans. 

From the first proportion in Art. 63, 

P X = TF X BC. 

When the wedge moves in the dircetion PA, it must move a 
distance AB, Fig. 41 (a) in order to raise the load W through a 
height CB; hence, the above equation states once more that: 
the power multiplied by the distance through whicji it moves 
equals the weight multiplied by the distance through which it 
moves, since the power moves through the same distance that 
the wedge moves. 

A thin wedge may also bo used to move a weight a very small 
distance, as is frequently necessary in adjusting machinery. 


THE SCREW 

66. The Helix. —Referring to Fig. 42 (a), APCP represents a 
cylinder on which has been wound a fine thread in siudi a manner 
that the distance betw(^en any two consecutive turns is cfiijstant 
when measured on a line parallel to the axis Dm thus, hd = df == nc 
= ce hi — ijf etc. The curved liia* thus formed by the thread 
is called a helix. A little consideration will show that a point 
(as the point of a pencil) tracing th(‘ helix will in going once 
around the cylinder, advance along tlie cylindiT a distance ecjual 
to bd — ac — hij etc. The path of the point may be r(*pr(*s(*nted 
by a right line in the following manner; Layoff a'//, Fig. 42 (r), 
equal in length to the circumference of the cylinder — ird — t 
X AB] draw Vd' perpendicular to «'6', and make it equal in 
length to bd = ac = hi; join 6' and d', and a'd' will be th(‘ d(^vel- 
opment of one turn of the helix. That this is a fact may bo 
proved by cutting out the triangle aV/d' and rolling it around 
a cylinder having the diameter d = AB in such a manner that (dl/ 
will be perpendicular to every element of the cylinder; it will Hum 
be found that a'd' will coincide with the helix throughout one 
turn. The distance bd = ac = hi is called the pitch of tlu^ helix. 

67. The Screw and Nut. —If a groove be cut into a cylindi^r 
in such a manner that the inside and outside (ulges of the groove 
form helixes, the part that is left is called a screw thread, and 
the entire piece is called a screw; thus, in Fig. 42 (5), is shown a 
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screw, the curved projecting part being the screw thread, or 
simply, the thread. The diameter d is called the diameter at top 
of the thready or outside diameter^ and the diameter d' is called the 
diameter at bottom of the thready or inside diameter. 

If the same kind of a thread be cut inside a hollow cylinder whose 
inside diameter is the same as d', and the depth of the thread 

so cut is the same as on the screw, or —the result is called a 




helix corresponding to the length 


2 

nut, and the thread on the 
nut will fit the spaces be¬ 
tween the threads on the 
screw. In Fig. 42 (6), AT is a 
nut. If the nut be revolved, 
it will advance along the 
screw; or, if the nut be held 
stationary and the screw 
turned, the screw will travel 
through the nut. Assuming 
that the nut turns, a point 
on the helix at the bottom of 
the thread in the nut will 
travel a distance represented 
by a'd' in (c) while the nut 
travels the distance 6'd' ( = 
the pitch) along the axis. 
The effect is exactly the same 
as in the first case of the 
inclined plane, the pitch of 
the thread (helix) correspond¬ 
ing to the height of the 
plane and the length of the 
of the plane. 


68. Classification of Screw Threads. —Screw threads are 
classified according to their shape by taking a longitudinal 
section through the axis; the shape of the section may be a 
triangle, a square, a rectangle, or a trapezoid; the thread shown 
in Fig. 42 (6) is a trapezoidal thread. When of triangular shape, 
they are4feually called V threads, and when the tops and bottoms 
are sharp, they are called sharp-V threads. In most cases, 
V threads are flattened at top and bottom to make the screw 
stronger. In what is called the Whitworth thread, the Ws are 
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rounded at top and bottom. Whatever their shape, the pitch is 
the distance measured on the top of the thread parallel to the 
axis between a point on a helix and the corresponding point at 
the beginning of the next turn of the helix. 

A right-hand thread is one that moves away from the turning 
force when the screw or nut is turned clockwise, and a left- 
hand thread is one that moves toward the turning force when 
the screw or nut is turned clockwise. For instance, when 
turning a right-hand screw with a screw-driver, if ^the handle 
be turned clockwise, it is necessary to follow the screw with the 
screw-driver, in order to keep in contact with the screw. 

Screws are also classified as single-, double-, triple-, or quad¬ 
ruple-threaded according to whether they have onCy twOj ihreCy or 
four sets of helixes. Most multiple-threaded screws have scpiare 
threads or trapezoidal threads. The pitch is mcuisured in the 
same manner as for a single thread, as stated above; that is, 
from a point on a helix along a line parallel to the axis to 
where the line intersects the next turn of the safue helix. Multi¬ 
ple threads an^ used when the pitch is largo and it is not desired 
to cut the thread as deep as would ordinarily be n^quin'd with a 
single thread; they do not alter in any way the relations bet ween 
the power and the load; in other words, the V(*lo(;ity ratio is th(^ 
same as for a singh'-threaded screw of the same pitch. 

When the pitch is l(‘ss than 1 inch, screws are usually identified 
as a certain number of threads per inch; the number of threads 
per inch is the reciprocal of t he pitch, and vice versa. For instance*, 
if the pitch is \ in., the screw has 7 threads per inch; and if a 
screw has 13 threads per inch, the pitch is ^ in. C/onsequently, 
to find the pitch of a screw, lay a rule along the tops of tin* thread 
so the scale will be parallel to the axis, and then count the 
number of turns (usually called the number of threads) between 
one inch-mark and the next one; the reciprocal will be the pitch. 
In some cases, this number may be a fraction, in which case, it is 
best to count the number of threads for 2 in. or 4 in., as the case 
may be. Thus, many pipe threads are IH to the inch, but the 
threaded part is seldom 2 inches long; but ii 2 in. can be meas¬ 
ured off, the number of threads in such a case would be 23, or 
23 4* 2 = 11^ threads per inch. 

69. Velocity Ratio. —Referring to Fig. 42 (f>), suppose the nut 
N to carry a load; it will act parallel to the axis, and when the 
nut makes one turn, the load will be moved along parallel to the 
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axis a distance equal to the pitch. The power, on the contrary, 
will act throuj^h a distance equal to the circumference of a 
circle whoso diameter is the mean between the outside diameter 
and the diametc^r at the bottom of the thread; representing this 

by d", d" = distance moved through by the 

power is Trd". Lc^tting j) = the pitch, W = the load, and P 
= the power, 

P X Trd" = TT X p 

whence, the velocity ratio is r = ^ = (1) 

-IT//" 

and F = p X - (2) 

V 

70. A screw or nut can be turned only through the action of a 
moment or a cou[)le, whicli must act through the entire circum¬ 
ference of a circh'. In tlu' cas(^ of a screw-<lriv(T, the couple acts 
on the luindle; and while it is transferred to the head of the screw, 
wh('re an (uiual couple* acts, the etTect is the same as though the 
screw-driv('r and screw wen^ all one? pi(*c(‘. Th(*refore, let d be 
the diameter of the handle and p the pitch of the screw; then, the 
. . . Trd 

V(*locity ratio is r. Thus, suppose the diameter of the 

handle is in. and the screw has 10 threads per inch; then a 
force of, say 25 lb. ex(*rted on the handle will cause a forward 

TT X 1 25 

pr(\saure by the screw of W = 25 X — == 25 X tt X 1.25 


pr(\saure by the screw of Ih = 25 X 
X 10 - 081.75 lb. 

The velocity ratio is r = tt X 1.25 


TT X 1.25 X 10 = 39.27 = 


981.75 


If w = the number of threads per inch, 71 = ^ and n = 

^ ' V' ^ n 

hence, substituting for p in formula (1) of Art, 69, 

wd" 

r = - - = 7rd"n (1) 


And if d = the diameter of the circle through which the power 
moves, 

^ r ~ vdri (2) 

whence, ir = P X Trd7i (3) 

which was the formula used above in calculating the power ex¬ 
erted on the screw by the screw-driver. 
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It will be noticed that the length of the pcrew-drivcr and the 
diameter of the screw have nothing whatever to do with th(‘ value 
of the velocity ratio, which de|>ends entirely on the ratio of the 
distances moved through by the power and weight. 

71. The Screw Jack. —In most oases, screws are turned by 
means of a handle, a wheel, or by a pulley or gear keyed to the 
screw. Fig. 43 shows what is 
called a jackscrew or screw- 
jack. The stand S forms the 
nut, and the screw is turned ^ 
by means of the handle 77, the ^ 
load to be lifted being placed 
on top of the screw. Jack- 
screws arc used to raise very 
heavy loads, such as lifting 
buildings from their founda¬ 
tion; in such cases, the jack- 
screw is placed und(*r th(' load 
to bo lifted, and the screw is 
turned until the load is raisc^d 
to the desired height. The 
velocity ratio is calculated ex¬ 
actly the same* as above*. L('< 
nn' be the axis of the screw; 
call the distance* fre)m Jit/ to the point of the hanelle where the* 
power is applied r; them r is the raelius of the* eirch* d(‘scrib(‘d 
by the power, and tlie circumference is 27rr. The velocity ratio 

27rr 

IS ZTTJ'll = -. 



Examplk.— 7110 screw of a jacksorow lias 4 thrc'ads p(!r incli, tli<* raelius 
of tlie circle described by is .‘JO in.; what power is rcepiireui to raise a load of 
4500 Ib.? 

Solution.— 77ie veloedty ratio is r ‘J/r X *70 X 4 ^ 240vr. 74K;rf.‘fore, 


P 


W 

r 


4500_ 
•240 X 7;i410 


= 0 Ib., nearly. 


.4n.s. 


The press rolls of paper machines are usually raised by a com¬ 
bination of lever and screw. The bearing is carrieMl liy one arm 
of a bell crank lever and the other end is mov(;d by a sc*rew which 
draws or pushes a nut fastened to the power arm; the screw has 
no motion but rotation. 
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72. The Endless Screw or Worm and Wheel. —Another ap¬ 
plication of the screw is shown in Fig. 44; it is called a worm and 
wheel. A worm and wheel form a part of the mechanism for 
raising the roll in a beater. The screw S is called the worm and 
the toothed wheel T is called the worm wheel or wheel. The 
threads on the worm engage with the teeth on the wheel, and 

when the worm is turned one revolu¬ 
tion by means of the handle H, it 
causes a jxnnt on the circumference 
of the wh(H*l to turn through an arc 
equal in length to the pitch of the 
worm. As shown in the cut, the 
wheel carries an axle A/, which winds 
up a rope from which is susj)ended 
the weight TF. The whoh', therefore, 
is a combination of a worm and 
wheel and a wIkm'I and axle. The 
worm and wIhm'I is also calhul an 
endless screw, IxH'ause the screw 
may be turned any number of times 
and the only effect produced is to turn the wheel, the axis of 
the worm b(*ing stationary. 

To find the V(4ocity ratio of the combination, let r = PB 
= radius of circle described by P, r' = ()C — radius of wheel 
(pitch circle of), and r" = OA = radius of axle; then, velocity ratio 
of worm = = 27rr/i, velocity ratio of wheel and axle = ra = 



V . , . . T 

and velocity ratio of the combination = Tc — 27rra X = 
r T 

in which n ~ — reciprocal of pitch of screw. 


Example. —In the case of an endless screw and wheel and axle, what is the 
velocity ratio when the radius of the handle is 14 in., radius of wheel is 12 in., 
radius of axle is 3 in., and the worm has 5 threads per inch? What theoreti¬ 
cal weight W can he lifted when P = 16 lb.? 


Solution. —The velocity ratio is Tc 


2 X 3.141G XU X 12 X 5 
3 


«* 500 r. >lns. 

The theoretical weight 11’ that can be lifted by an application of 15 lb. 
to the hat;g|K^ is 


W « Pr, - 15 X 560 X 3.1416 - 26,389 lb. Ans. 


It will be observed that the velocity ratio of the worm and 
wheel is very great; consequently, the distance moved by W is 
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exceedingly small compared with that moved by the power. 
For this reason, the worm and wheel is much used in dividing a 
given distance into very small parts; it is also used as a reducing 
motion, where a high velocity is changed to a low one, as in the 
mechanism for rotating digesters. 

A combination of the worm, worm wheel and screw is found in 
the mechanism for raising and lowering the roll of a beater. 
The bearing is carried near the center of a lever of the second class; 
the free end carries a fixed nut, as A, Fig. 42 (6), in which a screw, 
having no vertical movement, turns; this raises or lowers the nut 
and the end of the lever. The head of the screw is a worm wheel 
as M, Fig. 44, which is turned by the worm S and handle // or a 
hand wheel. An enormous velocity ratio is thus obtained. 

73. The Toggle Joint. —The six simple machines so far de¬ 
scribed constitute the foundation for all machines, and any 
machine, no matter how complicated, makes use of one or more of 
these simple machines. 



Fio. 46. 


There is, however, one other device that is occasionally used, 
especially in pulp or baling presses, which docs not properly 
come under the head of one of the six simple machines; it is 
called a toggle joint or a knee joint, and is shown in Fig. 45. 
It consists of two bars or arms of equal length and having a 
common joint 0. The other end of arm S is jointed at O' and is 
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fixed, while the other end of arm T is jointed at 0" and is free to 
move along the line joining O' and 0". The power is applied at 
0 in a direction p(*rpendicular to O'O"; as the joint 0 moves down, 
the joint 0" moves out, increasing the distance between 0' and 
O" and exerting a pn^ssure against the bearing of the joint O", 
the horizontal compoiKuit of which corresponds to the load W, 
To find the velocity ratio, first consider the forces acting on 
joint 0; these are ilui force (power) P and the reactions S and T 
of the arms, which are equal when the arms are equal. The 
directions of the reactions arc indicated by the arrow heads 1 
and 5. Draw AB to represent P to some convenient scale; 
then draw AC and /iC, parallel respectively to T and S; they 
intersect, at (•; whence, PC = and CA — T. The joint 0" is 
also a(d(Ml on by threes forces, the force T (in the direction of the 
arrovvli(‘ad 2), th(^ reaction It and the reaction W, the two latter 
acting in the din^ctions indicated by the arrowheads 4 and 6. 
Draw CD and A/J, parallel respectively to R and W; then, CD 
repr(\sents the reaction H and DA represents the reaction W, 
both to the sanu' sealer that AR represents P, 

The triangle O'OO" is isosceles and ACP is also isosceles. 
Draw CE perp(‘ndicu!ar to AB; it will be paralhd to O'U", and 
P 

AE — EB — 2 * The triangles 0(^0" and/I AUare similar right 
triangles; cons('(iU(mt ly, 

7’: = 00” : OQ 

hot tXJ = h and OO” = L thmi, 

1 ' 2 L. h, or T 


The triangles OQO'' and CDA are also similar right triangles; 
consequently, 

W :T = 0”Q : L, or W = 9^ 

Ij 

Let O'O" = O; then, 0"Q — Substituting in the expression 
for ir the values of T und 0"Q, and reducing, 


W D 
^ P 4h 


and 


( 2 ) 
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The smaller h is in comparison with D, the distance between 
the joints O' and 0", the greater is the velocity ratio; and when 
h is very small, the force exerted on joint 0" becomes enormous. 
For example, suppose Z) = 28 in. and A = tV then r 
28 

= r 112, and W = 112P. 


EXAMPLES 

U) The length of a smooth inclined plane is 125 ft. and tlie height is 
23 ft.; {a) what theoretical force acting parallel to the plane is required to 
keep a body weighing 2500 lb. from .sliding down the plane? (/>) What 
work would be done by this force in pulling the body 56 ft. up the plane? 

f (a) 460 lb. 
l (h) 25,760 ft,.-11). 

( 2 ) In the preceding example, suppose the force had acted parallel to the 

ba.se; (a) what work would be done in pulling the body T)!) ft. up the plane? 
(b) What is the magnitude of the force? (r) why is the work done in tin* two 
eases equal? . f («) 25,760 ft.-lb. 

468-lb. 

(3) A corner of a building is to be raised by driving a wedge between 

the sill and the foundation. The wedge is 18 in. long, the back measures 
1 1 in., and a i)re.ssure of 652 lb. is applied to it; (a) what load will the wedge 
raise? (b) when the wedge has moved 7^ in., how high has the corner 
of the building been lifted? . / (a) 6259 1b. 

.81-in. 

(4) The jaws of a vise are forced toward each other by means of a screw 

that has 6 threads per inch; if tin; distance between the axis of the sennv and 
the point on the handle where the force is applied is 12 } in., in) w hat pre.ssure 
will the jaws exert w hen the force applied to the handle is 66 lb.? (b) what 
is the velocity ratio? f (n) 30,480 Jb. 

\ (5) 461.S + 

(5) Suppose a .screw' to be attached to the back of a wedge in such manner 
that when the screw' moves, the wedge moves and lifts vertically a load 
resting on the W'cdge, as tin* body M in Fig. 41 (b). If the screwv has 18 
threads per inch, its axis is horizontal, and tin; slope of the w'cdge is ecpiiva- 
lent to 12 in. horizontal to } in. vertical, how far will the body resting on the 
wedge move w'hen the screw' makes T^(yth of a turn? A ns. -43 Joijth in. 

( 6 ) In a toggle joint, the distance between the fixed joint and the movable; 

joint that pres.sos against the load is 38 in., the di.^^tfuice between the line 
joining these two joints and the middle joint is I in.; (a) what pressure will 
be exerted when a force of 84 lb. is applied to the middle joint? (5) what is 
the velocity ratio? . / (n) 2128 lb. 

1 (h) 26S 
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BELT PULLEYS AND GEARS 

74. Velocity and Speed Ratios of Belt Pulleys.—Belt pulleys 

are connected and driven by belts. What is called the face of the 
pulley is the part touched by the belt. The face is either flat or 
else it is a little higher in the middle than at the outside; in 
other words, the diameter in the middle is greater than at the 
outside edges. This difference in diameter is termed the crown¬ 
ing or crown, and its object is to keep the belt from running off 
the pulley, since a belt always tends to run to the highest point 
of the pulley face. When measuring the diameter of a pulley, 
always take the diameter at the middle of the face, i.e., at the 
top of the crown. 

The principal use of belt pulleys is to transmit power; they arc 
seldom used to raise loads, as was the case with the pulleys pre¬ 
viously described. The word power here has a meaning different 
from that pn'viously given to it (which was synonymous with 
force), and is equivalent to rate of doing work—a certain 
number of foot-pounds of work per second or per minute. 
(See Art. 166.) The problems relating to belt pulleys may be 
divided into two classes: (1) those relating to the velocity or 
speed ratio; (2) those relating to the power that can be trans¬ 
mitted by a belt of given dimensions, speed, and material. Only 
the first class of problems will be considennl here. 



76. Referring to Fig. 46, suppose the pulley B to be driven 
by a belt that, in turn, is driven by the pulley A, Pulley A is 
then called the driver and pulley B is called the driven pulley or 
driven.-^ When pulley A is caused to turn in the direction of the 
arrow, the belt is caused to move in the direction of the arrows by 
reason of the friction between the belt and the pulley. The 
friction of the belt on pulley B causes that pulley to turn also 
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and in the same direction as pulley A, If, however, the lu'lt 
is crossed, the two pulleys will turn in opposite directions. The 
velocity of the belt will be the same as the velocity of a point on 
the circumference of pulley A, assuming that there is no slip 
(i.e., sliding of belt on the pulley). As a point on the belt passes 
around pulley By it keeps in contact with a point directly under¬ 
neath it on the pulley as long as the belt is in contact with the 
pulley; hence, the velocity of a point on the circumference of B 
is the same as on the circumference of A. In other words, the 
lineal velocity of the belt and the {x^ripheral velocity of the two 
pulleys are all equal. The velocity of tlu' belt, then, can be found 
as soon as the diameter of either pulley and the number of revolu¬ 
tions it makes per minute (r.p.m.) are known. Thus, let d 
— diameter of pulley in inches; its circumference is ird inches 

= ~-12-•2()lSd ft. Let N = number of revo¬ 

lutions per minute (r.p.m.) made by the pulley, and v = the 
velocity of the bolt in feet per minute; th(*n, 

r = .2G18dA^ 

For example, if the diameter of one of the pulleys is 56 in. and 
it makes 180 r.p.m., the velocity of the belt is 

V = .2618 X 56 X 180 = 2630 ft. per min., very nearly. 

76. Since the peripheral velocity of driver and driven is the 
same, it is evident that if one pulley is larger than the other, it 
will make a smaller number of r.p.m. than the other. Thus, let 
D = diameter of larger pulley and N the r.p.m. it makes; let d 
and n be the same (juantities for the smaller pulley; then, 
.2618DiV = .2618da, from which 

I)X ^ dn (1) 

r .^1 . . D n 

Ihe speed ratio ^ ^ 

Note that the last equation in formula (2) giv(\s th(‘ proportion 

/) : d = n : iV 

that is, the revolutions per juinute vary inversely as the diameters. 

77. Referring again to Fig. 46, pulleys B and C are keyed to the 
same shaft S'; pulleys D and E are keyed to the same shaft 
hence, pulleys B and C each make the same number of r.p.m., 
and pulleys D and E each make the same number of r.p.m. 
A, C, and E are drivers and By />, and F are driven pulleys 

6 
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(also called followers). Representing the diameters of A, C, 
and Ej the drivers, by D', Z)", D'", and the diameters of R, D, 
and R, the followers, by d', d", and d'", the speed ratio of pulleys 


A and B is = .s', of C and 1) is = .s", and of E and F is 

d'" ” ‘ spe(Hl ratio of the (mtire combination is always 

eciual to the product of th(* speed ratios of all the separate 
machines that mak(; up the combination, or, in this case. 




d' ^ d" ^ d'" d'd"d" 


( 1 ) 


In other words, the spec'd ratio of any (‘ombination of pulleys is 
eciual to the product of the diameters of all tlu' drivers divided 
by the product of tlu‘ diameters of all the followers. If the 
number of revolutions per minute made by the first driver is 
known and is r(‘pr(‘sented by -V, the nurnlxT n made by the last 
follower will be 

a - s,X (2) 

and if the number of revohitions per minute made by th(‘ last 
follower is known, the number N made by the tirst driv(‘r is 


If the number of revolutions per minute mad(^ by the first driver 
and last follow(»r are known, the speed ratio of the combination 
is 


iS,. = 


n 

N 


(4) 


Example. —Refcrriiuj; to Fip, Pi, .suppose the pulleys to have the following 
diameters: A - 72 in., Ji ~ 24 in., (' 40 in., D = .HO in., K = 20 in., 

and F = 8 in.; if pulley .1 makes 1,^0 r.p.m., what is the speed of F? what 
is the speed ratio of the combination? 

Solution.—T lie speed ratio of the combination is, by formula (1), 


72 X 40 X 20 
24 X 30 X 8 


.1 ns. 


The number of revolutions per minute made by F is, by formula (2), 
n =* 10 X 150 ~ 1500 r.p.m. Ans. 

The reason for using the term speed ratio instead of velocity 
ratio ij^hat the velocity ratio is the ratio of the distance that the 
power moves to the distance that the weight moves. In the 
case of two pulleys, connected by a belt, whatever their diame¬ 
ters, the peripheral velocities are the same, and the power and 
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weight move through the same distance; hence, the velocity 
ratio is always 1. But when two pulleys are keyed to the same 
shaft and have different diameters, the velocity ratio is equal 
to the diameter of pulley receiving the power divided by the 
diameter of pulley transmitting the power that is, 

d 

1 ) 

Therefore, the velocity ratio of the combination in Fig. 46 is 

found as follows: the velocity ratio of pulleys and C is r' = 

24 3Q 

Th(^ vekxaty ratio of pulh'ys 1) and E is r" 

B, for C and /), aiul for E and F, the velocity ratio is 1; hence 

the velocity ratio of the entire combination is ^ X X ix“ 

X 1 = .9. In other words, if the belt conn('(4ing A and B ('xerts 
an effective pull of 1 lb., the belt conm^cting E and F will exert an 
effective pull of .9 lb. From this it will be s(*en that the speed 
ratio is a very different quantity from the v(‘lo(*ity ratio. The 
speed ratio r(*lat('s to revolutions per minutes while' ve‘le)e*ity ratio 
relates to p(‘ripheral velocities, anel de'te'rmines the? ratie) e)f the 
velocity of the power to the velocity of the* loael. 

78, Suppose that the* revolutie)ns per minute* e)f the first driver 
were known, say a pulle'v on the* main shaft that make*s llOr.p.ni., 
and that it we*re ele*sire*el te) elrive a small emery whe'e*! at 2200 
r.p.m. The*re are twe) countershafts the eliameter of 1he> pulle^y 
on the emery-wheel shaft mu.st not be smaller than 6 in., and the 
diame'ters e)f the e)the*r pulleys mu.st ne)t excee*d 1^0 in. It is 
rexjuireel to finel a se*t of pulle*ys that will pre)elue*e? the ele‘sire*el 
result. The first ste*p is to finel the? sp(;e?el ratio e)f the e*e)nil)ina- 

2200 

tie)n; this is, b}' feinnula (1) of Art. 77, .sv = ^ 20. 4'hc 

arrangement e)f pulleys anel shafts is shown in Fig. 47, M being 
the main shaft, ( ' anel C" the countershafts, anel E the* eme*ry- 
whe'el shaft. It is now necessary to fine! three numbe*rs which, 
when multiplied together, will give a produea of 20; th(?se num¬ 
bers will be the speed ratie)s of the* parts of the '•r)mbination. It is 
desirable, though ne)t nec(*ssary, that the three numbers be? e)f 
approximately the same value; if they were (?xactly the? same, 
they woulel be eejual te) -^20 = 2.71+ . Taking one? of the* num¬ 
bers as 2.5, 20 -r- 2.5 — «S; calling one* of the othea* twe) numbers 
3^ 8 -1- 3 = 2|; ht*nce, the thr€?e speed ratios may be? taken as 



84 


MECHANICS AND HYDRAULICS 


§1 


2^, 3, and 2J, and their product is 20 = 8c. Taking the diameter 
of the emery-wheel pulley as 6 in., and assuming that the speed 
ratio of the ernery-whccl pulley and of the pulley driving it is 
2§, the diameter of the latter pulley is 6 X 2f = 16 in. Taking 
the diameter of the pulley on the main shaft as 30 in., because 30 
is divisible by 2.r), the diameter of the first follower is 30 -7-2,5 
= 12 in. The diameter of the driver on the first countershaft 
may also be taken as 30 in., because it is divisible by 3 (the 



remaining speed ratio), and Ix'cause it is desirable to have two 
pulleys of the same size, the diameter of the follower on the 
second countershaft is 30 ~ 3 = 10 in. To prove that these 
sizes are correct, the speed ratio of the combination is 


Sc 


30 X 30 X 16 
12 X 10 X 6“ 


and 110 X 20 = 2200 r.p.m., the d(»sired speed of the emery 
wheel. 


79. Gear Wheels, or Gears. —A gear wheel, or gear (as it is 

usually termed), is a wheel having teeth on its circumference, as 
shown in Fig. 48 (a). The circle P corresponds to the outside 
circle of the wheel, which would be in contact with the belt in the 
cose of a pulley, and is called the pitch circle. A part of each 
tooth placets beyond the pitch circle and is called the addendum, 
and thdxircle A marking the tops of the teeth is called the 
addendum circle. A part of each tooth extends below the 
pitch circle and is called the root, and the circle R marking 
the bottoms of the teeth is called the root circle. These circles are 
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imaginary, in that they are not shown on the gears, but they must 
be shown on working drawings giving dimensions for making the 
gears. 

80. Pitch of Gears. —What is called the circular pitch of a gear 
is the distance from the edge (or center) of one tooth to the 
corresponding edge (or center) of the next tooth, measured oil 
the pitch circle; it is the length of the circular arc aa' or bb\ 



Fig. 48 (a). Let d == dianiet(M* of pitch circle, n ~ number of 
teeth in the gear, and p, ^ th<‘ circular pitch; tluui, since the 
teeth must be equally spaced aiound tin' gear, 


What is called the diametral pitch is the number of teeth in the 
wheel divided by the diain<‘t(*r of th(» wheel, the diameter being 
expressed in inches. L(*t pa ~ iliainetral pitch, d = diameter of 
gear in inches, and n ^ numlxM* of t(‘(*th; then, 

V.-l ( 2 ) 


Note that circular pitch is a huigth, while diametral pitch is a 
ratio; the diameters of gears are always expressed in inches when 
the English system of measures is used. Thus, a gear having 72 
teeth and a diameter of 12 in. will have a circular pitch of p, 
TT X 12 _. , , 72 


72 


= .5236 in., and the diametral pitch will be pd — 


12 


= 6. The latter re.sult may be expressed as 6 teeth per inch of 
diameter, but a gear having this diametral pitch would usually 
be called a 6-pitch gear. 

The relation between the diametral pitch and the circular 
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pitch is easily found. Thus, from formula (2), ~ 
stituting this value of ^ in formula (1), 


from which 


TT 



PcPd = TT 


(3) 

(4) 


d 

n 


; sub- 


For instance, in the last paragraph, the diametral pitch of the 
gear was 6 and the circular pitch was .5236; then, .5236 X 6 
= 3.1416 = TT. 


When making a drawing of a gear, it is necessary to use the 
circular pitch and to lay off this distance on the pitch circle; 
hence, if tlie diametral pitch is known, the circular pitch can be 
found by dividing TT by the diametral pitch. Thus, the circular 


pitch of an 8-piteh gear will be = .3027 in. 


81. Shape of Teeth.—The sides of a gear tooth are curved 
surfaces as indicated in Fig. 48 (c). A cross section through the 
tooth perpendicular to the axis of the gear will usually have an 
outline similar to that shown at (a) or (5). This outline, called 
the tooth profile, has Ix'en given different shapes by different 
d(>sign(*rs, but in most cas(\s, it belongs to oin^ of two systems of 
gear teeth, the cycloidal system and the* involute system. In 
th(' cycloidal systinn, the profile is made up of two curves; the 
upper part aby Fig. 48 (6), is a segment of an epicycloidy and the 
lower part ac is.a segment, of a hypocycloid. These are fnaiuently 
called double-curved teeth. In the involute system, tlu' entire 
profile is a single curve, which isa segment of an involute of a circle. 
These are frequently called single-curved teeth. Lack of space 
prevents further discussion of these shapes. 

82. Velocity Ratio of Gears.—When two gears having the 
same pitch and the same kind of profiles are so placed that their 
axes are parnlli'l and a tooth of one gear fits the space between 
two teeth of the other gear, they are said to be in mesh. If one 
gear is caused to turn, each of iis teeth presses in turn against 
the teeth of the other gear arid causes it to turn also. If the 
gearg^re properly placed, the two pitch circles will be tangent 
to each other, as shown in Fig. 48(d). The lineal velocities of 
the two pitch circles will be equal, one gear will turn in the opposite 
direction from that of the other, and the result will be exactly 
the same as though the gears were pulleys driven by a crossed 
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belt, the diameters of the pulleys being the same as the diameters 
of the pit(?h circles of the gears. The velocity ratio of two gears 
in mesh is always 1, because the peripheral velocities arc alike 
and the pressure exerted by the teeth in contact is the same on 
both gears. The case is exactly the same as that of a compound 
lever with the fulcrum in the center of both levers; the weight 
lifted will then be exactly etiual to the power exerted. If, 
however, there are two gears keyed to the same shaft and they 
have different diameters, then the velocity ratio will be equal to 
the diameter of the pit(di circle of the gear receiving the power 
(a follower) divided by the diameter of the pitch circle of the gear 
transmitting the power (a driver) representing these diameters by 
d and D respectively, 



If the pitch diameters of the gears art' not known, it is usually 
difficult to determine them accuratt'ly; but. it is easy to count 
the number of teeth in a gear. 8inc(' the number of teeth is 
directly proportional to the diamett'r, let N == number of tet'th 
in the driver and n = number of t(‘eth in the follower; then 


The spet'd ratios are found in exactly the same manner as in 
the cas(‘ of belt pulleys, substituting the nuinlx'i* of teeth instead 
of the diameters in the formulas of Art. 77. Thus, formula 
(1) becomes 


.s, 


A'A"A' 


(3) 


83. Idlers. —If three gears an* in m(*sh, so that gear A meshes 
with gear 7i, and gear Ji meshes with gear C, th(' only effect 
produced by gear B is to change the dirvetion of roUilion of gear 
C; it has no effect on the speed ratio or on the velocity ratio, 
and for this reason is called an idle gear or idler. In the case 
of four gears A, /i, C, and D in mesh, H and C will be idlers, and 
D will turn in the same direction as though it meshed with gear 
A. The reason for using two idlers is to of innate the use of two 
largo gears, which would be necessary if the distance fjotween the 
shafts remains the same. 

84. Gear Trains. —Referring to Fig. 49, the circles C, D, Ey 
and Fy represent the pitch circles of gears, and circles A, B,G and 
H represent belt pulleys. Pulley B and gear C are keyed to the 
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same shaft, as also arc gears D and Ey and gear F and pulley G. 
A set of gears connected in this manner form what is called a 
train of gearSi a gear train, or simply a train. Since a gear 
is equivalent to a pulley having the same diameter as the pitch 
circle of the gear, if it is desired to find the speed ratio of the 
combination, the product of the diameters and number of teeth 
of the drivers divided by the product of the diameters and number 
of teeth of the followers will equal the speed ratio. Thus, sup¬ 
pose the diameters of the drivers A and G are 60 in. and 15 in., 



of the followers B and H are 48 in. and 24 in., number of teeth in 
the drivera C and E is 16 and 12, and in the followers D and F is 
36 and 30; then, 

^ 60 XJ6 X 12 X 15 ^ ^ 

48 X 36 X 30~X 24 


If, therefore, pulley A make 180 r.p.ni., pulley H will make 
180 X A = 25 r.p.in. 

To find the velocity ratio of the combination, pulley B and 
gears D and F are followers, gears C and E and pulley G are 
drivers, and the velocity ratio of the combination is 




Tc = 


48 X 36 X 30 
16 X 12 X 15 


Hence, if the effective pull of the belt connecting A and B is 200 
lb., the load W that can be lifted is 200 X 18 = 3600 lb. 
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86. Kinds of Gears.—The gears so far described are called 
spur gears; the axes of these gears are always parallel. When 
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inside the other, as shown at (a), Fig. 50, the gears are called 
internal, or annular, gears. When one gear has a flat face, as in 
(c), it is called a crown gear. The wheel in the case of a worm 
and wheel is called a worm gear. In all these cases, except the 
last, the speed ratio may be found by taking the ratio of the number 
of teeth in the gears that mesh. When the axes do not lie in the 
same plane and do not intersect as shown at (d). Fig. 50, the gears 
are called helical gears, though frequ(^ntly, but erroneously, they 
are called spiral gears. The teeth of helical gears have helical 
surfaces; that is, the edges of certain sections taken through the 
t(jeth will 1)0 helices instead of right lin(‘s. Helical gears may be 
(and are) used to connect shafts whose axes arc' parallel, and also 
those whi(di intersect, being used in place of sj)iir and b(*vel ge*ars; 
a worm gear is a special case of a helical gear. The speed ratio 
of helical gears depends upon the design, which varies, and rules 
for determining it must be omitted here. A straight bar with 
teeth cut in it to mesh with a spur gear is called a rack; s(m^ (e). 
Fig. 50. The spur gear that nu^slu's with the rack is called a 
pinion. The smallcM* of any two gears in mesh is also com¬ 
monly called the pinion gear or pinion. 


FRICTION 

86, Kinds of Friction. —Up to this point, it has been assumed 
that equilibrium was i)roduced by the action of active forc(\s, and 
that the slighest increase or decrease in any one of the forces 
would result in causing the body to move, since the equilibrium 
would then be tiestroyed. In actual practice, however, this is 
not the case, since a passive force, called friction is always j^res- 
ent and always acts on any l)ody in motion. It must be over¬ 
come before any motion can result. A simple experiment will 
show some of the efTecds and laws of friction. 

Referring to Fig. 51, an iron block of weight W is shown resting 
on top of a wooden table, the table being flat and level (horizon¬ 
tal). The block has the shape of a prism, the throe dimensions 
a6, oc, and ad being different. A string is attached to the block, 
passes^er a small pulley, and a W'eight iv is attached to the other 
end of the string. The weight w may l>e a pail into which sand 
or water can be poured until its weight is just sufficient to cause 
the block to move. If there were no friction, the weight w would 
be extremely small; theoretically, it would be 0, On trying 
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the experiment, however, it will be found that xo is always a 
measurable quantity, and its magnitude represents the force of 
friction. 

It will likewise be found that if the weight of W be increased, 
say by placing another and equal wcught on top of the block, the 
weight XV must also be increased the same amount; for instance, 
if W be doubled, xv will also be doubled, and the force of friction 
will be twice as groat as b(?L)re. Since the pressure exerted by 
the block is normal (perpendicular) to the surface of the table 
top, one of the laws of 
friction is thus made 
evident; friction is di- 
recibj proportiofiol to the 
normal pressure exerted 
by a body sliding on 
another body. 

Friction of (h() kind 
just mentioned is called 
sliding friction, and is 
always created when 
one body slides on an¬ 
other. When a Ixxly 
rolls on another body, as 
wlum a wh(»el rolls on a flat surface, or wlum a ball rolls on a flat 
surface or in a bearing, another kind of friction is creat(;d, called 
rolling friction. Again, wluai water or other li(iiiid or fluid flows 
through a pipe or channel, it meets with a resistance, called fluid 
friction. 



Kj(i. r>i. 


87. Cause of Friction. —Friction is caused by the fact that every 
surface, no matter how smooth it appan'iitly may be, is really a 
succession of little humps and depressions, as may be seen when 
examined under a microscope. Conseiiuently, when one surface 
moves over another, the result is somewhat like drawing a heavy 
wagon over a rough and rocky road. It is important to note 
that friction does not exist except when thcar^ is motion; the force 
of friction, therefore, never tends to produce rnotioii, but always 
tends to prevent or destroy it. Friction always acts contrary to the 
force that produces the motion. Since a force cannot act on a 
body without producing some effect on it, and since the force of 
friction never tends to produce motion, what docs it do to the 
body on which it acts? the answer to this question is heat! Again, 
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since the friction exists as long as the body moves, the result is 
the same as though a force act<*d through a distance, that is, 
work is done; and this work is changed into heat energy. Ordi¬ 
narily, the heat thus created will be dissipated into the surround¬ 
ing atmosphere; but, if the velocity of the moving body is high 
and the pressure is considerable, the bodies in contact will become 
heated, especially in the case of journals and their bearings, the 
result being that the journals become quite hot, which causes 
them to expand, thus increasing the normal pressure. This 
increases their temperature, causes them to expand still more, 
and so on, the final result V)eing that the bearings may melt or the 
journals may stick, thus stopping the machine. 

88. Coefficient of Friction. —^I^et P = the normal pressure and 
F = the force of friction; then, the ratio of F (o P is called the 
coefficient of friction, which is usually represented by the Greek 
letter (pronounced mu). From this definition, 

/* = p (1) 

Referring to Art. 86 and Fig. 51, P 
== W and F = w; hence, in the case 
there described, 

w 

^ “ W 

If, then, the coefficient of friction 
and the normal pressure are known, 
the force of friction can be found, 
since, by formula (1), 

F = /iP (2) 

89. Experimental Determination 
of the Coefficient of Friction. —The 

coefficient of friction may be de¬ 
termined in the manner previously 
described; but it is not easy, because there is friction between 
the string and the pulley and between the pulley journals and 
their bearings. These last two factors may be eliminated in 
the foll^ing manner; Referring to Fig. 52, suppose the iron 
block to rest on a horizontal plane surface, which is the upper 
surface of a board CD or other material that is to be tested and 
which is hinged at C. By raising the end at D, it will swing 
through the arc DD\ and a point will be reached such that the 
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slightest increase in the angle D'CD will cause the block to move 
down the plane. This angle is called the angle of friction, and 
experiment shows that for the same materials, with the contact 
surfaces in the same condition, this angle is constant; that is, it 
has the same value regardless of the normal pressure. Draw OA 
to represent the weight of the block, which acts vertically down¬ 
wards; then BO, drawn perpendicular to the surface, represents 
the reaction on the block, and AB, parallel to the surface, rep¬ 
resents the force that keeps the block from moving. These 
three forceps produce equilibrium; OB, equal and opposite to BO, 
is the normal pressure, and AB is the force of friction, both to the 
same scale that OA represents the weight. Let P = the normal 
pressure and F = the force of friction; then, 

F: P = AB:OB 


But, 

hence, 


p x ^ 

^ ^ OB 
P X M 
AB 


The triangle OBA is a right triangle, right-angled at B, and the 
angle AOB = D'CD, the angle of inclination of the surface to 
the horizontal. In trigonometry, the ratio of the side opposite 
an acute angle of a right triangle to the other short side is called 
the tangent of the angle; hence, the tangent of the angle 0 

(expressed as tan O) is tan O = and 

jjL ~ tan 0 — tan D'CD 


Therefore, if a table giving the values of the tangents of angles 
is at hand, and the angle of inclination has been found by experi¬ 
ment, the tangent of this angle will be the coefficient of friction. 
Thus, for a cast-iron block sliding on an oak surface, it will be 
found that the angle D'CD is about 26°; the tangent of 26° is 
.4877; hence, the coefficient of friction of cast iron on oak is .49, 
to two significant figures, which is close enough for all practical 


purposes. 

90. The coefficient of friction is frequently, perhaps usually, 
expressed as a per cent. In the case just mentioned, the co¬ 
efficient of friction of cast iron on oak would then be 49 per cent. 

w 

Referring to Art. 88 , it was shown that /i = from which, 

w = fiW 
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Hence, the weight w required to move the block in Fig. 51, 
neglecting the friction of the pulley and rope or string, is 

10 = .49TF 

In this case, therefore, the power required to move the block 
is almost half as much as the weight of the block, instead of be¬ 
ing 0, as heretofore assumed. It is evidcmt, then, that friction 
plays a very important part in the operation of machines. 

91, Laws of Sliding Friction.—Considercnl from a mathemat¬ 
ical standpoint, th(^ following laws are only approximately 
true, but for most purposes in practice, th(*y may be accepted as 
true. 

1. Friction varies directly as the normal pressure. This law 
was mentioncMl in Art. 86. 

2. Friction is indepcmdent of the area of the surfaces in con¬ 
tact. By this is meant that if the block be stood on any of its 
sides, Fig. 51, the friction will be exactly tlu* saim' as in the posi¬ 
tion shown. The reason for having a large bearing surface is 
to reduce the wear, not to reduce the friction, which depends 
on the normal pressure only. 

8. Friction is iiuk^pendent of the velocity of the moving body. 
This means that if the iron block have a vc^locity of, say, 2 ft. 
per sec., the friction will i)e the same as though it had a velocity 
of 10 ft. per sec. In other words, friction acts as a comiarit re~ 
tardiny force, decreasing the total moving force by tlu' amount 
of the forc(^ of friction. For very low sp(‘eds or for very high 
speeds, this law does not hold; but, for ordinary speeds, it is 
exact enough for f)ractical purpo.s(»s. 

4, Friction of rest is greater than friction of motion. That 
is, a greater force is recpiired to overcome friction when a body is 
at rest than is requiretl to overcome friction when a body is in 
motion. This is explained by supposing that when a body is 
at rest, it settles, as it wen', its projc'ctions fitting into the hollows 
of the surface on which it rests, thus requiring a greater force 
to overcome the friction than when the body is already in motion. 

5, Friction is less between surfaces of different materials than 
betweei^hose of the same material. This law is only approxi¬ 
mately true. In the case of wood on wood, metal on wood, or 
wood on metal, fM will be different according to whether the grain 
runs parallel or at right angles to the direction of motion. Also, 
the friction of ^4 on B is not usually the same as that of B on A; 
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that is, the friction of cast Iron on brass, for example, is not 
exactly the same as the friction of brass on cast iron. 

6. Friction is greater between rough surfaces than between 
smooth surfaces. Consequently, friction may be diminished 
by polishing the surfaces in contact; also, by placing between 
them a lubricant, such as oil, grease, graphite, etc. 

92. Journal Friction.—Journal friction is a special case of 
sliding friction, the journal sliding around its bearing. Usually, 
the journal presses against only 
one half of the bearing, as indi¬ 
cated in Fig. 53, the other half 
being merely a cover. The 
total load on the bearing may be 
represented by P, and it is dis¬ 
tributed over the surface A BCD, 
being greatest at B and 0 at A 
and C. The average pressure 
on the bearing per unit of area, 
called the hearing pressure, is 
equal to P divided by the projected area of the journal JJ\ 
Thus, let d = diameter of journal and I = length of journal; 
then, the projected area = Id, and 

P 

Id 

in which (when I and d are measured in inches) pb is the bearing 
pressure per square inch. 

Assuming that the bearings are well and properly lubricated, 
the value of pb must not exceed about 800 lb, per sq. in.; otherwise, 
the lubricant will bo forced out, the bearings will heat, and the 
lining, which is generally of some soft material (brass, Babbitt 
metal, phosphor bronze, etc.) will melt or will expand so much as 
to cause the journal to stick. 

93. Rolling Friction.—Rolling friction is very much less than 
sliding friction; for this reason, roller bearings and ball bearings 
are used when feasible whenever it is desired to reduce the friction 
as much as possible. As with sliding friction, rolling friction is 
directly proportional to the normal pressure. Let W = the 
weight of the wheel and any load that it may carry, pr— co¬ 
efficient of rolling friction, r = radius of wheel, roller or ball, 
and P = force required to overcome the rolling friction; then. 

rolling friction = prW = P 
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The force P is assumed to act at the center of the wheel, and the 
wheel turns about the point of contact A, Fig. 54, as a center. 
For a very slight movement, therefore, A may be taken as the 

origin of moments, and the moment 
of P about A is Pr. In order to 
produce equilibrium, it is necessary 
for this turning moment to be 
counterbalanced by an equal and 
opposite moment, which may be 
considered to be represented by 
MrlF, W being the force and fir the arm of the moment. Plac¬ 
ing these two moments equal to each other, 

Pr = tXrW 



This formula shows that the greater the radius of the wheel, 
the smaller will be the value of P, the force recpiired to overcome 
the friction. 

The coefficients of rolling friction vary from .001 to about 
.005. It is said to be noted that while sliding friction can be 
reduced by means of lubricants, this is not so with rolling friction; 
but, nevertheless, the harder and smoother the surfaces in con¬ 
tact the less will be the rolling friction. 

EFFICIENCY 

94. Theoretical Power Required to Lift Load. —It will be 
evident from what has preceded that the actual force neces¬ 
sary to raise a load by means of a machine is greater than that 
required to produce equilibrium when all hurtful resistances are 
neglected, because whenever there is movement there is friction, 
and friction may be considered as a force that is acting in opposi¬ 
tion to the power; hence, a greater power is required to raise a 
load than would bo required if there were no friction. The power 
required when friction and other hurtful resistances are neglected 
is called the theoretical power; representing it by Pand the 
actual ^wer by P', the ratio of the theoretical power to the actual 
power if called the efficiency of the machine. The efficiency is 
almost invariably represented by the Greek letter v (pronounced 
ayta): hence. 



A 

Fio. 54. 


_ P 

^ pi 
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For instance, suppose in the case of a block and tackle, the 
theoretical force, as found by calculation, required to raise a cer¬ 
tain load is 32 lb., while the actual force required to raise the 
same load is 40 lb.; then, the efficiency is 

QO 

^ = .8, or 80% 

As in the case of the coefficient of friction, efficiencies are 
generally expressed as a per cent. 

96. Hurtful Resistances. —A hurtful resistance ;s any force 
that tends to oppose the motion or impede the action of a 
machine and which is not considered in finding the velocity ratio. 
For example, referring to the gear and ])ulley train of Fig. 49, 
Art. 84, pulleys A and B are not considered when calculating the 
velocity ratio; but when finding the efficiency of the entire com¬ 
bination, they must be considered, because they increase the 
number of hurtful resistances. If all the hurtful resistances an^ 
here considered, they must include the journal friction of pulleys 
A and II and of the shafts carrying the three s(ds of gears, the 
force required to bend the belts around the pulleys, th(^ efTecjt of 
centrifugal force on the belts, the friction of tlie belts on the 
pulleys in case of the belts slipping, the friction of the gear teeth, 
the bending of the rope around pull(;y H, and oiui or two others 
that are never considered in practice, "oecause their effijcts jiro 
so small that they are neglible or cannot be measunMl. It is 
evidently a very difficult matter to iru^asun* [ic(Hirat(^ly all the 
hurtful resistances. In the case of Fig. 49, the best plan to pursue 
would be to ascertain what pull on the belt connecting pulh^ys 
A and B is required to raise the weight W] call this pull P'. 

. W 

The theoretical pull is —where r = tin? velocity ratio of the 

p 

combination; then, the efficiency may be tak(?n as t?' = '^Fhe 

actual efficiency rj vvill probably differ slightly from but fhe 
difference is so slight that it may be entirely neglecited in practice 
96. Efficiency of any Combination of Machines. —The effi¬ 
ciency of any combination of machines is ''Cjual to the product 
of the efficiencies of each machine making up the combination; 
the efficiency of any set of combinations is equal to tin? product 
of the efficiencies of each separate combination. For example, 
suppose that a steam engine drives a main shaft, several counter¬ 
shafts, and, finally, a rotary drying furnace. If the efficiency of 
7 
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the engine (running without connection to the main shaft) is 
= 85%, of the shafting, pulleys, etc., is 77 '^ = 92%, and of the 
furnace with its gears, etc., is 17 '" = 90%, the efficiency of the 
entire combination is 


77 VV" = .85 X .92 X .90 = .7038 = 70.38% 


97. Another Method of Computing Efficiency. —Instead of 
computing the efficiency by finding the ratio of the theoretical 
power to the actual power required to raise a load, it is frequently 
more convenient to find the ratio of the works; that is, suppose 
the power to act through a distance s' and that this causes the 
load to be raised (or the resistance to be overcome) through a 
distance s"; the work done on the machine is Ps'; the work done 
by the machine is W representing the load or resistance 

overcome; then, 



( 1 ) 


The value of the efficiency obtained by this met hod is exactly 
the same as by the previous nu^thod. For, let r = the velocity 
ratio; then, = 5 "r; P is the actual jxmer, and corresponds to 

W 

P' in the formula of Art. 94; = P of Art. 94; hence, 

W 

Ws" _ W _ V_P 

V p,j. - p, p, 

Therefore, if the work supplied to the machine be denoted by 
L', and the work done by the machine by L, 

7 = (2) 


The value of the efficiency obtained by formulas ( 1 ) and ( 2 ) 
and the formula of Art. 94 is called the mechanical efficiency. 


EXAMPLES 

(1) The flywheel of an engine is 84 in. in diameter and makes 160 r.p.m.; 
it conned by belt with a 56-inch pulley on the main shaft; (a) how many 
revolutions per minute does the main shaft maker A 36-inch pulley 
on the main shaft drives a 2«S-inch pulley on the countershaft; (5) how many 
r.p.m. does the countershaft make? A 36-inch pulley on the countershaft 
drives a 12*iiich pulley on a band saw; (c) how many r.p.m. does the 12-inch 
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pulley make? {d) what is the velocity ratio of the combination? (e) the 
speed ratio? (a) 240 r.p.in. 

(i>) 308*^7 r.p.m. 

(c) 925*'^7 r.p.m. 

(d) 1.21- 

(e) 5.780- 

( 2 ) A main shaft makes 180 r.p.m. and a pulley on the spindle of a lathe 

makes 30 r.p.m.; if the pulley is 18 in. in diameter, find diameters of a set 
of pulleys for the main shaft and countershaft. What is the (a) speed ratio? 
(b) the velocity ratio of the combination? Am, {a) ^e- 

(3) What is (a) the addendum circle? (5) the root circle? (c) the pitch 
circle? 

(4) The diametral pitch of a spur gear is 5, (n) what is the circular pitch? 
(h) If the gear has 40 teeth, what is its diameter? 

, J (ri.) .0283 in. 

1 /J \ o ■ 

I (5) 8 in. 

(5) What is (a) the cause of friction? (/>) what should be the greatest 
bearing pressure per unit of projected area? 

( 6 ) In a gear train, the number of teeth in the drivers D', D", I)"' is 

16, 36, and 30 respectively; the number of teeth in the follow'crs F', F'\ 
F'" is 32, 00 , and 18 respectively; what is (a) the speed ratio of the combina¬ 
tion? {h) the velocity ratio? . f («) 

( 6 ) 2 *..; 

(7) In the last Question, suppose gear F'" is keyed to the leadserew of a 

lathe and gear D' is keyed to the lathe spindle; the leadserew works in a nut 
attached to the carriage, and when the leadserew turns, the carriage moves; 
how far w'ill the carriage move when gear D' makes one turn? 1'he h^ad- 
screw has 6 threads per inch. Am, in. 

( 8 ) If the efficiencies of the various mechanisms that make up a machine 
are 92%, 87%, 66 ^ 3 %, and 96%, w'hat is the efficiency of the machine? 

Am, 61.23 — %. 


CENTER OF GRAVITY 

CENTER OF GRAVITY OF LINES 

98. Definition. —Suppose ABCD^ Fig. 56, to be a thin, flat, 
iron plate having the shape of a rectangle and lying in a horizontal 
plane. Suppose further that this plate be divided into a very 
large number of little squares, all equal; then, the weight of 
each square may be represented by w. If the number of squares 
is n, the weight of all the squares will be nw, and this must 
equal W, the weight of the plate. The weight w of one of these 
squares represents a vertical force that is exerted on the square 
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by the action of f^ravity; these forces are all parallel and equal, 
and are indicated by the little arrows. Each little arrow, which 
completely represents a force, acts at the geometrical center Of 
the square whose weight it represents. There are, therefore, 
n parallel forces acting on the plate; the resultant of these parallel 
forces m nw — W - Ry and it now remains to be shown how to 
find the position of this resultant. 

Bisect the rectangle by drawing j)q parallel io AB] also bisect 
it by drawing mn parallel to BC\ these two lines are axes of 

symmetry and intersect in 0 
the geometrical center of the 
rectangle. Moreover, O is 
also the point through which 
the line of action of the re¬ 
sultant R must pass, in this 
case, because, if the plate be 
assumed to be balanced on a 
knife edge extending along 
it is evident that the 
forces on the right of pq will exactly balance those on the left 
of pq, the vase being exactly the same as that of a lever with 
cfiual arms; hcuice, the resultant must pass through some point 
on pq. For the same reason, it must also pass through some 
point on mn) it must, therefore, pass through their point of 
intersection O. If, then, the plate be suspended from the 
ix)int O, either by placing a pivot directly under 0 or by 
attaching a string to the plato directly over O, the plate will 
balance; that is, it will, when stationary and when so placed, 
lie in a horizontal plane. The slightest increase in weight any¬ 
where, no matter how small or where situated, will cause the 
plate to tip, the extra weight causing that part on which it lies 
to tip downwards. 

The point 0 is called the center of gravity of the plate; its 
nature is such that if any right line be drawn through O in the 
plane of the plate, the moment of the part of the plate on one 
side of the line is equal to the moment of the part on the other 
side of tke line. It is for this reason that the intersection of any 
two su^ lines determines the center of gravity of an area. 

99. The Right Line. —A right line may be considered as the 
axis of a straight wire. If such a wire be balanced on a knife edge, 
the point on the axis directly over the knife edge will be the mid- 
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die point of the axis, the case being exactly the same as that of 
a lever with equal arms; hence, the center of gravity of a right 
line is a point on the line midway between its ends, that is, the 
center of the line. 

100. The Broken Line. —To find the center of gravity of a 
broken line, as ABCDEFy Fig. 56, the easiest method is the fol¬ 
lowing: bisect each of the lines AR, RC, etc. in O, R, Q, R, and R, 
and these points will be centers of gravity of the lines composing 
the broken line. Through one of these points, as 0, draw a 



horizontal line OY, called the axis of X, and a verl.i(;al line OF, 
called the axis of Y. These lines are also called the axis of 
abscissas and the axis of ordinates, respectively. From 0, R, 
Q, etc. draw perpendiculars to OX and OF, and denote th(5 lengths 
of these perpendiculars by yi, y2, 2/3, etc. and by Xi, 0:2, X3, etc. 
Let Zi, Uj hy etc. denote the lengths of AR, RO, CD, etc. Let 
y denote the distance of the center of gravity of the entire liiK* 
from OX, and let x denote the distance of the center of gravity 
of the entire line from OF; then, 


and 


h + h + ^3 + ^4 + etc. 

liXi + I2X2 + I3X3 4 ~ Uxj 4 ” etc. 
li + I2 + I3 + L + etc. 


For example, suppose that li, h, h, etc. equal 1.76 in., 1.55 
in., 1.08 in., 1.37 in., 1.60 in., that yi, y 2 , ya, etc. equal 0 in., .52 in.. 
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1.04 in., .96 in., 1.31 in., and that Xi, X 2 , X 3 , etc. equal 0 in. 
1.50 in., 2.67 in., 3.65 in., 4.53 in.; then, 

1.76 X 0 +1.55X.52+1.08X1.044-1.37X.96+1.60X1.31 
^ “ ■ 1.76+1.55+r68+1.37+1.60 

= .726 in. 

_ 1.76 X 0+1.55 X1.50+1.08 X 2.67 +1.37 X 3.65+1.60 X 4.53 
® .. 1.76+1.55+1.08+1.37+1.60 ' 

= 2.372 in. 

Note.—I t will ho. ohsorvcd that the diHtaneos and yi are equal to 0 in 
Fij?. 56, becauHo the axes of X and Y pass through the center of gravity of 
the segment AB. 

To locate the center of gravity Oo on the drawing, lay off on OF 
Op = y — .726 in., draw pq parallel to OAT, and lay off pOo = 
X = 2.372 in. Or, lay off on OX, On' ■= 2.372 in., draw n'm 
parallel to OF, and lay off n'Oo == 2 / = .726 in. 

101. Formulas ( 1 ) and ( 2 ) of the last article are so important 
that a rather full discussion of them is advisable. While a line, 
no matter how long, has no >veight, it is assumed that each of 
the short lines that forms a part of the broken line has a certain 
weight that is proportional to its length. The entire line thus 
tends to turn about the line OX as an axis, called the axis of 
moments. The moment of any one of these lines about OX as 
an axis is therefore equal to its length multiplied by the distance 
of its center of gravity from OX; and the sum of these moments 
is the numerator in formula ( 1 ). It is now' assumed that the 
moment of the entire line, which is equal to its entire length 
multiplied by the distance of its center of gravity from OX is 
equal to the sum of the moments of the individual parts of the 
line, and experiment shows this to be true. Consequently, 
letting y = distance of center of gravity of entire line from OX, 
and L = length of this line, L — h + h + h + U + h + etc.; 
whence, L X y ^ hyi + Uy^ + Uyz Uy* + Im + etc., and 
_ ^i 2 /i + hyt + hyz + hyA + hy^ + etc. 

^ " L 

which is the same as formula ( 1 ). 

The line also tends to turn about the line OF as an axis, and 
by preceding in exactly the same manner as above, exchanging 
the dii^nccs a:, Xi, Xa, etc. for y, t/i, 2 / 2 , etc., it will be found that 

}\Xi + lix% + ZsXs 4* Z 4 X 4 + IhXt, + etc. 

.. ■ - - 

which is the same as formula ( 2 ). 
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102 . It will be noted that the center of gravity of the line does 
not lie on the line, but at a point Oq, If the broken line bo as¬ 
sumed to be the center line of a round, fine wire, of such stiffness 
that it will not bend under its weight, and that it be connected 
to the point 0© by fine wires aOo and bOo that have no weight, 
but will support the wire L, this wire will be in eciuilibrium when 
supported at Oq] hence, Oq is the center of gravity of the wire 
Lj and, consequently, of the broken line that forms its center 
line. The line, however, will balance on a knife edge laid along 
pq or mn, and their intersec^tion is the point Go- 

There are many cases where the center of gravity lies entirely 
outside of the line, area, or body. In all such cases, the center 
of gravity may be considered as the point in which the entire 
length, area, or mass of the body or system of bodies may be 
concentrated to produce equilibrium. 

103. When drawing the axes of moments OX and OY, it is 

advisable, when practicable, to draw them through a center of 
gravity of one of the lines; then the distance from this point to 
the axis of moments is 0 , v y' 

and one of the terms in the 
numerator of the formula 
will disappear, thus mak- 

ing the calculation easier. ^ / 

Th(\se axes may Ik* drawn ^ |~|h/ ^ 

anywhere, and it is not __ 

necessary that th(*y be at ! | j 

right angles to each other, j j j j 

provided the lines drawn __ j _J _j _ 

through the centers of ^ 

gravity of the individual im. ^7. 

lines are parallel to the axes; but it is customary and easier to 
draw one horizontal and the other vertical, as shown in Fig. 56. 
Should the centers lie on both sides of eitlua* or both axes, the 
moments on one side of an axis must be considenid as pexsitivo 
and those on the other .side as negative*, since they tend to 
turn the line in opposite directions. This may be avoided 
by selecting the position of the axes so that the centers of 
gravity of the individual parts will all lie on the same side of 
either axis. 

It may also be ob.scrvcd that it is not necessary to draw the lines 
PP", QQ", etc., because the lengths of these lines are equal to 
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the distances OP', OQ', etc., which may be measured instead 
of the former lines. 

Example. —In Fig. 57, let OX and OY be the axes of moments, and let the 
lengths of AB, BC, etc. be .93 in., .93 in., 1.02 in., 2.03 in., and 1.60 in.; let 
P, Q, et<5. be the centers of gravity of the individual lines, and PP' = 1.46 in., 
QQ' - 1.67 in., PP' = 1.04 in., SS' = 1.33 in., and TT' » 2.30 in.; let 
OP' « .67 in., OQ' - 1.31 in., OP' = 1.94 in., OS' = 2.72 in., and OP' 
s® 2.53 in. Find the position of the center of gravity Oo of the broken line 
ABCDEF. Also, draw parallel axes through P, and find the position of Oo 
with reference to these axes, and show that it has the same position with 
referem^e to the broken line as in the first case. 

Solution. —The total length of the broken line is .93 + *93 -f- 1*02 
-f 2.03 + 1.60 - 6.51 in. Then, 

.93X1.46+.93X1.67+ 1.02X1.044*2.03X1.33 +1.60X2.30 , . 

y --- 1.590 m. 


.93X.67+.(»3X1.31 + 1.02X1.94 +2.03 X2.72 + 1.60X2.53 . 

- - -- A et -- ” 2 . 1 ) 5 / in. 

6.51 

Lay off On •= 2.057- in., draw nm parallel to 01', and lay off nOo = 1.59 
in.; then, Oo is the center of gravity of the broken line ABCDEF. 

Through P, draw PX' and RY' parallel to OX and OF; then the distances 
PP", gO", etc. are equal to PP' - P"P' = PR' - PP', QQ" - QQ' - PP', 
etc. Similarly, PP" « OP' - OP' « -P'P', RQ" = OQ* - OR' = -R'Q' 
HS" « OS' - OP' « R'S', and RT" * OT' - OP' * P'7’'. The work of 
performing these subtractions is most conveniently arranged as follows: 


PP" 

= 1 

46 

- 1 

04 = 

.42 

in. 

PP" 

=a 

.67 

- 1 

. 94 = — 

1.27 

in. 

W" 

= 1 

67 

- 1 

04 = 

.63 

in. 

RQ" 

= 1 

.31 

- 1 

.94 = - 

.63 

in. 

SS" 

= 1 

33 

- 1 

.04 = 

.29 

in. 

RS" 

= 2 

72 

- 1 

.94 = 

.78 

in. 

rT'‘ 

= 2 

.30 

- 1 

.04 = 1 

.26 

in. 

RT" 

= 2. 

53 

- 1. 

94 = 

.59 

in. 


The distance of P from the point of intersection of the axes is 0. 
Substituting these values in the formulas, 

, .93X.42+.93X.03 + 1.02X0+2.03X.29 + 1.6OX1.26 


= .550 in. 


, .93X -1.27 + .93X -.6,3 +1.02 X 0 +2.03X.78+ 1.60X.59 

a;'-- ----- = .117 m. 

b.51 

_ r Lay off Rn' = x' = .117 in.; it falls on 

mn, because Pn' = P'n, and OP' + P'n 
^ ^ = 1.94 + .117 = 2.057 in. = On = x; hence, 

U ^ on nw, lay off w'O© = .550 in.; then nOo 

\sr ** +w'Oo =« PP' +n'Oo = 1.04 + .550 

** 1.590 = y. From this it is seen that 
either calculation gives the same position 
® for the center of gravity Oo. It is to be 

Fio. 58. noted that distances measured to the right 

^ of RY' are positive or +, while those mea¬ 

sured to the left are negative or —; those measured from PX' upward are 
positive or +, while those measured downward are negative or —. 

104. The Circular Arc.—In Fig, 58, let ACB be a circular arc 
whose length * Z, chord = c, radius = r, and whose center is 0. 


= .117 in. 
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Draw OD bisecting the chord; it will also bisect the arc and will 
be an axis of symmetry of the* arc. The center of gravity must 
therefore lie on the bisecting radius OC\ its distance from the 

TC 

center 0 is y, or 

OOo = y (1) 


Denoting the angle AOB by I = re, when e is in radians, 
and 

OOo = ^ (2) 

rv V 

TTV^ 

If V be measured or expressoci in d(*groes, r = and 


00 „ 


180c 57.2900 


m 


O 


V 


o 


(3) 


For a semicircle, c = 2r and = 180*"; therefon^. 


OOo = 


180 X 2r 


= .r) 80 () 2 r 


(4) 


TT X 180 

BIxamplk.—I f the chord of an arc is 10.74 in. lon^ and the anRlo at the 

center ia 127® how far is the center of gravity from the center of the arc? 

Solution.—A pplying formula (3), 

57.296 X 10.74 , . . 

OOo =--- 4.845 in. Aim. 


104. Regular Curved Lines. —For a closed curve of regular 
outline as a circle or ellipse, or any plane curve having two or 
more axes of s^unmetry, the center of gravity will be at the inter¬ 
section of the axes of symmetry. This same statement applies 
to any plane figure, as a regular polygon, having two or more 
axes of symmetry. 

105. Irregular Curved Lines. —There is no general method for 
finding the exact position of the center of gravity of an irregu¬ 
lar curved line, a part or all of which curved. The approxi¬ 
mate method is difficult of application, and since the center of 
gravity of such a line is very seldom required, the method is 
omitted. 


CENTER OF GRAVITY OF PLANE AREAS 

106. Symmetrical Areas. —The center of gravity of any plane 
area that has two axes of symmetry lies at the point of intersec¬ 
tion of those axes; thus, the area of the figure shown in Fig. 59 
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has two axes of symmetry mn and 'pq^ and the center of gravity 
lies at Oo, the point of intersection of these axes. The figure 
really has any number of axes of symmetry, since any line 
drawn though the point Oo will be an axis of symmetry with re¬ 
spect to the point Oq. From this, it is evident that, since any 
regular polygon may be inscribed in a circle, the center of gra\ity 
of any regular polygon also lies at the center of the circumscrib¬ 
ing circle, because a circle has any number of 
axes of symmetry, all of which intersect at 
the center. 

In general, any figure that has two axes of 
symmetry has an infinite number of them 
with respect to a point, the point being the 
c(mter of gravity; by two axes of symmetry 
is usually meant two axes at right angles to 
each other. 

107. Rectangles and Regular Polygons.— 

Since an axis of symmetry bisects the figure, 
the distances from an axis to corresponding 
symmetrical points on either side of the axis 
are equal (by definition of symmetry). Conso(iuently, if a line 
be drawn through the center of gravity of a rectangle parallel 
to the two long sides, the distance from this line to either long 
side is one-half the short side, since the line is an axis of symme¬ 
try; similarly, if a line be drawn through the center of gravity 
parallel to the two short siilcs, the distance of this line from the 
short sides will be one-half the long side. Thus, if h be a long 
side and d a short side, the distance of the center of gravity 

d 

from either long sid(' will b(‘ 2 ’ distance from either 

short side will be 2 ' 

For a regular polygon, the distance from the center of 
gravity to any side is equal to the apothem (the distance 
from the center of the circumscribed circle to the middle point 
of a side.) 

Triangle.—If a line be drawn from any vertex of a 
triangle to the middle point of the side opposite (thus bisecting 
that side), the line is called a medial line. Every triangle has 
three medial lines, as Aa, Bhy Cc, Fig. 60; and it is proved in 
geometry that these three medial lines intersect in a common 
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point Oo. It is also proved in geometry that OoCi 


Aa 


, that 


0{Jb = and OqC = But, Oo is the center of gravity of 


the triangle; hence, the center of gravity of an}'' triangle may be 
found by drawing a medial line, as R6, and then measuring back 
a distance bOo on this line equal to one-third of its length. Or, 
draw any two medial lines; their point of intersection will be 
the center of gravity. Thus, the point of intersection of Bb and 
A a is Oo, the center of gravity of the triangle. 



Let Bd = /i, the altitude of tin? triangle, and let O^e })e the 
normal distance from tin? center of gravity to the base AC; then 

OqC = . 5 * The same result will be obtained if either of the other 
o 

two sides be taken as th(* base. 

If 6 == length of base AC, area of triangle == A = 2 J froiu 
which, h = Since O^e = 


Ooe - 


2A 

36 


a formula that may be used to calculate the normal distance 
of the center of gravity from any side when the length of the 
side and the area of the triangle are known. For example, if 
the area of a triangle is 11A sq. in. and the length of one of the 
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sides is 6.5 in., the normal distance of the center of gravity from 
that side is 


2 XJ1.4 

3 X 6.5 


1.17 in. 


109. The triangle will balance on a knife edge laid along any 
one of the medial lines, as Bhy Fig. 60. This may be proved as 
follows: The two triangles BCb and BAb have equal areas; they 
have the same base /i6, the altitude of one is Cm and of the other 
An, and Cm — An^ since the triangles CMb and Anb are equal, 
both being right triangles, and side Ab = side Cb by construction; 
hence, the areas of BCb and BAb are equal, having ecjual areas 
and ecjual bases. The moment of BAb about the moment axis 

A 71 

Bb is area X ; the moment of BCb about the same axis is 
Cjh 

area X ; these two moments are numerically equal, but tend 

to turn the triariglcj in opposite directions; hence, the triangle 
will balance on Bb. In the same manner it can be shown that 
it will balance on A a and Cc. 

110. The Trapezoid.—To find the center of gravity of a trape¬ 
zoid by construction, let BC and AD be the parallel sides of the 



trapezoid A BCD, Fig. 61. Bisect these sides in G and H, and 
draw GH. Produce one of the parallel sides in either direction 
until its length equals the sum of the two parallel sides; thus, 
make CE — AD, and BE — BC + AD. Produce the other 
parallel side in the oppimte direction until its length also equals 
the siua of the parallel sides, that is, make AF = BC, and DF 
- Alf% BC. Join E and F; then the fx^int of intersection O© 
with GH is the center of gravity of the trapezoid. 

To find by calculation the normal distance OqC of the center 
of gravity from the longer of the two parallel sides, let /' 
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= length of longer side AD, I" = length of shorter side BC, and 
h = altitude Bd = normal distance between the parallel sides; 
then, 


Ooe = 


(21" + l')h 


3(1' + I") 


( 1 ) 


Example.—T he lengths of the parallel sides of a trapezoid are 6.3 in. and 
9.7 in.; if the altitude is 5.2 in., what is the distance of the center of gravity 
from the longer side? 

Solution. —Substituting in the formula the values given, 


"3(9.7 -f 6.3) 


= 2.416 in. 


A71S. 


A special case, and one that occurs with considerable fre¬ 
quency, is when one of the sides of the trapezoid is fierpendicular 
to the two parallel sides, as in Fig. ()2. Here AD is 
perpendicular to the parallel sides AB and CD, 

This figure may be called a semi-rectangular trape¬ 
zoid, The distance of the center of gravity Oofrom 
CD is given by the preceding formula; the distance 
from ADy the perpendicular side, may b(^ found 
by the following formula, in which h = the longer 
and h = the shorter of the two parallel sides: 



Oo6 = - 


+ hh 4" h 


3(h + k) 


( 2 ) 


Fm. 02. 


Example. —If the length of .shorter side of a semi-rectangular trapezoid is 
6} in., of the longer side 8j in., and the altitude (perpendicular di.stance 
between the parallel sides), is 51 in., wdiat is the distance of the center of 
gravity from the longer side? also from the perpendicular side? 
Solution. —Applying formula (1), 




(2 X 6.2.5 + 8.5).5.375 
3(8.5 '+ 6.25) 


- 2.551 - in. 


Ana, 


Applying formula (2), 

8.52 + 8.5 X 6.25 + 6.25* 
- ^(S.'S+'6.25) ■ 


3.716+in. Ann. 


To locate the center of gravity, draw b'b parallel to Cl) and at a distance 
from it equal to 2.55 in.; draw a'a perpendicular to Cl) (and parallel to A D) 
and at a distance from A/I of 3.72 in.; the point of intersection of these two 
lines will be the center of gravity O©. 

If desired, formula (2) may be written as follows, a form that is 
somewhat easier to calculate, 

+ (3) 
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Substituting in this formula th(‘ values given in the last 
example, 

i - “ f olS - ”•«+ “• 

111. Any Quadrilateral.—Divide each of the four sides of the 
quadrilateral, see (a) and (6), Fig. 63, in three ecpial parts, thus 
locating the points 1, 1 on either side of the vertex C, 2, 2 on 
cither side of the vertex R, etc. Through these four pairs of 
points, draw lines which, by their intersections, form a parallelo- 




Fi«. 03. 

gram abed. The intersection of the diagonals of the parallelo¬ 
gram locates the point Oo, which is the center of gravity of the 
quadrilateral. This construction may be applied to the trape¬ 
zoid, if desired, insU'ad of the one given in Art. 110. There is no 
formulfrfor calculating the distance of Oo, the center of gravity, 
from one of the sides, in terms of the sides. If it is desired to 
calculate the position of the center of gravity, it must be done 
by the method of Art. 113. 
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3^ 


For tho sof^inont, th( 
from tho center of the arc is 


V 

disUinci' 


3/ 

of Oo" 


3A 


( 1 ) 


112. The Sector and Segment of a Circle. —Lot AOB, Fig. 64, 
be any sector of a circle and ACB a segment, both sector and 
segment having the same central angle 
V. Both have one common axis of sym¬ 
metry, the radius OC perpendicular to 
the chord AB] hence, the center of 
gravity of either must lie on OC. For 
the sc(;tor, let v — central angle in 
degrees, 6 = the same angle in radians, r 
= radius of are, c — AB — chord <»f an*, 

I — length of arc, A = area of sector; 
then, tho distance of 0o^ the center of 
gravity of the sector, from the cent(»r of tla* arc is 
2c 38.107c 2rc rhi 



tla* (‘(Miter of gravity, 






12 A 


( 2 ) 

(2), A = area 


.10472rh> - 3c\/4/- - c- 

In formula (1), A — ar(‘a of s(*ct()r; in formula 
of segment. 

Examplk.-- t)n a certain drawinn, the ccaitral aM»z;le (nu'asnred with a 
protractor) was found to ho about 54°, tlie radius is in., and tin* chord 
was found to he 1 l/‘i in.; find the distances from tlie center of tin* arc of 
the centers of gravity of the sector and segment. 

Solution. —Using formula (1) to find the centi'r of gravity of the sector, 

3S.107X14,\ . , 

(}<),/- --- n.nt) in. Ana. 

54 

Using formula (2) tt) find the ccaiter of gravity of tlni si'gnnuit. 


OOo" - 


.10472 X 15.5= X 54 - .4 X 14,.•.Vl X 15.5= 


- ( 1 L;^|)“ 

- M.52 in. Ans. 


For a semicirtde, formulas (1) and (2) rcduc(^ to 

00o' = OOo" = |! = ^ o == = .4244 Ir 

oO Aw Aw 


(3) 


113. Any Plane Area. —if the figure has an axis of symmetry, 
the center of gravity li(\s on that axis; if it has two axes of sym¬ 
metry, the cent(M- of gravity lies at th(*ir point of intersection. 
If the figure has such a shape that the center of gravity cannot be 
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found by the methods previously given, but can be subdivided 
into triangles, rectangles, etc. whose centers of gravity can be 
found, the center of gravity of the entire figure can be found by 
the method of moments, as explained in Art. 100, substituting 




areas for lengths in formulas (1) and (2). The process is best 
illustrated by examples. 

Referring to («), Fig. 65, which represents a trapezium, divide 
it intQftwo triangles by drawing one of the diagonals, say OA. 
Take OA as the base of both triangles, and draw and measure the 
altitudes Cm and Bn, Draw medial lines and locate the centers 
of gravity O©' and O©" of the triangles. Taking the side OC as 
the axis of X, draw a perpendicular to OC at 0 for the axis of F, 
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and measure the distances of Oo' and Oo* from the axes; these 
distances, together with the length of the base OA and the alti¬ 
tudes, are all marked on figure. 

Area of triangle DBA = —~ = 17.1 sq. in. 

Area of triangle OCA = = 57.71 sq. in. 

Area of trapezium = 17.1 + 57.71 = 74.81 sq. in. 


Then, y = OoO = 


17.1 X 4.5 + 57.71 X 2.75 
.74.81 


= 3.15“ in. Ans. 


, ^ . 17.1 X 5A + 57.71 X 8} i - _ . . 

and X == OJb = 74 81 - “ = 7.86 m. Ans. 


As another example, take the area shown in (6), Fig. 65. 
This area is a trapezoid from which a semicircular segment 
has been cut out, as shown. The figure is symmetrical about the 
radius OA, which is taken as the axis of F, the luise BC being 
taken as the axis of X. The area of the figure = area of traj)e- 
zoid — area of semicircle. Taking the monu'uts of thevse areas 
as they stand, letting A = area of figure, A' = area of trapezoid, 
A" = area of semicircle, OoO = distance of c.g. (center of 
gravity) of A from RC, the axis of A"; Oo'O = distance of c.g. of 
A' from BC] and 0o"0 = distance of c.g. of A" from BC, 


A 

from which, 


X OoO = A' X Oo'O ~ A" 
A' X Oo'O - A" 
A 


OoO - 


X 0o"0 
X 0o"0 


Q O.X I IQ Pv 

Area of trapezoid = ’ -—X 9= 120.375 sq. in. = A' 

Area of semicircle = \ 5.25^ = 43.295 sq. in. = A" 

Area of figure = 120.375 — 43.295 = 77.08 sq. in. = A 

(2 X 8.25 + 18.5)9 _ . 

3(8.25+18.5) »>• 

Oo"0 = .42441 X 5.25 = 2.228 in. (S(;« Art. 112 .) 

rnu « ^ 120.375 X 3.925 - 43.295 X 2.228 . . 

Then, OoO = = 4.878 in. 

Ans. 


Note that whenever an area is subtracited, «ts moment is also 
subtracted. 

Example.—F ig. 66 is a working drawing of a plane Rectional area; find 
the position of the center of gravity. 

Solution. — =* area of figure, B = area of trapf3zoid «/>cd, C « area 
of trapezoid ejgh^ D ** area of parallelogram /ti, E = area of parallelogram 
8 
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gj p s area of rectangle segr, G = area of trapezoid kninl^ and H — area of 

9 25 15.5 

quadrant epq\ then, A — C^D—— GA-H— 2 ’ 

X 10.5 - X 4 - 3.25 X 1.75 - 3.25 X 1.75 + 6.5 X 11.25 

- —X 3.5 + iir X 6..5* = 12!).»4 - 40 - 5.69 - 5.09 + 7.3.13-37.63 

+ 33.18 = 147.24 sq. in. Taking the position of the moment axes OX and 
OY as shown, OA' being .sr pnxiuced, find the; distances of the centers of 
gravity of these areas from the axes as follows: Distance of c.g. of B from 





I'lci. 6<i. 


(2_X 9.25 + 15.5)10.5 
3(9.25 + 15.5) 

-c.g.offlfrom«/> = 1.5.5-!^ 9.25 + 15.5 - ■= 9.181 in. 

(2 X 8.875+ 11.12.5)1 


of C from OA' = 7 + 


•5 - I (: 


8.875 -f 11.125 

1. + = 


or «= 15 

D f rom 0 A' 

_ 8.87^ 4- 4.75 
2 ’ 

in.; c.g. of E from 01' ~ 15.5 — 


3(8.875 + 11.125) ” 

8.875 X 11.12rA 


20 


= 10.419 in.; c.g. of 


11.875; c.g. of D from Ol' 




8.088 in.; c.g. (»f E fnmi OA'= 4 + l.‘-^i) + -V, = 0.125 

8.75 4- 11.125 
2 


r75 

5.503 in.; c.g. of E 


from rtf « =“ 5.025 in.; c.g. of F fromOl’ - 15.5 + ~ 18.75 in.; 

( 95V V2\ 

9.5 -f 12 — ) “ 7.899 in.; c.g. 

r 1- L X + 12)3.5 , “ " . . . 

of O from 01 *=1/4- 3(9 5-j. 12) 1S.(>82 in.; c.g. of // from c, 
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measured along et^ which bisects arc pq and makes an angle of 45® with 

cq and ep, is (by formula 1, Art. 112) = 3.901 in., since 

the chord of a quadrant is r\/2; the distance of this point from ep or eq 
is 8.901 X — 2.759 in.; hence, c.g. of II from OX — 11.25 -h 2.759 
— 14.009; and distance of c.g. from OV = 15.5 -h 2.759 = 1S.259 in. 

Consequently, the distance of the center of gravity of the figure from OX 
is 


129.94 X 8.808 ~40 V S.92.'i - - 5.69 X 11.875 - 5.69 X 6. 125 1 78.1.1 X 5.625 - 37.0.8 X 7.899 f 33. 18 X 14.009 

147.24 ~ “ 

«=8.5S.'>in. Ans. 

The distance from OY is 

129.94X9.181-40X10.479-5.69X8.688-5.69X5.563-j-73.13X18.75-37.63-Xl8 682-f 33.18X18.259 

147.24 .. 

-13.357 in. Ann. 


CENTER OF GRAVITY OF SOLIDS 

114 . Simple Solids.—As stated in Elementary Applied Mathe- 
mnticSy if a solid have three planes of symmetry, one of which is 
at right angles (perpendicular) to the other two, the point of 
intersection of the three planes is the center of gravity of the solid. 
Hence, the center of gravity of 
a right prism whose bases are 
regular polygons is at the middle 
point of the axis; this is also true 
for a right cylinder whose bases 
are circles or ellipses. For an 
otdiqiio prism (or oblifpic eylin- 
der) whose bases are any plane 
figure, find the center of gravity 
of both bases, join them by a 
right line, and the center of grav¬ 
ity will lie at the middle point of 
the line. Thus, referring to (o). Fig. 07,0'O" is the line joining the 
eenfers of gravity of the two bases of the prism. A plane parallel 
to the two bases and midway between them will be a plane of 
symmetry and must contain the c.g. of the prism; this plane 
intersects O'O" in Oo, the c.g. of the prism. 

If a right cylinder be cut by a plane making an angle with 
the base, called a truncated cylinder, as in (6), Fig. 67, the center 
of gravity will no longer lie in the axis mn. Let h' = ABj the 
longest element of the truncated cylinder, /i" = CD, the shortest 
element (which will be diametrically opposite AB), and r = the 




116 


MECHANICS AND HYDRAULICS 


§1 


radius of the base AC, The center of gravity will lie in a line EF 
parallel to the axis, EF cutting BD and AC and lying between the 
axis and the longest element AB, Let x = distance between EF 
and mn; then, 


_ ~ h") 

^ 4(h' + /I'O 


( 1 ) 


Let y = distance of center of gravity Oo from the base = OoE; 
then, 


h' + h" r(h' -Ji^) + A" + 2x 

^ 4 “^8(A' + A") 4 


( 2 ) 


The value of x in formula (2) is the value calculated by formula 

( 1 ). 


Example. —The radiuH of the base of a trtincated right cylinder is 47 in., 
the length of the longest element is 108 in. and of the shortest element 
80 in.; how far is the c. g. Irom the axis? how far is it from the base? 
Solution. Ihe distance of the c. g. from the axis is, by formula (1), 


X 


^ 47(108 -80) 
^ 4(108-f 80)' 


- 1.76 = 1} in. 


An 8. 


The distan<re of the e. g. from the ba.si^ is, by formula (2), 


y 


108 -f 80 -f 2X 1.76 . 

-..= 47J in. 


Am. 


116. Pyramid and Cone. —The c(*ntor of gravity of a pyramid 
or cono lies in the line joining the v(>rtox with the c.g. of the base 



and a#a distance from the base equal to one-fourth the altitude. 
Referring to Fig. 68, let O’ be the c.g. of the base: draw SO’, and 
SO' 

make O’Oq — and Oo will be the center of gravity of the 
pyramid S-ABCD. To locate it practically, draw the altitude 
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SE or S'E' (if E does not fall outside the base), lay off EF (or 
SE 

E^F') = and pass a plane MN through Fparallel to the base; 

it intersects SO' in Oo, the center of gravity of the prism (or cone). 
The line F'FOo will lie in this plane. 


116. The Frustum. —Referring to Fig. 68, let the area of the 
upper base of a frustum of a pyramid or cone be A", of the lower 
base A', and the altitude h; then, the distance y of the c.g. from 
the lower base (= QG in the figure) is 


/A' -f- 2\/A'A" + 3i4^'\ h 
\ A' Wa'A"+ A" /4 


If the frustum is that of a right cone with circular bases, let 
R = radius of lower base and r — radius of upper base; then 


/F 2 4 . 2Rr + 3r2\ h 
^ \R‘^ + Ur + r-* / 4 


( 2 ) 


Example.—H ow far from the lower base is tho center of gravity of a 
frustum of a cone of revolution if the radiiLs of tlH‘ Iowcm- base is 19*4 in., of 
the upper base 12*4 in., and the altitude is 14 in.? 

Solution.—S ubstituting in fornnda (2), 


V 


/ J_9.252 -f 2_X 19.25 X 12.5 + 3 X 12.5= \ 14 _ . 

\ “ 19.25=-f 19.25 X 12.5 -f- 12.5* / 4 


117. Rectangular Prismoid. —Fig. 
69 represents a prismoid whose 
bases are rectangles. Let AB = b\ 
AD = d\ A'B' = 6", and A'D' = d". 
If O' and 0" are the centers of 
gravity of the bases, the c.g. of the 
prismoid lies in O'O" at a distance y 
from the lower base. Letting h = 
the altitude of the prismoid, 



Kio. 09. 


_ / b'd' + 36"d" + 6'd" -f b"d\ h 
^ \2b'(l' + 2b"d” + b'd" + b"d') 2 


( 1 ) 


Example. —Suppose the dimensions of a rectangular prismoid are as 
follows: h' 34.5 in., (V - 21.25 in., 5" = d" == lb.5 in., and h — 40 in. 
What is the distance of the c.g. from the lower ba.se? 

Solution.—S ubstituting in the formula the values given, 

34.5 X 21.25 -h 3 X 16.5= +34.5 X 16.5 + 16.5 X 21.25 
^ 2 X 34.5 X 21.25 + 2 ,. 16.5* + 34.5 X 16.5 +16.5 X 21.25 

"» 16.854 in. Arw. 
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If the upper base be a line only and parallel to ARand CD of the 
lower base, the 8id(^ A'D' = li'C = 0, and the prismoid becomes 
a wedge, in which cas(>, formula (1) reduces to 


y ~ \26' + b") 


and if b' = b", 


2b' + b'‘ 

h 
3 


h 

2 


( 2 ) 


(3) 


118. Solid of Revolution.—In general, the position of the cen¬ 
ter of gravity of a solid oi revolution can bo found only approxi¬ 
mately, the best practical method being to apply Sirnpson^s 

rule as indicated in the following: 
This rule was applied to areas in 
Elementary Applied MathematieSy but 
it can be applied equally well to 
volumes by dividing the given volume 
into any C‘ven number of parallel 
slices, making them all of the same 
thickness, by passing parallel planes 
through the solid at equal distances 
apart; the areas of the sections thus 
formed arc substituted in the formula 
instead of the ordinates ?yo, 2/i, 2 / 2 , 
etc. Thus, referring to Fig. 70, sup¬ 
pose the outline to represent the projection of a solid on the 
plane of the paper. The lines AA^y BB\ CC', etc. represent the 
projections of plane sections at equal distances apart. Let h = 
altitude O'O"; then; if n = number of slices (n must be an 

h 

even number), the thickness of each slice is which is equal 

to h in the formula of 8iinpson\s rule. Referring to the figure, 
let area of bottom section = Ao, of the next section Aiy of the 
next As, etc.; then the volume of the solid is 



V = ^[Ao + An + 4(Ai+A3 + A6-h • • • + A^-i) 

+ 2(^2 + A 4 + ^6+ • • • . An- 2 )] (1) 

This formula may be applied to any solid, provided the slices 
are x&ken sufficiently thin, but for most purposes 8 or 10 will be 
sufficient. 

If the solid be one of revolution. O'O" will be the axis of revolu¬ 
tion, the sections will all be circles having radii r©, ri, r 2 , r 4 , etc. 
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and the areas will be tTo, Trrf, jrrf, etc. Sul)stituting these 
values for Ao, Ai, A2, etc. in the above formula, it reduces to 

^ “ 3n + J-3 + rf + • • • • + r^_i) 

+ 2(r5 + ^4 + ^6 + ‘ * * * +^n-2)] (2) 

The dots in formulas (1) and (2) indicate missing terms; thus, 
when n = 12, rn-i = rfi, rj‘t.2 = rfo, and tlie missing terms are 
rj, r|, and rl. 

Example.—R eferring to Fig. 70, the dimonsionH markocl on horizontal 

lines are the lengths of the radii; find the volume of the solid. 

Solution.—T he niunher of sliees i.s 8; hence, n = 8, a — 1 =* 7, n — 2 = 0, 
and formula (2) becomes, for this case, 

* 3 8 ‘ 4- r“ -i- rf) + 2 (r.“ -f rj -j- r^l 

Substituting the dimensions given in the figure, 

Q 141 y 0(1 

y = - ^ + 11“ + 4(7.12 ^ ^ 12.92 4- 12.52) 

+ 2(72 + 11.52 -f 13.12)1 = 9198.0 cu. in. Ans. 
To find O'Oq = ?/, P'ig. 70, the distance of tlu' c(‘nter of gravity 
of the solid from the plane J/v, use eitlau* of the two following 
formulas, in whicdi the hdtius repr(‘S(uit the same quantities as 
in the two formulas of the preceding article: 

_ h rni4n+4(ali+3-4 5+- • • • • +a-l/ln~i)_ 

n Lilo++n + 4(-4 1 + .‘1;{ + /I5 + * • + An-l) 

+ 2(2.1 2+4/4 4 + 0/1 (j-f* • • • • +// -2/ln-2)1 
+ 2(.42 + /l4 + /l6+ • • • + An- 2 ) J 

_ Arnr^+4(rf+ 3r3+5r5+ • • • • + n \r\ i) 

^ « U + tI + 4(rf +rl + r^ + •' • • • + /'t,) 

^2(2;2+4r( + Gr,"|+ • • • +/( 2ri 2)! 

~ A 2(ri+r\ + ri+ ■ ■ • • + r;, 2) I 


Example. —Using tlu? dimensions given, find the renter of gravity of the 
solid shown in Fig. 70. 

Solution. —Sinee the solid i.s one of revolution, the* c.g. mu.st li(j on rwri, 
the axis of revolution. Substituting in formula (2) the values indicated in 
the figure, 

_ 26 r8j< 1U_+_4(7.1* + 3 X 8.7* 5 X 12.92 -f 7 X 12.52) 

j, _ ^ 1.. ^^ ^ . 

+2(2X7’ + 4 X 11.5’ + 0 X 13.1’)! _ .-T-ni 
+2(2 X 7’ + 11.5’ + 13.1’) .1 " 

119. Center of Gravity of a System of Bodies. —Jleferring to 
Fig. 71, let A and li be any two bodies whoso centers of gravity 
are known; for convenience, suppose them to be spheres, in 


i in. = O'Oo. Ans. 
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which case, the centers of gravity will be at the centers of the 
spheres. Suppose further that they are connected by a line 
AB having no weight; then, if the system were balanced on a 
^ xj, knife edge, the reaction of the knife edge 

4 will he A B and the moments of the 

J 95 tb. balls about the knife edge will be equal 

( r”~T j r -opposite, exactly the same as in the 

4s"' case of a lever of the first class. Let x 

Fi«. 71. “ distance from the c.g. of the larger 

weight to the balancing point. For 
equilibrium, taking A as the origin of moments and I as the dis¬ 
tance between the centers of gravity of the two bodies, B Xl 
= (A + B)Xf from which 

Bl 

* A +~B 


The point x is called the center of gravity of the system; in other 
words, if the two bodies were replaced by a single body of a 
weight equal to their combined weight and whose center of 
gravity was located at O {AO = x), it would have the same 
effect as that of the two bodies. 


120. If there are more than two bodies, find the center of 
gravity of two of them; measure the distance from this point to 
the c.g. of one of the other bodies, and repeat the calculation, 
using the combined weight of the two bodies and the weight of 
the third body. Proceed in this manner until all the bodies have 
been used. If the weights are not known, the volumes of the 
bodies may be used instead, providing the bodies are of the same 
density. 

Referring to Fig. 72, a system of four bodies is shown, and the 
weights and distances between their centers of gravity is indi¬ 
cated. To find the distance of the center of gravity of the system 
from the c.g. of the largest body, proceed as follows: Consider- 

30 X 29 

ing the two smallest bodies first, x = 30i(^) ~ 

= O'R. Measuring the distance O'C, it is found to be about 37 in. 
Considering the weight of both bodies to be concentrated at O', 
their o^lhbined weight is 30 + 160 = 190 lb., and the distance 

190 X 37 

of the c.g. of the system from C is JoiT+^iO “ ~ 0"C. 

Measuring the distance 0"D, it is found to be about 43 in. 
Considering the weight of the three bodies to be concentrated 
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at O", their combined weight is 190 + 340 = 630 lb., and the 


distance of the c.g. of the entire system from D is 


530 X 43 
530 + 950 


= 15.4 in. If greater accuracy were required, the measurements 
would be made more carefully and accurately. 



121. It is frequently desired to find the distance of the center 
of gravity of the system from a plane, as P or Q or both. Fig. 72. 
Suppose the distances of the four bodies from these planes to be 
as indicated, the distances between the centers of gravity of the 
bodies not being given in this case. Let y represent the distance 
of the c.g. of the system from plane Q. Then, taking the mo¬ 
ments of the weights relative to this plane 

(A + B + C + D) X 2/ = A X 2/1 + ^ X ?/2 + C X 2/3 + Z> X 2/4 
in which 2 / 1 , 2 / 2 - distances of A, B, etc. from plane Q, 

Hence, 

A X 2/1 + ^ X 2/2 + C X 2/3 + /> X ^4 

y =- a + b + c + d * 

Similarly, letting Xi, x^i etc, represent the distances of A, B, 
etc. from the plane P, the distance x of the c.g. of the system 
from this plane is 
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Substituting in these formulas the values indicated in Fig. 72, 
30 X 50 + 160 X 28 + 340 X 38+950 X62 
30 + 160 + 340 + 950 


= 52.568 in. 


and 

30 X 40 + 160 X 54 + 340 X 58+ 950 X 25 _ . 

^ =- -r 480 - -= 36.020 in. 


The following example illustrates a case that frequently arises 
in practice, and while not a direct application of the principle of 
this article, it will be appropriate. 


Example. —Referring to Fig. 73, which respresents a safety-valve lever, 
it is required to find what steam pressure in pounds per square inch will just 
balance the downward forces exerted by the ball, the weight of the lever, and 
the weight of the valve and stem, the positions being as indicated. The 
lever is of steel, having a uniform thickness of I in. and a specific weight 
of .2836 lb. per cu. in. 



Solution. —Since great refinement is not necessary in this ease, draw 
a line c'd' parallel to cd and assume that the part abe'd' is equal in area 
and weight to abed when ad' * cui. This is not absolutely true, but is 
sufficiently exact for all practical purpo.ses, and it greatly lessens the work 
of calculation. Now find the weight of that part of the lever to the right 
of c'd'. To do this, it is first necessary to find the length of c'd', which is 
readily obtained as follows: If a line be drawn from / ])arallel to cd, the area 
edef will be divided into a rectangle and a triangle, the base of the latter 
being 4.126 — 1 ~ 3.125 in. Since the triangles/fire and fg'c' are similar, 
eg \c'g' ^fg ifg', or 

3.125 : X = ((K) -h 2.5) : (60 - 2.5) 

from which, x « 2.875 in. = c'g', and c'd' - 2.875 + 1 ~ 3.875 in. The 
area of the trapezoid c'd'ef = x 57.6 = 140.16 sq. in. The 

volume of the lever to the right of c'd' = 140.16 X h and the weight is 
140.16 X .876 X .2836 « 34.8—lb. Since the lever is of uniform thickness, 
the cen^ of gravity will lie in the middle plane, and the c.g. of that part to 
the rigfirbf c'd' will be opposite the c.g. of the trapezoid c'd'ef, at a distance 
2 x 1 4-3 875 

from c'd' - -f 3 875) ^ ~ weight of the ball 

and the rod from which it is sus()ended is 156 lb., and this acts downwards 
through the center of gravity of the ball. The weight of the valve and stem 
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acts on the steam only and has no cifcct on the lever; hence, the force P 
required to balance the effect of the downward forces acting on the lever is 
determined by tjie equation (taking 0 as the center of moments) P X 6.5 
- 34.8 X (23.1 -h 2.5) ~ 156 X 48 = 0, from which P = 1289 lb. To 
this must be added the weight of the valve and stem, making the total 
upward pressure that must be exerted by the steam to balance the downward 
forces on the lever 1289 -f 4.75 = 1293.75. The area (of valve) pressed 
against by the steam is 1'^ X .7854 = 38.4846, say 38.48 sq. in. Therefore, 
the pressure per square inch is 1293.75 -i- 38.48 » 33.6 lb. per sq. in. 

Am, 


STABILITY 

122. Static Equilibrium.—A body is said to be in static equi¬ 
librium when it is at rest and has no tendency to change its 
position. If a force act on such a body for an instant only 
(such a force is called an impulse), and the result of this impulse 
is to displace the center of giavityof the })ody very slightly, the 
body will either continue to move in tlie direclion of the acting 
force or it will tend to return to its fonnei* position. In the first 
case, the body is said to be in unstable equilibrium, and in the 
second case, it is said to be in stable equilibrium. 



Referring to Fig. 74(a), ABCD is a truncated cylinder; suppose 
the c.g. to be located at Oo, and that t he weight of the body be repre¬ 
sented by the line P, which acts t hrough the center of gravity. An 
impulseP acting at C tends to turn the cyliinlcr about the point A, 
the c.g. moving along the arc As Oo moves along the arc, 

the distance between this point and the horizontal lino AD 
increases until the point a, which is the intersection of the arc 
by a vertical line through A, is reached; this is shown more 
clearly by the view at the side, where represents the arc 

slightly exaggerated, and 0\n' is a horizontal line through 0\, 
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If, therefore, the effect of the impulse is to move the body only a 
part of the distance Ooa, the body will fall back to its original 
position as soon as the impulse has ceased to act; hence, the body 
is in stable equilibrium. Referring to Fig. 74(6), the vertical 
line through Oo passes through the ]3oint A; if an impulse F act 
at C, the slightest movement of the center of gravity Oo along 
the arc Ootn causes the distance between Oo and AD to decrease^ 
and gravity will cause the body to fall; hence, for this case, the 
body is in unstable equilibrium. Here it will be noted that the 
points A and E coincide. For the case shown at (c), the point 
E falls entirely without the base; any movement of Oq toward 
the left decreases the distance between it and AD, and the body 
will not even stand in the {position shown, but will fall as soon 
as it is released; it is therefore in unstable equilibrium. 

123. The matter may be viewed in another way. Referring to 
(a), let P be a force acting through the center of gravity Oo, the 
length of P representing the w(aght of the cylinder. Take A as 
the origin of moments; then, according to Art. 30, the force P is 
equivalent to an equal force P' acting through A and to the couple 
PjQ (Q == P) whose arm is AE. This couple tends to produce 
right-hand rotation, which is resisted by the re-action of the base; 
hence, if the cylinder is subjected to the action of gravity only, 
it will stand and will be in stable equilibrium. In (6) there is no 
couple, since the arm (= AE) is 0; the body will stand, but 
the slightest force acting in the direction of F will cause it to fall; 
it is therefore in unstable equilibrium. In (c), the couple tends 
to produce left-hand rotation, and as there is nothing to resist it, 
the body will turn about the point A and fall. 

From the foregoing, it is evident that if the vertical through 
the center of gravity falls within the base, the body will stand 
and be in stable equilibrium; if the vertical through the center 
of gravity cuts the edge of the base, the lx)dy will stand, but 
the slightest blow will cause it to fall, and it is in unstable equilib¬ 
rium; if the vertical through the center of gravity falls without 
the base, the body will not stand, and is in unstable equilibrium. 
Further, if for any movement of the lx)dy, the center of gravity 
is raism^ the body is in stable equilibrium; but if it falls, it is 
in unstable equilibrium. 

184 . If for any movement of the body, the c.g. moves in a plane 
parallel to the plane of the base, it is said to be in neutral equi- 
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librium; for instance a sphere rolling on a plane surface, a right 
cone rolling on a plane surface. Such a body has no tendency to 
fall or to return to its former position; it stays where “put,” 
and it is in neither stable nor unstable equilibrium. Any 
body rotating about its center of gravity is in static neutral 
equilibrium. 

From the foregoing, it will be evident why leaning towers do 
not fall. 



Fio. 76. 


EXAMPLES 

(1) Referring to Fig. 76, find the center of gravity of the broken line 
ABCDEF with reference to the axes OX and OF. Note that OX passes 
through the c.g. of CD and OY passes through the e g. of AB. 

, /x«12.4in. 

I y « 2 3 in. 

(2) The chord of a circular arc is 18,\ in. and the angle at the center is 
106® 15'; where is the center of gravity of the arc? Ana. 91 in. from center. 

(3) The area of a triangle is 17.6 sq. in., and the length of one of the sides 
is 81 in. How far from that side is the center of gravity? Ana. 1.341 in. 
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(4) Fig. 76 represents a plane section, fully dimensioned. Find the dis¬ 
tance of the center of gravity from AH and AD. It will be noted that by 
drawing the dotted line aft, the section may be considered as the area of 
rectangle A BCD —area of rectangle abed —area of trapezoid ebgf —area of 
trapezoid ghij —area of circle whose center is o. Take AB and AD as the 
axes of X and F, respectively. ( x - 10.964 in. 

^ \ y — 5.465 in. 


(5) Find the center of gravity of a truncated right cylinder of revolution, 
the longest element of which is 13* in., the shortest element isO^in., and 
the diameter is 111 in. . ( x = .2204 in. 

..4 7Wf. < 


I y = 5.89 in. 


(6) How far from the lower base is the center of gravity of a frustum of a 

cone whose upper liase has a diameter of 131 iu., diameter of lower base is 
21 in., and altitude is 8i in.? .4ns. 3.537 —in. 

(7) Find thii (amter of gravity ot a wedge whose base is a rectangle, the 

sides of which are 14i in. and 6^ in. The length of the upper edge, which 
is iiarallel to the long side of the base is 9 in., and the altitude of the wedge 
is 16} in. Ans. 5.154 —in. from base. 
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(1) If the length of the base of an inclined plane is 46 ft. and 

the height of the plane is 38 ft., what theoretical force acting 
parallel to the base is required to keep a body weighing 4600 lb. 
from sliding down the plane? Ans* 3800 lb. 

(2) Referring to Question 1, (a) what work must be expended in 
moving the body from the bottom to the top of the plane? (6) 
If the coefficient of friction is .21, what is th(‘ forci^ of friction, the 


force being considered as acting parallel to the plane? 

I («) 174,800 ft.-lb. 

[ (6) 744.7 lb. 

(3) The velocity ratio of a certain machine is 3.6. By experi¬ 
ment, it is found that an application of a power of 170 lb. will 
overcome a resistance of only 492 Ib.j what is the efficiency of 
the machine? Ans, 80.4%. 


(4) The diameter of the handle of a screwdrivt'r is 1 in., its 

length is 11 in., the diameter of the screw is ^ in., and the number 
of threads per inch is 6; (a) what theoretical pressure will be 
applied to the end of the screw when a turning force of 46 pounds 
is imparted to the handle of the screwdriver? (6) what will be 
the actual pressure if the efficiency is 56 %? (c) what is the 

velocity ratio? f W ^7 

(c) 18.85- 

(5) In a gear and pulley train, the diameters of the driving 
pulleys are 66 in. and 18 in., the diametens of the follower pulleys 
are 42 in. and 24 in., the number of teeth in the driving gears are 
92 72, and 68, and the number of teeth in the followers are 46, 
48’, and 64; (a) what is the speed ratio? (6) the velocity ratio? 

127 
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(c) what is the number of revolutions per minute made by the 
first driving pulley if the second follower pulley makes 526 r.p.m.? 
The order of pulleys and gears is to be taken as here given; that 
is, the first driving gear is keyed to the same shaft as the first 
follower pulley, the first follower gear and second driving gear 
are keyed to the same shaft, etc. [ (a) 3.757 — 

Am. j (b) .732+ 

[ (c) 140 r.p.m. 

(6) When pulling a load up an inclined plane, why must the 
power be greater (a) when it acts parallel to the base than when 
it acts parallel to the plane? (6) if it requires a greater power 
in one case than in the other, why is the work done in pulling a 
body a given distance along the plane the same in both cases, in 
accordance with the definition that work equals force multiplied 
by the distance through which it acts? 

(7) In a toggle joint, the distance between the lino joining the 

centers of the outside joints and the center of the middle joint is 
1| in., and the distance between the centers of the outside joints 
is 54i in. (a) What power must be applied to the middle joint 
to cause the movable joint to exert a pressure of 1350 lb.? (5) 
what is the velocity ratio? . | (a) 161 lb. 

'• 1 (h) 8.385- 

(8) If the diametral pitch of a spur gear is 2|, what (a) is the 

circular pitch? (6) If the diameter of the gear is 28 in., how 
many teeth has it? . (a) 1.2566in. 

''”•1(6) 70 teeth 

(9) When the diametral pitch is used, it is customary to make 

the addendum of a tooth equal to the reciprocal of the pitch; 
what must be the diameter of the blank from which the gear is 
cut when the diametral pitch is 2^ and the number of teeth is 
80? The diameter of the blank is evidently the same as the 
diameter of the circle described by a point on the outside of a 
tooth. Am. 32.8 in. 


(10) If the length of a wedge is 15 in. and the thickness at the 
head is 2 J in., (a) what force must be applied to the head to make 


the si^ exert a pressure of 630 lb.? 
ratio? 


(6) what is the velocity 


(a) 1051b, 

(b) 


(11) What is (a) a left-hand screw? (6) if you hold a screw in 
your hand, how can you tell whether it is right- or left-handed? 
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(12) Explain the difference between the speed ratio and the 
velocity ratio of a train of pulleys and gears? 

(13) The addendum for gears cut according to the cycloidal 
system is quite commonly taken as .3pc, that is Aths of the cir¬ 
cular pitch. If the pitch circle of a spur gear is to be 12J in. in 
diameter and the gear is to have 40 teeth, what (a) will be the 
circular pitch? (6) what should be the diameter of the blank? 

, (a) .9621 in. 

"^"^•{(6) 12.8273 in. 

(14) The velocity ratio of a certain machine is 2.25 and its 

efficiency is 91%; what power must be applied to raise a load 
of 336 lb.? Ans 164.1 lb. 

(15) From the dimensions given in Fig. 1, calculate to 

three decimal places the lengths of the line segments that form 
the broken line ABCDEFGy locate their centers of gravity with 
respect to OA and OH as axes of moments, and calculate x' and 
2 /', the distances of the center of gravity of the broken line, 
from OH and OA, . \ x' — 6.753 in. 

^”*•12/'= 17.238 in. 



(16) Referring to Question 15, calculate a;" and y", the dis¬ 
tances of the center of gravity of the area AOHO^ from OH 


and OA. (a) x" == 3.544 in. 

ih) y" = 16.812 in. 

(17) The screw of a jackscrew has 5 threads per inch; the 
length of the handle from the axis of the screw to the fX)int where 
the power is applied is 16 in.; (a) what load can be raised by a 
power of 75 lb. if the efficiency is 46%? (6) what is the velocity 


ratio? 


Ans. 


(а) 17,342 1b. 

(б) 502.66- 


0 
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(18) The worm of a worm and wheel has 4 threads per inch, 

the diameter of the pitch circle of the wheel is 13 in., the 
diameter of the axle keyed to the same shaft as the wheel is 
6J in. The worm is turned by applying a couple to a wheel 
rigidly connected to the worm and 10 in. in diameter. If one 
of the equal forces constituting the couple is 18 lb., (a) what 
theoretical load can be raised ? (6) if the load actually raised is 
only 4560 lb., what is the efficiency? (c) what is the velocity 
ratio of the combination ? f (a) 10,693 lb. 

Arts. (6) 42.65% 

I (c) 297 

(19) In Fig. 2, AB and CD are arcs of circles and OE bisects 
them. From the dimensions given, find the distance y, Oo being 
the center of gravity of the area ABCD. 

Arts, 1 / = 1.65 in. 



(20) The diameter of the lower base of a right conical frustum 
is 12.6 in., of the upper base 7.4. in., and the altitude is 6.8 in.; 
how far is the center of gravity from the lower base? 

Ans, 2.824—in. 




MECHANICS AND 
HYDRAULICS 

(PART 3) 

DYNAMICS 

MOTION AND VELOCITY 

126. Dynamics is that branch of mechanics that relates to bodies 
in motion but not in equilibrium; that is, the motion is variable, 
the velocity increasing or decueasiiig as the result of forces aiding 
on the bodies. Dynamics is also called kineticSi though the two 
terms have a slightly different meaning. 


GRAPHICAL REPRESENTATION OF MOTION 

126. Uniform Velocity. —Velocity may bo represented by a line, 
in the same manner as force. While velocity is measured by a 
compound unit, as one foot per second, one mile piu- hour, etc., 
the time element is always unity—one second, one hour, etc.— 
with the result that the velocity is the number of feet, miles, etc. 
traveled in the unit of time, and may be represented by a right 
line whose length is the distance (space) moved in the unit of 
time. By selecting the proper scale, the line may be made of any 
desired length. Placing an arrowhead on the line will indicate 
the direction in which the body is moving. Thus, in Fig. 77, 
suppose a body is moving along the line OY with a velocity of 18 
ft. per sec. If a scale of 12 ft. == 1 in. b(» selected, a line OO' 
= 18 12= 1.5 in. will represent 18 ft. per sec., the arrowhead 

indicates that the body is moving in the diicction from O to O' 
(the direction of motion or of velocity), and O is the point from 
which it starts. Therefore, OO' completely represents the mo¬ 
tion of a body that starts from O and moves with a uniform veloc¬ 
ity of 18 ft. per sec. in the direction 00'. 

131 
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127. Uniform velocity may also be represented by a geometrical 
figure— Q, rectangle. For, referring to Fig. 77, draw OX and OY 
at right angles to each other. Lay off on OX a series of equal 
spaces, 01, 12, 23, etc., each space representing one unit of time, 
say one second. Through each of the points, draw lines parallel 
to OF, and lay off on these lines distances la, 26, 3c, etc. to rep¬ 
resent the velocity at the time indicated 
by the division mark on OX; thus, at the 
end of one second, the velocity is la, at 
the end of two seconds, the velocity is 
26, etc. Pass a lino through the points 
-X O', a, 6, etc.; then, the length of a line 
drawn from any point on OX parallel to 
OF and included between OX and 0'/ 
will be the velocity at the instant indicated by the point on OX; 
for instance, at the point 4, which indicates 4 sec. after starting, 
the velocity is 4d. 

When the velocity is uniform, all the lines 00', la, 26, etc. have 
the same length; hence, 0'/ is a right line parallel to OX, since 
every point in 0'/ is at the same distance from OX, which is one 
of the definitions of parallel lines. This is the kind of line drawn 
by a tachometer (speed indicator) on a paper machine running at 
a constant speed. The area of the rectangle is 06 X 00' 
= time X velocity, or 

A ^ tXv 


Fig. 77. 


when A = area, t = time, and v = velocity. Letting s = dis¬ 
tance (space) traveled in time i, t; = ^ for uniform velocity. 
Substituting this value of v in the above equation. 


^ ^ ^ t ^ ^ 

that is, the area of the rectangle represents the distance (space) 
traveled in time L To make this last statement true, however, it 
is necessary that the distances representing t and v be measured 
in the same units. Thus, if t is in minutes and v is in feet per 
minute, and the scale adopted is 12 ft. = 1 in., then, iV in. 

^ in. must also be taken as representing 1 min. When 
this is done, the area in square inches multiplied by 12* = 144 
(the square of the scale, as it is called) will give the distance or 
space traveled in the time t. As an example, suppose the veloc¬ 
ity of paper on a paper machine is 440 ft. per min. and that the 
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scale is 100 ft. = 1 in. At the end of, say 9 min., the distance to 
bo laid off on OX would be 9 100 = .09 in., the distance along 

OY = 440 -f- 100 = 4.4 in., and the area of the rectangle = .09 
X 4.4 = .396 sq. in. Multipljdng this by the square of the scale, 
.396 X 100^ = 3960 ft. = s, the distance traveled by a point on 
the paper in 9 min. = the length of the sheet of paper made in 

9 min. That this result is correct is easily seen, since space 
= velocity X time (s = vt) ~ 440 X 0 = 3960 ft. 

The area of paper made in time t is obtained by multiplying 5, 
the length of sheet made in time t, by the width of the sheet. 

128. Variable Velocity. —When the velocity is different at 
different time intervals, it is said to be variable. For example, 
suppose a railway train that is running at 3() miles p('r hour to be 
brought to a stop. The speed (velocity) will decrease from 36 
mi. per hr. (52.8 ft. per sec.) to 0; assuming that it takes, say, 

10 sec. to stop, the velocity of the train passes through every con¬ 
ceivable value between 52.8 and 0 ft. per sec. during this inter¬ 
val of 10 sec.; the velocity probably has a different value also 
at every instant of this interval. At some particular instant, the 
velocity is, say, 28 ft. per sec.; this means if the velocity were to 
become uniform at that instant, the train would then travel 28 
ft. in one second. In all cases of variable velocity^ the velocity at any 
instant is the velocity the body would have if the velocity became 
uniform at that instant, 

129. Variable velocity may also ho represented by a geometri¬ 
cal figure; thus, referring to Fig. 78 (o), draw OX and OF, as 



before, and suppose, for convenience, that the velocity at the start 
is 0. As in the case of uniform velocity, lay off the times along 
OX, making 01 = 12 = 23, etc., and draw la, 26, 3c, etc., making 
their lengths equal the velocities at the instants indicated by 1, 
2, 3, etc. By taking the time intervals sufficiently small, a 
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curve may be drawn through the points 0, a, 6, etc., as shown. 
The velocity at any instant may be found by laying off Ot' 
equal to the time interval from the starting point 0, drawing 
parallel to OY, and measuring the length of t't"; this length 
will be the velocity at the instant indicated by 

Let Va be the average velocity between 0 and, say, 6; then, t 
X Vo = 5 == the space traveled by the body in the time t = 06. 
But Vat is the area of the rectangle 06mn, and this must equal the 
area 0/6 under the curve, because Va is the mean of all the lines 
la, 26, 3c, etc. and both figures have the same base 06. To find 
the value of find the area of 0/6 by Simpson’s rule (see Element-- 
ary Applied Mathematics) and divide it by the length 06, the 

quotient will be the value of Va- Since A = Va<, and — 

A s, 

that is, the area under the curve represents the space traveled by 
the body, the same scale being used to lay off the times and veloci¬ 
ties, 

130, Suppose the increase (or decrease) in velocity is constant; 
then the curve will become a right line, as shown by the line Of 
in Fig. 78 (6). Here the increases in velocity are represented 
by la = 2'6 == 3'c = etc., thus making the triangles Oal, a62', 
6c3', etc. equal, with the result that 06/ is a right triangle. The 
line mn, which denotes by its distance from OX the average 

(mean) velocity, coincides in this case with c6"', because 3c = ^ 

06 X 6/ 6/ 

and the area of the triangle is A = —— = 06 X y. 

131. Acceleration.—As stated in Physics^ acceleration is rate of 
change in velocity. If th(^ change in velocity is uniform, the rate 
of change (acceleration) is also uniform. Thus, referring to Fig. 
78 (6), the change in velocity during the first second is la, an 
increase in this case. During the second second, the gain in 
velocity is 2'6; during the third second, the gain is 3'c; etc. Since 
this change is uniform, these gains divided by the time (1 second) 
are als€Aniform, and la = 2'6 = 3'c = etc. Consequently, the 
acceleration is uniform and is represented by la = 2'6 = 3'r 
= etc. Let a =» acceleration in feet per second per second, or 
feet per second* (see Physics), v = velocity in feet per second, s 
» distance (space) passed through in feet, and t — the time in 
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seconds; then, since la = the velocity and also the acceleration, 
the velocity at the end of 1 sec. equals the acceleration during 
that second. At the end of C sec., the velocity is 6 X a; at the 
end of t sec., the velocity is t X a; hence, 

V = at ( 1 ) 

Thus, in the figure, /6' = 6'6" = 6"G'" = etc. ; whence, 6f ~ v 
= Q X &f = t X a = at The area of the triangle is X Oi] 
X Qf = i X t X V, and since the area re[)resents the space passed 
through by the body in the time ty ^ X t X t> = &*, 

and A' = Ivt (2) 

Substituting in (2) the value of c given in (1), s = ^ X at X or 

5 = (li) 

In formulas (1), (2), and (3), the acceleration is uniform, which 
is usually the case in practice. Cases in which th(‘ acceleration 
is not uniform seldom occur and will not be considered lun-e. It 
may be mentioned, however, that the line Of will not b<^ straight 
in such cases, but will be a curve as shown in Fig. 78 (a); Ik'h^ the 
accelerations la, 2'6, 3'c, etc. are not equal, and tlie three formu¬ 
las just given do not apply. 

132 . If in any case of variable velocity, th(^ veloiaty is decrease 
ing instead of increasing, the aticeleration is said to be negative; 
in Fig. 78 (6), for example, the velocity might d(^cr(‘ase from (i/ 
to 0, but if the acceleration were the same numerically, th(j space 
passed over would be the same as before. Thus, during th(' first 
second, the velocity decr(‘ases by the amount /(>', thfi acc(*I(a-a- 
tion; during the second second, the velocity decreases c5' = G'G", 
etc. until at the end of G seconds, it becjornes 0. 

Negative acceleration is sometimes called retardation. 

133 . Initial Velocity. —If a body is already in motion, the 
velocity that it has at the instant that thii time begins to be 
considered is called the initial velocity. Referring to Fig. 70, 
suppose the initial velocity = Ji^id that the body lias a constant 
acceleration a, which increases the velocity c)f the body. Lay 
oflF 00' equal to Vq\ draw O'A"' parallel to 0\ : lay off 01, 12, 23, 
etc., to represent 1 sec., 2 sec., 3 sec., etc., draw la, 26, 3c, etc. 
parallel to OF and intersecting O'A"' in 1', 2', 3', etc.; lay off I'a 
= a, 2"6 = 2a, 3'"c = 3a, etc. (since the acceleration a is 
uniform), and then la, 2b y 3c, etc. will be the velocities at the (*nd 
of 1 sec., 2 sec., 3 sec., etc. The area OO'/G represemts the space 
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passed through in 6 sec. and 6/ represents the velocity at the 
end of 6 sec., which is called the final velocity. The figure OO'/G 

is a trapezoid, and its area is X 06. Let 00' = vo, 6/ 

= 0, 06 = <; then, 5, the space passed through in time t is 

( 1 ) 

That is, if a body have an initial velocity and a constant (uni¬ 
form) acceleration, the space passed through in a time t is equal 
to one-half the sum of the initial and final velocities multiplied 
by the time. 



Fio. 79. 

Referring again to Fig. 79, 6/ = 6/i -f = 00' + hf — i»o 
+ atj since if O'h hf = at. Therefore, the final velocity is 

i' = t^o + dt (2) 

The space s is also equal to 00'h6 + O'hf = V(f + ^ai^; that is, 

5 = (3) 

If the velocity is decreasing, a will be negative, and the two 
formulas become 

V — Vo — at (4) 

and s = M (5) 

If the initial velocity, the acceleration, and the distance passed 
through arc known and it is desired to find the final velocity, 
combine formulas (1) and (2) as follows: 

From formula (2), < = substituting this value of t in 

formula (1), s = ” 2 - ^ a ” "" 2o ' which 
v == + 2a« (6) 
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If a is negative, formula (G) becomes 

V = \/ eo—2as (7) 

Having found y, the time may be found by applying formula 
(1) or formula (2). 

Example 1.—If a body have an acceleration of 8.2 ft. per sec.*, what will 
be its velocity at the end of 12.6 sec.? How far will it travel in that time? 
The body is assumed to start from a state of rest. 

Solution. —By formula (1), Art. 131. 

V = 8.2 X 12.6 = 103.82 ft. per sec. Ans, 

By formula (3), Art. 131, 

.s = i X 8.2 X 12.6* = 650.9 + ft. Ans. 

Or, by formula (2), same article, 

s == J X 103.32 X 12.6 = 650.9 + ft., as before. 

Example 2.—A body having an initial velocity of 125 ft. per sec. is 
brought to rest, the constant acceleration being 6.8 ft. per sec.* What will 
be its velooit}^ at the end of 10 sec.? In what time will the velocity be 0? 
How far will it have traveled when the velocity is 5 ft. per sec.? 

Solution. —By formula (4) above, the velocity at the end of 10 sec. is 
V = 125 — 6.8 X 10 = 57 ft. per sec. Ar/.s. 

To find the time required to bring the body to rest, use the same formula, 
making e = 0; then, 

0 = 125 - 6.8 X t 

from which, i — = 18.38 sec. Ans. 

0.0 

The same result would be obtained by using formula (1), Art. 131. 

To find the space traveled when the velocity is 5 ft. per sec., first find the 
time required for the velocity to decrease to 5 ft. per sec. By formula (4) 
above, since t; = 5 and Co = 125, 

120 

5 == 125 - 6,8 Xt,ort - ^ = 171 f 

Then, by fonnula (1) above, 

s = - - X 17D = 1147 ft., very nearly. Ans. 

The last result might have been obtained by applying formula (5), since 
.s = 125 X 171 f \ X 6.8X (1711)* = 1147 ft., as before. 

Example 3. — A certain elevator hoists a load 450 ft. in 10 sec. Suppose 
it takes 2 sec. to accelerate the load to full speed; that the speed is then 
uniform until the elevator begins to stop; that it takes IJ sec. to stop; 
and that the acceleration is uniform in both cases. W hat (a) is the accelera¬ 
tion when getting up to full speed? (6) the acceleration when stopping? 
(c) the uniform velocity? (d) the distance passed through until uniform 
velocity is reached? (e) the distance passed through in stopping? (/) the 
distance passed through while the velocity is uniform? 

Solution. —The conditions are shown by the diagram (not drawn to scale) 
in Fig. 80. The length of the line OC represents 10 sec., and is divided into 
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10 equal parts. Let 02 = 2 sec. = the time h during which the load is 
accelerated; = 10 — (2 + 1.5) = 6.5 sec. - time U during which 
the velocity is uniform; DC =1.5 sec. = time U during which the elevator 
is being stopped. Let«i= distance passed through in time 82 = distance 
passed through in time U) and = distance passed through in time U, 
Then, s - Ci + 82 -f 83 = 450 ft., the total distance. Let a be the accelera¬ 
tion during time L; the calculation then proceeds as follows: 

(a) 81 = - \a X 2* = 2a. The uniform velocity between A and B 

is the velocity at the end of time <1; denoting this by v, v = ofi = o X 2 



= 2a; hence, 82 = vh = 2a X 6.5 = ISa. The acceleration o' between B 
and C is a' ~ j (see formula 1, Art. 131), or o' = =*1,^; whence, 

•S 1.0 u 

«3 = W <9 =- i X X 1.5'^ = \ Therefore, 

8 = 81 -f 82 -f- «a = 2a -f- 13a -f- ~ 450 

from which a = 27ft. per sec’. Ans, 

{h) Simui 27,«i = VA “ J X »i7 = Vr = 36,V ft. per sec.* Ana. 

(f) Th(^ uniform velocity between A and B is the velocity at the end 
of the time L, which was found above to be 2a; hence, 

V = 2a = 2 X ’W * "”iV = A ®cc. /I7i8. 

(d) As found above, 81 = 2a = 2 X 27j’'j = 54 j*’, ft. Afis. 

(c) As found above, s, = | X AV “ A'V = 

(/) As found above, 82 = 13a = 13 X * sojo. = 354 

Note that 81 4* -f «a - 54 A + 354 A + 40} ? == 450 ft., as it should. 

Note further that the area of the hgure OAHC (a trapezoid) is ^ 

It 

X BD = X AV ** total distance passed through. By 

using fractions in the calculation instead of decimals, more exact results 
can be l^taincd, which is especially desirable when checking the result. 

Exampus 4.—A body has an initial velocity of 40 ft. per sec.; it is uni¬ 
formly accelerated for 6 sec., at the end of which time, its velocity is 120 
ft. per sec. What is (a) the uniform acceleration? (6) what is the dis¬ 
tance passed through d\iring the 4th second? 
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SoLxmoN.—Applying formula (2) above, v - 12, Vo = 40, < = 6; hence, 

(a) 120 =* 40 + o X 6, or o = « 13J ft. per sec.* Ans. 

(b) The velocity at the end of 3 sec. is v = 40 -f 13J X 3 = 80 ft. per sec. 
The velocity at the end of 4 sec. is = 40 4- 134 X 4 = 931 it. per sec. 

By formula (1) above, the space passed through in 3 sec. is « = ^ ^ 

40 4- 931 

X 3 = 180 ft.; the space passed through in 4 sec. is- ^ X 4 = 2061 ft. 

Therefore, the distance passed through in the fourth second is 260f — 180 
= 86i ft. A ns. 

Example 5.—A body (as an automobile) having a velocity of 80 ft. per 
sec. is brought to rest in 200 ft. Assuming the acceleration to be uniform, 
(o) in what time will the body be stopped? (/>) what is the acceleration? 


Solution. —By formula (2), Art. 131, s = It*/, from which / = ; there- 

. , 2 X 200 . . 

fore, t = —-= 5 sec. A a-s. 

(6) By formula (1), Art. 131, tf ~ n/, from which a = J = = 10 ft. per 

I u 

sec.* Ans. 


Example 0.—If a body have a uniform acceleration of 28 ft. per sec.* 
in what time will it pass through a distance of 450 ft., starting from rest? 

Solution. —By formula (3), Art. 131, 5 = 4 a/*, from which t = 

= = 5.07- »ec. An». 

134 . In order to toll which of the foregoing forrnuljis to use in 
any particular case, first consider what (pian(iti(‘s are given and 
which one is required; then select the forniiila that contains 
these quantities. Referring to the last cxainph', th(» acc(*Iera- 
tion a and the space s are given, and the time t is reipiired; th<» 
only formula containing these three quantities and no otheu’s is 
formula (3) of Art. 131 . Again, referring to exampl(‘ 4, the 
initial velocity is given, the final velocity is calculatinl, tlu* lime 
is known, and the space is required; the only formula containing 
VOf Vy ty and s, and no other quantities, is formula (1) of Art. 133 , 
which is therefore used. 

These formulas expressing the relation b(*tween time, space, 
velocity, and acceleration are very importall^ * it is therefore well 
to study Arts. 129-133 very carefully. It will also be an 
advantage to memorize the formulas. 
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(1) A body is moving at the rate of 36 ft. per sec. It is then acted upon 

by a steady force for 121 sec. that gives it a uniform acceleration; when 
the force ceases to act, the velocity is 154 ft. per sec. (a) What was the 
acceleration? (b) what was the distance passed through while the body 
was being accelerated? . / (a) 9.44 ft. per sec.* 

I (b) 1187.5 ft. 

(2) While moving through a distance of 1000 ft., the velocity of a body 

decreases uniformly from 248 ft. per sec. to 52 ft. per sec. (a) What was the 
negative acceleration? (b) How many seconds did it take for the body to 
pass through 1000 ft.? (c) what was the distance passed through during 
the 6th second? f (a) —29.4 ft. per sec.* 

A ns. I (b) 6 H sec. 
i (c) 86.3 ft. 


(3) Referring to example 3, Art. 133, suppose that the time h required to 
accelerate the load to the mean velocity had been 2 i sec. and the time 
required for stopping had been 2 sec.; what is (o) the acceleration when 
getting up to full speed? (6) the acceleration when stopping? {c) the 
uniform velocity? (d) the distance passed through until maximum velocity 
is attained? (e) the distance passed through in stopping? (/) the distance 


passed through while velocity is uniform? 


Ans. 


(a) 23.226 ft. per sec. 

(b) 29.03 ft. per sec.* 

(c) 58.06 ft. per sec. 

(d) 72.58 ft. 

(c) 58.06 ft. 

(/) 319.36 ft. 


(4) A body starting from rest is acted upon for 8 sec. by a steady force 
that gives the body an acceleration of 48 ft. per sec.* At the end of the 
Sth second, the force is reduced and the acceleration is also reduced, the 
acceleration after 8 sec. being 32 ft. per sec.* How far does the body move 
in 12 sec.? Note that the velocity at the end of 8 sec. becomes the initial 
velocity at the instant that the acceleration becomes 32 ft. per sec.* 

Ans. 3328 ft. 


(5) The velocity of a body increases uniformly from 80 ft. per sec. to 
320 ft. per sec. If the acceleration is 20 ft. per sec.*, (o) through what dis¬ 
tance does the body pass? (6) what time was required? 


Ans 


■{ 


(а) 2400 ft. 

(б) 12 sec. 


(6) A paper machine is running at the rate of 5 ft. per sec. The weight 
of the paper is to be changed so the velocity is increased uniformly to 360 
ft. per min. in 80 seconds, (o) What is the acceleration? (6) How many 
feet of ^per will be of variable weight due to the speed change? 

^ . I (a) .0125 ft. per sec.* 

\ (fe) 440 ft. 
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COMPOSITION AND RESOLUTION OF VELOCITIES 

136. Res<Hution of Velocities. —It was stated in Physics that 
all motion is relative; consequently, velocity is also relative. For 
example, suppose a body is moving northeast with a uniform 
velocity of 48 ft. per sec.; it has a certain velocity north and also 
east, and since the northeast direction makes an angle of 45° with 
both the east and north directions, the relative velocity north is 
48 X Vi = 48 X iV2 = 33.94 ft. per sec.; the relative velocity 
east is also 33.94 ft. per sec. In other words, the original velo¬ 
city in a northeast direction has been resolved into two com¬ 
ponent velocities, one north and the other east. The case is 
exactly similar to the resolution of forces. 

136. Composition of Velocities. —Suppose a ship is moving in 
the direction AB^ Fig. 81 (a), with a uniform velocity of 30 ft. per 
sec. and that when a man standing on the de(^k is directly over 



the point A on a rock underneath the ship, he starts to run across 
the deck in the din'ction AC, witli a velocit} of 20 ft. per sec. 
At the end of, say 4 sec., the man will hav(‘ run 20 X 4= 80 ft.; 
if the ship had not been moving, he would have r(‘ached the point 
C, and AC would equal 80 ft., the distance from A. But, in 
4 sec., the ship will have moved 30 X 4 «= 120 ft., and relative 
to the point A, the man will be at Z>, when (.'D = AB = 120 ft. 
Also, his direction relative to the point A will be along the diago¬ 
nal AD ol the parallelogram ABDC, At the end of 1 sec., he 
would be at 1'; at the end of 2 sec., at 2'; at the end of 3 sec., 
at 3', etc., Tl, 2'2, and 3'3 all being parallel to AB, Relative 
to the fixed point on the rock, the distance moved by the man is 
represented by AD, measured to the same scale as AR and AC; 
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and since the time was 4 sec., his velocity relative to the fixed 
point is AD -^4 = 5-7-^ = t;, in which s = the distance (space) 
AD and t = the time in seconds. Consequently, if AB and AC 
represent velociities to some scale, AD also represents a velocity, 
and to the sarnci scale, in both magnitude and direction. AD is 
call(‘d th(j resultant velocity or the resultant of the velocities AC 
and AB, 

137. It will be noted that in the case just given, the direction 
in which the man runs has a component parallel to the direction 
of <li(i ship; that is, drawing CE perpendicular to AB, the corn- 
poncuit AE eciuals the distance BF, DF being perpendicular to 
AB, But BF is the additional velocity in the direction AB over 
the velocity of the ship. In other words, the velocity AD may 
be resolved into a component velocity AF and another component 
velo(!ity FD normal to AB; in which case, AF = AB + BF, 

If the man had started at A and had run in exactly the opposite 
direction, as indicated by AC' in Fig. 81 (b), the velocity repre¬ 
sented by AC' would have a component EC' opposed to the velo¬ 
city of the ship. At the end of 4 sec., the man would be at D' 
relative to the point A on the rock, and AD' would represent the 
resultant velocity. AD' may be resolved into the component 
velocities AE and ED'; and the velocity of the man relative to 
the point on the rock is equal to C'D' (= AB) — EC' = ED'. 
In the first case, the velocity of the man relative to A and in the 
direction AB is AF, while in the second case, it is ED'. 

The same rule's govern the composition anel resolution of 
velocities that apply to forceps; either the triangle or parallelo¬ 
gram of velocities may be used, but it is necessary that the 
velocities be uniform. 

138. Absolute Velocity.—As regards bodies belonging to the 
earth, the velocity of a body relative to a fixed point on the earth 
is called the absolute velocity of the body. As was pointed out 
in Physics, there is really no such thing as absolute motion; but, 
except in astronomical calculations, all movements with which 
man is concerned pertain to the earth or to bodies on or within 
the ea 4 #i) and it is therefore convenient and proper to define 
absolute velocity as above. In the last article, the absolute ve¬ 
locity of the man was his velocity relative to the fixed point on 
the rock. In Art. 136, the absolute velocity of the body north¬ 
east was 48 ft. per sec., and the absolute velocity north (and also 
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east) was 33.94 ft. per sec. A statement of this kind always im¬ 
plies that the velocity is relative to a fixed point on the earth's 
surface, the earth being supposed to be stationary, unless other¬ 
wise especially stated. 

139. Combination of Uniform and Variable Velocity. —A body 
may have a uniform motion in one direction and at the same time 
have a variable motion in another direction; this occurs in 
the case of a falling body when to the body is given a motion 
making an angle with a vertical line. Thus, referring to Fig. 
82, suppose a body is moving in the direction OC with a velocity 
of 100 ft. per sec. and that when it 
reaches the point 0, it begins to fall 
under the action of gravity; it will 
not fall straight down, but will 
continue to move in the general 
direction of OC while, falling, in 
accordance with the first law of 
motion. The downward velocity 
will be constantly accelerated, 
with the result that the path is a 
curve Oah. . , /i, which can be 
shown by higher mathematics to 
be a curved line called a parabola. 

The constant acceleration is gf = a = 
sec. the body will fall through a distance = s = Ja/* = J X 32.16 
X 8* = 1029 ft. = 08' in Fig. 82, neglecting the resistance of the 
air. At the same time, the body will have moved in the direc¬ 
tion OC a distance = OS = s' = vt = 100 X 8 = 800 ft. The 
resultant of these two motions is the path Oab, . . A, and the 
velocit}^ at any point along this path will be equal to the length 
of the path from 0 to that point dividcjd by the time it takes to 
reach that point. 

Suppose a railway train is moving at the rate of 70 ft. per sec. 
and a baseball is thrown from it in a horizontal direction at right 
angles to the direction of the train, with a V(*locity of 90 ft. per 
sec. The ball will continue in the general direction of the train 
with a uniform velocity of 70 ft. per sec.; it will also have a 
uniform velocity of 90 ft. per sec. at right angles to the other 
uniform velocity; and it will fall toward the ground with a con¬ 
stant acceleration of 32.16 ft. per sec.* The resultant of these 
three velocities will be a parabola whose planer makes an angle 



32.16 ft. per sec.*, and in 8 
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of 52® 7' 30" with the direction of motion of the train. The 
resultant of the two uniform velocities will be a right lino, and a 
vertical plane containing this line will also contain the path of 
the body, which will be a parabola. When a man steps from a 
moving train, he has the same absolute velocity as the train; on 
coming in contact with the earth, he is brought to a sudden stop, 
which has the same effc'ct on his body as though he were impelled 
forwards with a push, the strength of which will depend upon the 
velocity of the train. By running in the same direction as the 
train, he brings himself gradually to rest and diminishes the cffc^ct 
of the push; or, if h(^ jumps backwards, i.e., in a direction oppo¬ 
site to that of the train, he will diminish, perhaps destroy entirely, 
his absolute velocity in th(' direction of the train. Even when 
the train is moving quite slowly, the result may be a bad fall 
if proper precautions are not taken. 


FALLING BODIES 

140. Formulas for Falling Bodies.—A body descending from a 
higher level to a lower one under the influence of gravity is 
called a falling body; if there is nothing to oppose the motion, 
as when a body falls in a vacuum, the body is said to fall freely 
or it is called a freely-falling body. When it falls in air, it 
meets with a resistanc(j that increase's as the velocity increases, 
but this resistance is not uniform. There is also a resistance due 
to the buoyant a(;tion of the air, which for short heights of fall 
may be considered as uniform, but not for great heights, because 
the density of the air decreases with the altitude. However, in 
practice, wlu'ii the velocity acejuired is not very great (height of 
fall is comparatively small) and the density of the body is great 
enough to make tlu* buoyant effect of little account, bodies are 
treated as freely falling when meeting with no other resistances. 
For instance, a stone dropped from the top of a high building will 
be considered as a freely falling body in what follows. 

141, A body is caused to fall by reason of a constant force 
acting on its mass; the force is called gravitation, and it produces 
a constant acceleration, which is always denoted in works on 
mechanics by g. As was pointed out in Phy^ieSj the value of g 
varies with the latitude and altitude (distance above sea level) 
of the place where the body falls. The international Standard 
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for g is 980.665 cm. per sec.^ = 82.1741 ft. per sec.^, which corre¬ 
sponds very closely to latitude 45° at sea level. For latitude of 
New York, the value of g is very closely 32.16 ft. per sec.^, and 
this value will be used in all future calculations, unless otherwise 
specially stated. The constant \^2g occurs very frequently, 
in calculations pertaining to falling bodies; unless otherwise 
specially stated, its numerical value will be taken as 8.02. 

142. While the formulas of Arts. 131-133 may be used for 
solving any problem pertaining to freely falling bodies, it is 
customary to represent the height of fall by h and the accelera¬ 
tion by g, in which case the formulas mentioned become 


V ^ gt = 32.16/ 

(1) 

V = V'2.gh = 8.02V'/' 

(2) 

t' = I'd + {// = + 32.16/ 

(3) 

h = \vt 

(4) 

h = Jj//^ = 16.08/- 

(5) 

h = "„/ -1- ]gt- = rj -t- 16.08/“ 

(6) 

+ 

II 

(7) 

h = = .oir)r)‘i7('“ 

2g 

(8) 

/ = *’ = .031095<; 

(9) 

0 

_ 2h 
{ - 

V 

(10) 

t = = .249:18 V7i 

(11) 

yu 

V = \/vl + 2gh 

(12) 


The last formula (whi(;h corresponds to formula 6 of Art. 
133), is derived as follows: from (3), t from formula 

(7)^ fi = substituting th(' value of h = 5(c + Vo) 

"" = h] from which, = 2gh + and v 

\ g_l _ ^9 

= + 2gh. This formula is us(‘ful when it is desired to 

find the velocity with which a body would strike the ground 
when thrown downward from a known height h with an initial 
velocity vq. While all twelve formulas are used, it is probable 
that formulas (1), (2), (5), (8), and (11) are most frequently 
employed. In practice, .0155 is usually sufficiently accurate in 
10 
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(8), .031 in (9), and .2.5 in (11), because of the limit of accuracy 
in measuring some factor. 

143. If a body move upward instead of downward, it must 
have an initial velocity; this velocity will carry the body to 
a height indicated by formula (8), which is the velocity that would 
be attained by falling through the height A, the value obtained 
by applying formula (2), which is another way of writing formula 
(8). When the body has reached the height A, it stops, but not 
for any measurable length of time, since it immediately begins to 
fall, and on striking the earth, will have the same velocity v 
that it had on starting upwards; that is, the two velocities would 
be equal but for the nvsistance of the air. They are assumed to be 
equal in practice, when the velocity f»o is not too great. In the 
case of a rifle or cannon ball, the velocity is so great that the 
resistance of the air must be considered, if the range is to be 
calculated with any degree of exactness. Applications of formulas 
(1)-(12) will now be shown by several examples. It may be re¬ 
marked that it is useless to calculate results correct to more than 
four significant figures when g = 32.16. 

Example 1 .—A stone is dropped from the top of the Woolworth hiiildinK 
which is, say, 800 ft. above the ground; (a) how long will it take for the 
stone to roach the ground? (6) with what velocity will it .strike? 

Solution. — (a) Here h and g are known; hence, use fo»’inula (11) to find t, 

and t = .249il8\/806 = 7.0.54— sec. .4«.v. 

(b) The velocity may now be calculated by either formula (1) or by 
formula (2); using formida(2), v - y/2gh = 8.02 * 8.02 VsOO - 226.8 

ft. per sec. Ans. 

Example 2.—A baseball is thrown vertically upward with a velocity of 
90 ft. per sec.; (a) how high will it rise after leaving the hand? (b) how 
long before it returns to the point from which it started? 

Solution. — (o) Here v and g are given and h is to be found; hence, using 

formula (8), * “ ■= •015547t)‘ = .015547 X 90* = 126.9 ft. .4 hs. 

(6) The time will be twice the time required for the ball to fall through 
the height h; hence, either formula (9), (10), or (11) may be used. Tsing 

formula (9), < “ ^ - .031095i> = .031095 X 90 = 2.7986, say 2.8 soc.; anti 
the total time is 2.8 X 2 » 6.6 sec. A ns. 

Example 3. —In order to find the depth of a deep well, a stone is dropped 
within it, the time that elapses between the instant of starting and the 
sound of its striking is accurately measured, and is found to be 3.5 sec. 
Taking the velocity of sound in air as 1090 ft. per sec., what is the depth 
of the well? Calculate only to the nearest foot. 
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Solution. T^e total time is 3.5 see. The t'me required for the sound 
to reach the ear is equal to the depth «f the well h divided by the velocity of 

sound, or hence the time of falling is 3.5 - ^ = t. 

Using formula (5), h = igl- = = h- Squaring, trans- 

posing, and combining terms, 

— 81517/1 = —14554225, fnmi which h - 179 ft. a4n.s\ 

lo prove that the result is correct, the time required for the sound to 
travel 179 ft. is 179 -5^1090 = .104 sec.; the time required for the stone to 

fall 179 ft. is t = = .24938\/i 79 = 3.3.‘Ui sec., and the total time is 

3.336 + .164 = 3.500 sec., as it should. 

Example 4.— If a body he thrown downwards with a velocity of 60 ft. 
per s€ic., what wull be its velocity on striking the ground 600 ft. below? 

Solution.— Evidently formula (12) must be used in this case; conse¬ 
quently, t; = Veg -i^ 2gh = VOO^ -f 2 X 32.16 X 600 == 205.4 ft. per sec. 

A ns, 

144. Projectiles. —Any freely moving body is a projectile; 
examples arc a rifle bullet, a baseball, a jet of water, all moving 
freely through the air. For a body to become a. projectile, it must 
have an initial velocity and must be acted on only by gravity 
and the resistance of the medium through whii^h it passes, as 
air or water. A heavy (dense) body moving freely through still 
air at a comparatively low velocity may be considered as acted 
on only by gravity, and the resistance of the air may be neglected; 
the path of every such body is a parabola, excefit when moving in 
a vertical line. If the direction of the initial velocity be hori¬ 
zontal, as in Fig. 82, and the body falls downwards under the 
influence of gravity, the body will de.scribe the path Oah. . .h, 
which is one-half of a parabola, the other half being on the other 
side of 08' and symmetrical to the half shown. The distance 8'/i, 
which is the horizontal distance between the starting and stopping 
points, is called the range. The range is evidently (Hpial to the 
time required for the body to fall through th(j Insight OS' multi¬ 
plied by the initial velocity. For instance, if the time required 
to pass through the height 08' is 8 sec. and the initial velocity is 
100 ft. per sec., the range, when the diipction of the initial 
velocity is horizontal, is 8 X 100 = 800 ft. 

146. Let hM be a tangenf to th(» parabola at h, and suppose 
that the body start from the i>oint h with an initial velocity Wo in 
the direction of the tangent hM, Resolve into two components, 
one horizontal and the other vertical, the initial velocity Vo, as 
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indicated in Fig. 83, the angle A being equal to the angle MhA in 
Fig. 82. If the value of »o be such that the horizontal component 
equals the initial horizontal velocity along OC in Fig. 82, and 


« the vertical component equals the velocity ac- 

j (iiiired in falling through the height h = 08', then 

/ the projectile on leaving the point h will follow 

/ the path /w//. . .0, Fig. 82, which is identically 

/ the same, but in the reverse direction, asOdbe, . . h. 

fj On reaching the point 0, all movement in a verti- 

/ cal direction ceases; the horizontal movement 

/ continues, however, and as the projectile falls, it 

1^ . describes the other half of the parabola. The time 

^ in falling is the same as the time in rising; hence, 

‘ the range is twice as great as is the case in Fig. 82. 

In Fig. 84, suppose the initial velocity has the direction AM, 
the projectile starting from A. The path described will be the 
parabola ABC; the range is AC; and the greatest height is OB. 



To find the values of the height OB and the range AC, let EF 
represent, to scale, the initial velocity EF being the direc¬ 
tion in which the projectile starts and coinciding with or parallel 
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to AM, the tangent. Resolve T” into two components, EG 
= Vh, the horizontal velocity, aiul GF = F,., the vertical ve¬ 
locity; measure Vh and F,.; then, by formula (8), Art. 142, 

h = ~ 2 g ~ *015547 Ft 2 = 0/i. Knowing tho value of h == OBj 

the time required for the projectile to ascenil this height may bo 

found by (9) or (10); using formula (9), t = y = .03109.'> F„. 

The time that the projectile is in 1,he air will bo twicio this, or 
T = 2t, and this multiplied by tho horizontal velocity gives 
range = A(" = r = 2/ F*. 

The angle which tho tangent AM (the direction of the projec¬ 
tile at starting) makes with the horizontal (angle 3//IC) is called 

the angle of elevation. 

146. In general, there are two angles of elevation that will give 
the same range for the same initial V(‘lo(aty. Since ACBj Fig. 
83, is a right triangle, B ~ 00° — A; consequently, if A = the 
angle of elevation, an angle of <»levation = 00° — A will give the 
same range for tho same initial velocity Vo ~ F. Thus, n^forring 
to Fig. 84, if the range is A(J when the angle of elevation is MAC 
and the initial velocity is F, the range will still Ixi AC when the 
angle of elevation is NAC = 00° — MAC = MAY, The path 
of the projectile in the first case will be th(‘ parabola ABC] in 
the second case, the path will b(‘ AB'C, This fa(d. can be njadily 
proved by means of a garden hose*; if the wat(‘r leaves the nozzle 
in the direction AN^ the range will lx* (exactly the same as when 
it leaves the nozzle in the direction AM. 

When the angle is 45°, the range; will bo a maximum, because 
90° — 45° = 45°, and there is only one angle that will give the 
same range. In Fig. 84, P/IC' — 45°, tin; rarigt; is AC' and the 
greatest (maximum) height for this range* is O'I), 

In practice, the foregoing facts are not true for high velocities, 
such as those attained by rifle bullets and cannon shots, whose 
velocities vary between, say, 2000 and 3000 ft. p(;rsec. The 
path is then no longer a parabola, the maximum range is attained 
when the angle of elevation is considerably less than 45°, and for 
a high angle of elevation the maximum height is so great that 
the air is less dense and offer less resistance than when the 
smaller angle is used. 

Example. —Suppose a baseball player ean throw a ball with an initial 
velocity of 120 ft. oer sec. : what is the greatest distance the ball can travel, 
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the range being measured on a horizontal line passing through the point 
at which the ball left his hand? What would have been the range if the 
angle of elevation had been GO®? 

Solution. —Referring to Fig. 84, if angle FEG is 45®, FG — EG = V 
X Jv/2, t - .081005F X h and r -= EG X2t V X i \/2 X .031095 V 
X W2 X 2 - .031005 F* = .031095 X 120* = 447.8 ft. Ana, 

If angle of elevation AfEG = 60®, FG Fv - F X EG = Vh 

=* JF, and r - .031095 X F X J a/b X 2 X i F * .031095 F* X Ja/3 
« 387.8 ft. Ans. 

If th(i angle of (elevation is 90® ~ 60® = 30®, the range will also be 387.8 ft. 

The rnaxiinuiu height that the ball rises in each case is, by formula (8), 
Art. 142, for the first case, h = .015547 (l\/2 X F)^ =- .015547 X i 
X 120* - lll.O ft.; for the second case, h = .015547C\/3 X F)* = .015547 
X I X 120* = 167.0 ft.; for the third case, h - .015547 X V')* - .015547 
X 1 X 120* = 55.97 ft. 


Example 2 .—A jet of water issues from an orifice in a horizontal di¬ 
rection with a velocity of 113 ft. per sec.; if the center of tlu* orifice is 10 
ft. 3 in. above the ground, what is the range? 

Solution. —By formula (11), Art.. 142, t = \f = .24938\//i = .249‘JS 

\ (7 

10.25 =* .80191 sec,, the time it will take the water to fall from the center 
of the orifice to the ground. Therefore, the range is r — i\t — 113 
X .80191 =* 90.62 ft. An.s. 


147. The path of a projectile in frequently called its trajectory; 
and the higher the initial velocity the flatter will be tlio trajeiitory 
between two points. If a gun be pointeil directly at the point 
it is desired to hit, the ball will necessarily strike below that 
point; for this reason, the sights are “raised,’’ thus causing the 
gun to aim at a point above the point it is desired to strike. This 
adjustment of the sights is made according to the range and the 
velocity of the bullet. 


ANGULAR VELOCITY AND ACCELERATION 

148. Angular Velocity.—If a body in motion be acted upon by 
a force, its velocity muy change or its direction may change or both 
may change. In the case of a projectile, both the direction and 
velocity change; this fact is indicated by the curved path and the 
further fact that the distances passed over in equal times are 
diffeqpt. According to the first law of motion, the body must 
move in a right line unless acted upon by an external force; in the 
case of a projectile, the external force is the force of gravity. 

Suppose a ball M to rest on a horizontal frictionless plane, with 
its center connected to a fixed pivot 0, Fig. 85 (a), by a string CO, 
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If, now, the ball be struck a sharp l)low in a direction parallel 
to the plane and perpendicular to CO, it will move in a circle 
having* 0 for its center and CO for its radius; the velocity will bo 
proportional to the effect of the blow, and if there is no friction 
or other resistances, the ball will move forever in the circle, and 
with undiminisluHi velocity. The reason for this is that the 
direction of motion at any point is a tan^i^ent to the circle at that 
point; thus, for the point C, the diro<*tion of motion (velocity) is 
the same as that of the tanpcent MA^ and if it were not for the 
string, the ball would move in the direction CA, when moving 
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clockwise around the circle; in other words, if the string were cut 
at the instant the ball reached th<‘ ])oint C, it would tlaui continue 
in the direction Cytjand with th(' sanu^ V(*loeity that it had when it 
reached the point C. The ball is causc'd to mov(» in a (circle as 
the result of a pull exert(‘d by the string; and sin(*(* this pull is 
radial, its direction is that of the* ra-dius CO, But the radius 
drawn from the cent(*r to any point of a circh* is perpendicular 
(normal) to the circle and to the tangent at that jKiint. This is 
likewise true of any other point of the ciri^K^; h(uic(», the puli 
exerted by the string is always perpendicular to tin? tangent, that 
is, to the direction of motion, and t}i(*refo?(' has no influence in 
changing the velocity along the circle. Oonsefiuently, if the 
body meets with no resistance's, such as friidion, the atmos¬ 
phere, etc., it will move forever with uricli ninished ix)ripheral 
velocity. 

If V = the linear (= peripheral) velocity in feet per second, r 
= the radius in feet, and n = number of revolutions per second, 
V = 27rrn. Let a; (Greek letter omega) = the number of radians 
turned through in one second; then, since one revolution = 2ir 
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radians, w = 2Tn radians per second, which is called the angular 
velocity of the ball. Comparing the two velocities, 

o) : = 27r : 27rr 

from which, v 

w = 

r 


That is, the angular velocity is equal to the linear velocity divided 
by the radius of the arc in which the body moves; and the linear 
velocity is equal to the angular velocity multiplied by the radius, 
= or V = rco. For example, suppose a flywheel makes 150 

150 

r.p.rn.; the angular velocity is co = 27m = 2 X 3.1416 X 
= 15.708 radians per second. If the radius to a point on the outside 
of the rim is 90 in., y = 27r X *|2 ^ “ 117.81 ft. per sec. 

Then w = ^ “ 1«^>‘708 rad. per sec., as before. Also, 

12 

90 

since v = wr, t = 15.708 X ^2 ~ 117.81 ft. per sec. 


149. If the body move in a curve that is not a circle, as A J5, Fig. 
85 (6), the angular velocity is determined in the following manner: 
suppose the body to be at the point a and its linear velocity to be 
v*\ suppose the body to move a very short distance (preferably, 
an infinitely small distance) to a'; then that part aa' of the path 
may be considered as an arc of a circle, the radius being O'a and 
the center O'. Then O' is called the instantaneous center for 
the minute arc aa', and O'a = r' is called the radius of curvature; 
a tangent to the radius at a will be [)erpendicular to the radius of 

v' 

curvature O'a = r'. The angular velocity at a is then w' = 

In a similar manner, lot O" be the instantaneous center for the 
point 6, y" and /" the linear velocity and radius of curvature 

y" 

corresponding to b; then, co" = etc. The tangents aw, bn, 

and cp indicate the direction of the linear velocity at a, 6, 
and c, respectively. In the case of a body moving in a circle, the 
instaiAneous center is always the center of the circle, the radius 

V 

of curvature is always the radius of the circle, and o) = v being 

the linear velocity at any point. In what follows, only uniform 
velocity in a circle will be considered. • 
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160. Radial Acceleration. —Referring again to Fig. 85 (a), the 
ball is acted upon by a force due to the pull of the string; so long 
as the angular velocity remains constant, this force also remains 
constant; and since a constant force always produces a constant 
acceleration, there is a constant acceleration directed toward 
the center. The ball, ho\v<'ver, gets no nearer the center, be¬ 
cause the acceleration is just sufficient to keep the ball moving 
in its circular path, and this is always the case, regardless of the 
form of the path. The rnanncT of deriving the expression for 
the value of the acceleration toward the center, which may be 
termed the radial acceleration, is somewhat too technical to be 
given here; but, letting i = the linear velocity, ~ the angular 
velocity, and r = the radius, 

radial acceleration — - = rw* 
r 
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161, Force Required to Stop a Moving Body. —It was shown 
in Phyfiics that if / = force in pounds, rn = mass of body moved, 
w = weight of body moved, and a = acceleration of moving 
body, the force required to give the fmdy an a(a;(deration a is 

/ == ma (I) 


If a body having a certain velocity p is brought to rest under 
the action of a constant force, it will have a (vjnstant iK^ga-tive 
acceleration —a, whi(;h will be thi? same in vjdue as the? accelera¬ 
tion required to give the bod}' the velrxnty i when starting from 0; 
hence, the force re(]uired to bring the body to rest by making its 
velocity decrease uniformly from i to 0 with a constant accelera¬ 
tion a is also / = ma. By formula (1), Art. 131, v = atj from 

which a = ^ - .Sul)stitutiriR tliis value of a in formula (1), above, 


f = m X j, or 


ft = mi' (2) 

that is, the force requinal to briuK a body having a velocity v to 
rest in a time t multiplieil by the time is erjual to the mass of the 
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body multiplioxl by the velocity. Since m = —, foiinula (2) may 
be written, 

ft = y (3) 

If w is in pounds, v in feet per second, g in feet per second per 
second, and t in seconds, / will be in pounds; if w is in kilograms 
(or grams), v in centimeters per second, g in centimeters per 
second per second, and t in seconds, / will be in kilograms (or 
grams). 


Example 1 ,—A body weighing 128 pounds is started from rest under 
the action of a force and is given a velocity of 40 ft. per sec. in 3 sec.; 
neglet'iing friction and other resistances, what force was required? 
Solution. —Solving formula (3) for /, 

wn _ 128 X 40 „ 

^ yl 32.10 X 3 

Example 2 .—What force is required to give a body weighing 280 lb. 
an acceleration of 12.4 ft. per setL^? 

Solution. —Since the acceleration is known, use formula (1), and 
280 

/ = rna = X 12.4 « 107.9G, say 108 lb. Am. 


162, Formula (2) of the last article is the fundamental formula 
of dynamics; it is so important that the expressions on either 
side of the sign of equality have been given special names; that on 
the left-hand side,//, is called the time effect; that on the right- 
hand side, viVj is called the momentum of the body. For any 
moving body, the mass multiplied by the velocity is called the 
monumtum; the force required to stop the body in a given time 
is the time effect; if the time is one second, then the momentum is 
equal to the force, and momentum may bo defined as the force that 
is required to stop a moving body in one second. This definition 
must be clearly understood; it is the steady (constant) force 
which, acting for one second will bring the body to rest, and it is 
equal to the mass of the l>ody multiplied by its velocity in linear 
units per second. Thus, if a body weighing 448 kilograms have 
a velocity of 36 meters per second, its momentum (since 36 m. 

448 448 

= 36(W cm.) will be mv = X 3600 = X 36 

»164i!o--. If this body were brought to rest by a steady force 
acting for one second, the value of the force would be 1644.6 
kilograms. Note that when g is taken as 980.665 cm. per sec.*, 
the velocity must be in centimeters per second ; but if the velocity 
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is in meters per second, g may be taken as 9.80665 meters per 
sec. 2 

There is no name for the unit of momentum; if, however, the 
weighs be taken as 1 lb., the velocity as 1 ft. per sec., and the 
unit of ^ as 1 ft. per sec.^, then 

1 lb. X Y- -- 

WV 1 S(H* 

"" T"" —r?t—^ ^ ^ 

i sec.^ 


that is, the unit may be called th(» pound-second. For the time 
effect of the other side of the sign of e<iunlity,// = i lb. X 1 sec., 
which agrees with the unit for momentum. In the metric sys¬ 
tem, the unit of momentum will be th(‘ giam-second or kilogram- 
second, acicording to whether the weight of the body is taken in 
grams or kilograms. 


Example. —A locomotive with its train weighs, say, 500 tons. Starting 
from rest, it gets up a spc(3d of dO miles per hour in just 4 minutes; if tho 
acceleration be assumed to he constant, (n) what steady force must be ex¬ 
erted, neglecting all resistances? In other words, what forces in addition 
to that required to overcome the resistnnc(*s must bo (^xerttMl to enable tho 
locomotive and its train to get up to speed? (/>) At 50 miles per hour 
what is its momentum? 

Solution. — { a ) Reducing the tons to pounds, ininiit(*s to seconds, and 
miles per hour to feet per second and using formula (.’1) of Art. 151, aftcT 
solving for /, 

, WV 500 X 2000 X 30 X 5280 „ . 

“ 97 = 32:16 X'4 x‘6b xliO X 00 = ’“‘'"'y- 

(6) At 50 miles per hour, the momentum is 

WV 500 X 2000 X 50 X 5280 ,, , 

2,2s0,2f)5 lb.-see. Ap8 . 


mv = — = - 

g 


32.10 X 00 X 00 


163. Generating Motion by Weights. —When motion in two 
or more bodies is due to the action of giavity on one of the 
bodies, the force causing the movement is, in geiujral, easily 
found, and when divided by the mass of all the boilios moved, 
gives a quotient that is the acceleration of each of the moving 

bodies. Thus, from formula (1), Art. 161, a ~ hence, if the 

force causing the movement is known aiij) the mass moved by 
this force is also known, tho acceleration can be found. The 
two problems that follow will make this clear. 

Problem 1. —In Fig. 86, a weight is shown resting on the top 
of a table, which will bo assumed to be a perfectly smooth hori¬ 
zontal plane surface; attached to the weight P is a cord, which 
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passes over a pulley and has weight W at the other end. If the 
part ah of the cord is horizontal and all resistances are neg¬ 
lected, find (a) an expression for the acceleration in terms of P 
and W\ (b) find the tension in the cord in terms of P and W; 
if P = 45 lb. and W = 72 lb., what is (c) the acceleration? (d) 
the tension in the cord? 

(a) W is caused to move downwards by the action of gravity, 
but gravity docs not directly move P because the force that 
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gravity exerts on P is counteracted by the reaction of the table; 
consequently, since P must move to the right when W moves 
downwards, the total mass moved by the action of gravity on 
W + P 

W is — - -h mass of cord + mass of pulley (in turning). The 

last two elements may be neglected in the present case, and the 

W + P 

mass moved may be considered as—-—. The force producing 
this movement is the weight of W\ hence, the acceleration is 

m w W + P 
Here f =w and m = — • 


(6) there were no friction (as is here assumed), and W were 
to move downwards with a imiform velocity, there would be 
no tension in the cord, because, since ab is horizontal and P moves 
in a horizontal direction, there is no component force acting up¬ 
ward. The conditions are exactly the same in respect to the 
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force acting on P as though the cord were cut and a force equal 
to that required to accelerate P were applied to the free end. 

p 

The mass moved would then be ^ y and this multiplied by the 

acceleration, the value of which was found above, equals the 
force required to accelerate P, and is equal to the tension in ab 
= T; it also equals the tension in cd, since the tension of the 
string is the same throughout. Therefore, 

T nui ^ X ^ y> \Y + 1^' 

(c) Since P = 45 Ib. and \V = 72 lb., 

Wg _ 72 X 32.10 _ .. . 


W+ P 45 + 72 


19.79 ft. per sec.^ Ans. 


If P and \V are interchangerl, the acceleration is 


45 X 32.19 


W + P 


= 12.37— ft. per si 


45 + 72 ... * 

id) The tension of the cord is 

^ PW 45 X 72 _ . 

+ 45 + 72 = 


If P and W bo interchanged, the tension of the cord will b(^ 
exactly the same as before, because, 
although the mass of the body on th(» 
table will then bo greater, the accidera- 
tion will be less, and in the same pro¬ 
portion. If friction be considered, this 
will not be true, since the force of 
friction will be greater in the latter 
case than in the former. 

Problem 2. —Suppose that the weight 
P be suspended at one end of the cord 
as shown in Fig. 87; neglecting all 
resistances, find (a) the acceleration, 

(6) the tension in the cord, the weights 
of P and W being the same as in Problem 1. 

(a) The moving force is evidently equal to TP — P, since W 
and P act in opposite directions. If IP = P, there will be no 
motion, since the system will then be in static equilibrium. As 
the result of the action of this force, P and IP both move, and 
since the force is constant, both bodies receive a constant acc(;l- 
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eration. 
eration is 

„ -fo - 


W + P 

The mass moved is —~—; consequently, the accel- 


55.38+ 11>. A ns. 


a ^'^0 - (72 -45)3^ - 7 422- ft oer sec » 

Am, 

(h) Tho ton.sion of tho cord will ho equal to the tension in ahy 
and this evidently equals the weight of P + the force required to 

P 

accelerate P] that is, since the mass of P is ^» 

r-z+^xa ^ + w + P W + P 

Clearing the right-hand member of fractions, combining and 
reducing, 

T- 2PTf _ 2 X 45 X 72_ ^ 

^ }Y -j_ p 72 4" 45 lb. 44n.9. 

It will be observed that the tension of the cord is here twice 
as great as in the arrangement of Problem 1; note, also, that 
interchanging the two bodies P and W will produce no other 
effect than to reverse the direction of rotation of the pulley. 

rW _ p)g 

Considering the expression a == ~ p ~) acceleration a 

may be made as small as desired by making the difference be¬ 
tween the weights of W and P sufficiently small. It is by means 
of a devi(!e of this kind that an accurate measurement of a can 
be made experimentally; and when a is known, the value of g 
can be found at once. Thus, suppose the pulley is very light 
and that its journals turn on ball bearings, thus practically 
eliminating friction; suppose further that tho cord is a fine silk 
thread, that W = 2 ounces, and P = 1.9 ounces. If, now, by 
accurate measuring and timing devices, it is found that W falls 

3.96 ft. in 3.1 hoc. then, by formula (3), Art. 131, a = 

2 X 3.96 

= —“ .8241 ft. per sec.^ The expression found above for 

1 , i. u a{W + P) 

the acceleration is a = i,. . r» ; from which q = —v,.- 

n -f- P W — r 

Substilliting the value of a, as just found, and W and P, 
.8!M1(2+1.9) 

g ^ —2^ i 9— 32.14 ft. per sec.^ 

a very close approximation to the value of gr at a place where 
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g = 32.16. The true value of g is one of the most important 
constants used in science. 

164. Effect of Friction. —Friction always opposes the motion; 
for most cases that arise in practice, it may be regarded as a 
constant force acting in direct opposition to the force j)roducing 
the motion. Thus, referring to Problem 1, of the last article, 
suppose the coefficient of friction is ju = .22 between P and the 
table top; then the normal pressure is P, and a force equal to 
.22P must he exerted before any mov('ment can occin*. Neglect¬ 
ing the friction of the pulley and cord, the force producing motion 
is W — .22P, and the acceleration is, the mass movi'd being the 

^ (72 - .22 X 45)32.16 
IF P 72 -f- 45 

= 17.07— ft. per sec.^ If the weights P and W be interchanged, 
(P - nW)g (45 - .22 X 72)32.16 
a = ^ == -^45 + 72-8.015+ ft. per sec." 

To find the tension of th(‘ cord, the force icHiuinKl to move P 

P 

and give it th(» acceleration due to the action of IF is pP + ^ a; 
substituting the value of a just found, 

r = 4. ^ V Clf - ^ *22)45 X 72 

^ V W +P W + P 72 + 45 

- 33.7K lb. 


same as before, a = 


The same value for T will ))e found if the W(*igbls are intor- 
changc'd. 

If it is desired to take into account the friction of the pulley 
also, the problem becoiiu's indeterminate, bt'caiise the normal 
pressure on tlu' f)ulley b(?aring cannot found until lh(' bmsion 
in the cord is known. This may Ih» approximat'd as closely as 
is desired by calculating T wlu'n the fricti<'n of th(i j)ull(^y is 
neglected; taking the valiK' thus obtained as the temsion, find 
the normal pressure on the bearing, and calculate the friction; 
this added to T will give a value 7"', which will Ihj cpiite near the 
actual value of the tension. A rept'titiort of the process will give 
a value T" that is v(*ry near the correct vahie. Thus, the re¬ 
sultant of the tensions in ha and cr/. Fig. *^6, evidently has tlu; 
direction ef; hef = Cff = do'’; and rf = T\/2. Taking the value 
of T just found, and assuming that the coefficient of fricjtion for 
the bearing is .02, the force of friction for the pulley is .02 X 
33.78\/2 = .96— lb. This docs not increase th() tension in a/y, 
the part of the cord betwec'n the pulley and P, but it does incrc'ase 
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the tension in the part cd of the cord. The effective pull exerted 
by W is, calling the force of friction of the pulley /, TY — 
sinc^o the friction of the pulley and the friction of P must be over- 
(?ome before there can be any movement. The acceleration, 

then'fore, is a' =- p~~ y tension m ah is T' 

- ' n . _ (1+ ^)P W-P f 

til + X ^r ^ p \y ^ p 

(1+mW _lb Tb. 

“ W + P w + P 45 + 72 “ 


tension in cd is 33.41 + .96 = 34.37 lb. 

It will be noted that the tension in the part cd of the cord is 
greater than in ah] this evidently must be so, because the fric¬ 
tion of th(^ j)ulley must be overcome before there can be any 
tension (pull) in ah. The result last obtained is accurate enough 
for all practical purposes. Note the difference between the re¬ 
sults obtained when friction is considered and those obtained in 
Art. 163, when friction was lu^glected. There is also a small 
force required to make the pulley turn; another small force is 
requircul to bend the cord, to overcome the friction between the 
(iord and the pulley, and the very small resistance offered by 
th(^ atmosphere, though these latter are generally neglected in 
practice. 

In the case of Fig. 87, the same method of procedure would be 
follow(Hl. Tlic pressure on the pulley bearing (which is vertically 
downwards) may be assumed to be twice the tension as calcu- 

2PW 4PW 

lated in Problem 2 of the last article, or 2 X = -^Y~.^rp' 

If the coefficient of friction be taken as /i' == .02, as before, the 
effe(*tive force causing acceleration will be W — P f, in which/ 
is the force of friction and equals 


fr + P 




.02 X 4 X 45 X 72 


The acceleration 
P 

= 55.38 


IS 


45 + 72 

(Tr-p-/)(7 


= .22+ lb. 


IS 


r = 

W +P 


p + ~ X , 


ir + p 

iv +p 

45 X .22 


and the tension in ab 

2PW -Pf _ 2PW 
+ P~ 


W + P W + P 
= 55.30 lb. The tension in cd is 
It will be noted that there is not 


72+45 

then 55.30 + .22 = 55.52 lb. 
nearly so much difference here as in the preceding case; this is 
because there is only one source of friction, and the coefficient 
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is very small, the result being that the force of friction is small 
as compared with that due to the weight sliding on the table 
top. 

156. Motion on an Inclined Plane. —Let ABCy Fig. 88, bo an 
inclined plane whose length is I and height is /i, and on which 
rests a body M that is free to move down the plane. Suppose 
the weight of the body is P, represented by the vertical line oa, 
which resolves into two components ha and oh \ then ha repi-esents 
the force urging the body down the plane and oh represents the 



normal pressure against the plane. The triangle's ACB and oha 

are similar; whence, th<i proportioii Jbii, on - 

AB = ly and BC ^ h) letting ah =- /, the force urging the body 
down the plane, and substituting in tin' proportion, 
f . Ph 

P~' V 


ft. . 

- ,, or/ - I 


p f 

The mass of the body is - ; hence, sinc(! a = , the? ae.e.(>ler)ition 

g VI 

Ph 

down the plane is a = ^ friction and othca- resistances 


d 


V '2s 

if tin 

the time it takes the body to dcsc^cnd th * entire length of tlui 
plane, then s = 1, and < - = I 1’be velo- 

1 

city of the body when it reaches A, thi' bottom of the plane, is 
11 
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^ z=z at = X I = V2^. If the body fell freely from B 
I \gh _ 

to C, its velocity on reaching C will be = \/2ghf which is ex¬ 
actly the same as that acquired in sliding down the plane. The 
time, however, will be different in the two cases. Thus, let 
i = the time recpiircd to fall through the height A, and let t' 
= the time required to slide down the plane; then, since v = gt 

= at\ “ X In other words, the time re- 

^ a gh h h ' 

'l 

ciuired for a body to slide down a smooth frictionless plane is 
ecjual to the time required for the body to fall through the 
height of the plane multiplied by the ratio of the length of the 
plane to the height of the plane. 

The fact that the velocity is the same no matter how the body 
travels from a point of higher level to one of lower level is an 
extremely important principle in dynamics. 


166, If the friction bo considered, these results will, of course, 
be modified. Referring to Fig. 88, let n == the coc'fficiciit of 
friction; then, the effective force /' acting in the direction oc 
will be/' = /—/i X From the similar triangles ei[>a and ACR, 

= from which, ob = --. But AC == v — h^- 

oa AB' * I V , 

in the last article, the value of/was found to be / == -y-; hence, 


y' ^ p _ and the accelera¬ 
tion is a = (A — VI* ~ A^). 

Suppose, for example, that angle A = 45°; then I = A\/2, 
and = 2A‘‘*. Substituting these values in the last expression 

for a, and assuming that /i = .18, a = ~}^2 ~ .18\/2A^ — A^) 


32J^ 

V2 


(1 — .18) = 18.65 ft. per sec.^ 


Neglecting friction, the value of a is 
fg gh 32,16 X A 


If the angle A 
32.16 
® " 2A 


I - hV2 - 

= 30®, I = 2h, and 

(A - .18\/4A>- A*) = 11.07 ft. per see.* 
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Neglecting friction, the valne of a is 
gh 32.16 Xh 

= 16.08 ft. jicr SCO..* 


a=y = 


2h 


The ratio of the two accolorations in Ihe^ first case is ^ l 


= ,826 and in the second case, 


11.07 

10708 


= .688+. It is evi¬ 


dent that the angle A may bo decreased until there will be no 
motion at all; this angle is the same as the angle of friction, 
which was previously defined. 

167. From what has been stated in Ai ts. 154-156| the reader 
will obtain a good idea of the effects of friction in retarding mo¬ 
tion. It is not advisable to pursue the sidiject further in an 
elementary work of this kind. It may l)e stati'd that in comuHv 
tion with the operation of machines, th(^ fri(^tion of th(^ separate 
parts as they move relatively t.o one another is seldom considia c'd, 
the resistances V>cing all grouped and considf^nMl as a wholes in 
ascertaining the efficiency of the machine. The subject of effi¬ 
ciency was discussed in Arts. 94-97. 


CENTRIFUGAL FORCE 

168. Central Forces. —Whenever a body moves in a curved 
path instead of a right lino, it is caused to do so by the action 
of a force normal to the direction of motion, or (dse tlu^ acting 
force has a component acting in this direidlon. As was shown 
in connection with Fig. 8o, a very short part of the path may be 
considered as a circular arc; then this normal force becomes a 
radial force, which acts toward the instantaiu'ous c(‘nt(a-. Foi cijs 
that act toward or away from a center are (alh^l central forces, 
and any force acting toward a center hasr(‘ceivedth(‘sp<‘cial name 
of centripetal force, llcferring to Fig. 85 (a), sui)pos(^ the body 
to move in a circles, with a uniform angular v<docity = w. The 
force exerted by the string, and which pulls on the ball, is the 
centripetal force. The reaction of the ball on thcj string is called 
the centrifugal force. The centrifugal l\.‘ce Ixdng a HMction 
only, it does not cause or tend to cause motion, but the centripe¬ 
tal force actually produces motion toward the cont<jr. If the 
ball revolve fast enough, the string will break, and the ball will 
no longer move in a curve, but in a right tangent to the circle 
that forms its path; whence the phrase '"flying off at a tangent.'^ 
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Although the centripetal force is the active force, still the centri¬ 
fugal force is equal and opposite to it, and both originate and 
cease at the same instant; and any motion that the body may 
have after they have ceased to act is due to the linear velocity 
that it had while moving in the curved path. 

169. Formulas for Centrifugal Force.—It was stated in Art. 
160 that the radial acceleration when a body moves in a circle 

is -- = ro)^ in which r is the distance from the center of the circle 
r ’ 

to the center of gravity of the revolving body, v is the linear and 
CO is the angular velocity of the center of gravity of the revolving 
body. Multiplying this by the mass of the body, the product 
will be the centripetal force = the centrifugal force = F. 


Therefore, 

„ mv^ wv^ 

F= = ~ (1) 

r gr 

Also, 

F == mreu^ = (2) 

Q 


If Tiy the numV)er of revolutions per minute is known, and r is 
taken in feet, then v (in feet per second) = = .10472rn. 

Substituting this value of v in formula (1), 

/.’ = ^ .00034 Iwm* (3) 

Formula (3) is the one most commonly used in practice for 
finding the value of the centrifugal force. 

Etcamplk. —If a ball weighing 12 lb. revolve in a horizontal plane at the 
rate of 180 r.p.m., and the distance of the center of gravity of the ball from 
the axis of revolution is IS in., what is the centrifugal force, neglecting the 
weight of the arm (connecting the ball to the shaft about which it revolvcjs? 

Solution. —Using formula (3), and remembering that r must be ex- 

18 

pressed in feet, F - .000341 X 12 X ^2 

160. Examples of centrifugal force are frequent in every-day 
life. When a street car goes around a curve, there is a tendency 
for the passenger to be thrown toward the outer rail. Where 
railwai^ trains go around curves at high speed, the outer rail 
is raised, which counterbalances the centrifugal force; otherwise, 
the train would either leave the track or would turn over. A 
bicycle rider accomplishes the same result by bending his body 
sideways, so that he leans toward the center of the curve he is 
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traveling. When belts are run at high speed, the centrifugal force 
causes iJie two parts (driving side and driven side) to spread 
apart, thus increasing the belt strains and lessening the arc of 
contact, which reduces the hold of the belt on the pullej^ and 
decreases the driving power. When a locomotive scoops up 
water from a trough between the tracks while running, the effect 
is secured by centrifugal force, the water being guided in a curved 
pipe from the trough to the tank; the faster the speed of the loco¬ 
motive, the greater the centrifugal force and the more water that 
will be supplied to the tank. 

161. Flywheels and Disks. —When a flywheel or disk, an 
emery wheel, for example, revolves at a high rate of speed, the 
centrifugal force may become so great that the fl> wheel or disk 
will burst. In the case of flywheels having arms connecting the 
hub with the rim, it is not easy to calculate the exat^t effect of 
the centrifugal force, in fact it is practically impossible. In 
order to be on the safe side, it is usual to disn^gard the arms 
and consider the rim only, in whicdi case the offend of tlui 
centrifugal force is to separate one half of th(‘ rim from the 
other half. The weight of one-half the rim is calculatc'd and 
substituted in formula (3) of Art. 169, and the result divid(‘(l by 
TT = 3.1416. The reason for dividing by r is that (‘ach i)ar(ic]e 
of the rim is acted on in a radial direct ion, and th(' sum of the 
components normal to the plane of the section at whic^h the 
break occurs, those on one side acting in the opposite din^edion 
to those on the other side, is equal to the centrifugal forces of 
one-half the rim divided by tt. It is also cusf-omary to take the 
radius r as the distance from the center of the shaft, to the inside 
of the rim, instead of calculating the (amtor of gravity of a cross 
section of the rim and using the radius to tliis point for r. l<\)r 
cast-iron flywheels, it is not considered advisable^ to hav(i the 
peripheral velocity v exceed materially “a mile a minuteit 
ought at any rate to be less than 6000 ft. per min. 

For flywheels and disks, therefore, the centrifugal force F' 
may be expressed by the formula 

f' ^ = .(morA27rvrn‘ (1) 

2 X 3.1416 

in which w =* the weight of the flywheel rim or disk. For fly¬ 
wheels, r Is the radius to the inside of the rim; for disks, r is the 
radius to the center of gravity of one-half the disk = .4244IF, 
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where R = radius of disk (see Art. 112). Substituting the value 
of r in (1) 

F" == .00005427^4; X . 42441 / 27^2 == ,00002SwRn^ (2) 

in which F" = the centrifugal force of the disk. 

Note. —It is to be understood that the value of the centrifugal force as 
calculated by fonnulas (1) and (2) of this article is the force that tends to 
separate one half of t)je flywheel rim or one half of a disk from the other 
half, due to the revolution of the flywheel or disk. 

hbeAMPLE.—A certain flywheel rim has the following dimensions: outside 
diameter = 14 ft., inside diameter = 12 ft. 6 in., width of face = 22 in. 
If the rim has a rectangular cross-section and is made of cast iron weighing 
.2604 lb. per cu. in., what is the centrifugal force of the flywheel when 
running at 120 r.p.in.? 

Solution. —First calculate the weight of the rirn. I'he mean diameter 
is = 13.25 ft. = 159 in. The thickness of the rim is 2 ' 

« .75 ft. = 9 in. Hence, the weight in w ^ ir X 159 X 22 X 9 X .2604 
~ 25,755 lb., and the centrifugal force is, by formula (1), 

F' = .00005427 X 25,755 X”X 120* = 125,8001b. Ans. 

it 


EXAMPLES 

(1) A ball weighing 5 lb. revolves in a horizontal plane; the distance from 
the center of gravity of the ball to the axis of revolution is 16} in. and the 
ball makes 220 r.p.m. What is (a) the centrifugal force of the ball? (5) the 
linear velocity of the hall? (c) the angular velocity? 

r (o) 113.5-lb. 

Ansi, I (6) 31.678 ft. per sec. 

i (c) 23.038 radians per sec. 

(2) An emery wheel runs at 1600 r.p.m.; if its diameter is 10 in., what is 
the centrifugal force tending to burst it, its weight being 24 lb.? 

Ans, .588.8 lb. 
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EXAMINATION QUESTIONS 


(1) A ball rolls down a frictionloss plane, the height of which 
is 18 ft. and length of base is 81 ft. If tlu' ball has an initial 
velocity of 44 ft. per sec., (a) what will bo the vcdocity at. the 
lower end of the plan('? (6) how long will it take the ball to travel 
the length of the plane? 


(a) .)5.G2+ ft. per sec. 

(b) 1.0(36— sec. 


(2) Referring to Quc.stion 1, if the ball were caused to travel 
up the plane, the oth(*r (M)nditions being the same as before, (a) 
what will bo its velocity whiai it rea(*h(‘s th(‘ top? (6) how long 
will it take the ball to travel the length of tlu^ idane? 

I (a) 27.00— ft. per se(;. 

I (b) 2.808+ .s(‘c. 

(3) A heavy hammer is dropped from the top of a high build¬ 
ing; a man stands 400 ft. from the point on tla? ground where it 
strikes. If 6.52 s('c. elapse Iroin the* tiiiK? th(^ hammer starts to 
fall until the sound of the fall is heard, how high is the building? 
Take the velocity of sound in air as 1090 ft. per six*. 

An.s'. 609 ft. 


(4) An automobile traveling at tlui rate of 50 mi. p(*r hr. is 

stopped in 120 ft. Assuming that the fon*e that brings the car 
to a stop is a steady c»ne, (cr) what is the acc(*leration (h) how 
long will it take to stop the machine? . [ (a) 22.41 ft. per sec.'^ 

“ I (6) 3'Hi 

(5) A block of pulpwood, weighing 88 lb. leaves a horizontal 
overhead conveyor with a velocity of 4.5 ft. per min. anil falls to 
the level ground below in 2.1 sec. How high is the conveyor? 

Ana. 70.9 ft. 


167 
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(6) Referring to example 3, Art. 133, suppose the height of lift 

had been 625 ft. and that the total time of hoisting was 15 sec. 
If 3 sec. were required to accelerate the load from rest to the mean 
velocity and sec. wore required to stop it, then neglecting fric¬ 
tion and other hurtful resistances, (a) what would be the tension 
in the rope at start? (6) in the middle of the hoist? (c) when 
stopping? Total load moved is 8500 lb. f (a) 12,950 lb. 

Ans. (b) 8,500 lb 
[ (c) 2,567 lb. 

(7) A stream of water issues from a nozzle in a horizontal 
direction and strikes the ground 25 ft. (horizontally) from a 
point vertically under the nozzle. If the nozzle is 6 ft. 9 in. 
above the ground, what is the velocity of the jet? 

Ans, 38.6 —ft. per sec. 

(8) A ball is thrown vertically upward, and 7.8 sec. elapse 
before it returns to the hand; how high did it go? Ans. 245 ft. 

(9) The outside diameter of the flywheel of an engine is 92 in., 

width of face is 14 in., and thickness of rim is 5^ in. Taking the 
weight of a cubic inch of the metal as .28 lb., what is the centri¬ 
fugal force tending to separate one half from the other when the 
flywheel is making 250 r.p.rn.? Ans. 67,070 lb. 

(10) The dryers on a paper machine are G feet in diameter, if 

the machine is running 900 ft. per. min how fast are the dryers 
turning in revolutions per minute? Ans. 47.75 r.p.rn. 

(11) A beater roll, 60 in. in diameter, makes 106 r.p.rn. what 

is (a) the angular velocity? (6) the linear velocity of a point on the 
circumference in feet per minute? . (a) 11.1 radians per sec. 

(6) 1665 ft. per min. 

(12) A shell weighing 880 lb. is fired from a gun with a velocity 
of 2150 ft. per sec.; what is its momentum? Ans. 58,831^Ib.-sec. 

(13) An autoinobili' weighing 3300 lb. is traveling at the rate of 
2 mi. per min.; (a) what steady force will bring it to rest in 10 sec.? 
(6) how far will it travel in being brought to rest? 

. f (a) 1806 lb. 
[(6) 880 ft. 

(14) Referring to Fig. 86 and taking the coefficient of friction 
betwcejj|the weight and the table as .25, what is (a) the tension 
in the cord when P = 112 lb. and W = 86 lb.? (b) what is the 
acceleration of P? Neglect all other hurtful resistances. 

' (a) 60.8 lb. 

(6) 9.421 ft. per sec.* 


Ans. 
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(15) A ball weighing 28 lb. revolves in a horizontal plane 
against a ring, making 150 r.p.in., as in a certain type of j)ul- 
verizers; what is the centrifugal force, if the distance between 
the axis of revolution and the center of the ball is 45 in.? 

Ans, 805.6 lb. 
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DYNAMICS 


WORK, ENERGY, AND POWER 

162. Relation between Work and Kinetic Energy. —In PhT/sics^ 
it was stated that energy is the ability to do work and that 
kinetic energy is energy of motion; it was also stated that energy 
and work are equivalent and both arc measured in the same 
units. 

The work done in raising a body whoso weight is w through a 
vertical height h is wh; the same work will be doiu^ if (he Ijody 
falls through the height h, and if (he body falls freely, the kini^tic 
energy after falling through the height k will be exaidJy c^qual tx) 
the work that must be done to raise the body (hrough the height 
h. Let Ek = the kinetic energy; then Ek = wh. By formula 


(8), Art. 142, h == hence, Ek 
w 

g 


w X o- r>~r 


siiKiC 


= m. 


wv^ 

2(J ” 2g 

Therefore, the kinetic energy of a moving body may 


be written 


Ek = Iniv^ 


wv^ 

2g 


If V is expressed in feet per second, g must be expressed in feet 
per second per second; that is, the veloci(y element (say f(3ct jier 
second) in g must be the same as that used to exjiress n. The 
weight w may be in pounds, grams, kilograms, or tons; in the 
latter case, the unit of energy (and work) i.s the foot-ton, when 
the unit of length is taken as the foot. The above formula will 
give the kinetic energy of any moving body whi^n its wcjight and 
velocity are known. Thus, if a shell fired from a gun w<*ighs 
960 lb. gnd has a velocity on leaving the muzzle of the gun of 

171 
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2150 ft. per sec. (called the muzzle velocity), the energy of the 

X 2 150^ fionnnnnn ff ih - 
2 X 32.16 69,000,000 ft.-lb. - ggoo 


shell is Eh == 


= 34,500 ft.-tons; this is exactly equal to the amount of 
work that would be required to stop the shell. If this work were 

all to be turned into heat, it would be equivalent to 

= 88,700 B.t.u. If the specific heat of the material composing 
the shell be taken as .117, the number of B.t.u. required to 
heat the shell 1 degree is 060 X .117 = 112.3 B.t.u. Conse¬ 
quently, if all the energy were expended in heating the shell, its 

, , , . , 88,700 ^ 

temperature would be raised ^12^ ~ 

Observe that if a moving body have a velocity v and its 

f> 2 

direction be vertically upwards, it will rise to a height ^ ^ 2g' 

in falling, it can do work to the amount xoh. Therefore, the 
kinetic energy Ek is eciual to the work wh that the body can do. 

163. Units of Work.—When using the English system of 
measures, the unit of work is always taken as the foot-pound; it 
is the work done when a fon^e of one pound ac^ts continuously 
through a distance of one foot, and is equivalent to raising a 
weight of one pound through a height of one foot. When the 
e.G.S. system is used, the unit of work is called the erg, which is 
the work done when a force of one dyne acts contin^iously through 
a distance of one centimeter; in other words, 1 erg = 1 dyne- 
centimeter. 

The dyne is defined as the force that will give a mass of 1 gram 
a velocity of 1 cm. per see. in 1 sc'cond; that is, it will give a 
mass of 1 gram an acceleration of 1 cm. per sec^. The relation 
between the dyne and the jxiund is easily found: thus, to calcu¬ 
late very accurately, 1 kilogram = 2.204622341 lb.; hence, 1 
gram = .002204622341 lb. 1 meter = 3.28084275 ft.; hence, 
1 cm. « ,0328084275 ft. g = 980.665 cm. per sec^. Then, 
since by formula (1), Art. 161, / = /ao, and as / in this case is 

1 dyne, m is — -—t and a = 1 cm. per sec.^ 


g 


1 dyne = 


.0 0220462 2341 
980.665 X .03^084275 


X .0328084275 


.002204622341 

980.665“ 


= .000002248089 lb. 
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The erg = 1 dyne X 1 cm. = X .0328084275 

= .00000007375627 ft.-lb. The erg is too small a unit for 
practical work; hence, what is called the joule is used in place 
of it, 1 joule being 10,000,000 = 10’ ergs. Therefore, 

1 joule = .7375027 ft.-lb. 
since .00000007375627 X 10’ = .7375627. 


From the foregoing, 

1 ft.-lb. = 


_1 _ 

.7375627 


1.355817 joules 


The dyne, erg, and joule belong to what is called the C.G.S. 
system of units, which is used universally by scientists and in 
electrical engineering. The expression C.G.S. is an abbreviation 
for centimeter-gram-second. In practical calculations, the joule 
may be taken as .73756 ft.-lb. and one foot-pound may be 
taken as 1.3558 joules. 

164. In the metric system, the unit of work is the meter- 
kilogram, which corresponds to the foot-pound in the Knglish 
system; it is the work required to raise 1 kilogram through a 
height of 1 meter, and it is equal to 1 kilogram X 1 meter = 
2.204622341 X 3.28084275 = 7.2330192 ft.-lb. (approximately 
7.233 ft.-lb.). The relation between the meter-kilogram 

(m.-Kg.) and the erg is easily found. From the definition of 
1 gram , . , _ 1 gram 


the dyne, 1 dyne = 930.665 
1 gram X 1 cm. 

980.665 


hone.,, 1 erg = X 1 .nn. 

7 from which, 1 gram X 1 cm. - 9S().()()5 (^gs. 


Multiplying both sides of this equation by 1000, 

1000 grams X 1 cm. = 1 kilogram X 1 cm. == OHOfifjr) (^rgs. 
Multiplying both sides of the last equation l>y HK), 

1 kilogram X 100 cm. = 1 kilogram X 1 m. = 98,066,500 ergs. 
But, 1 kilogram X 1 meter = J meter-kilogram; lamce, 

1 meter-kilogram = 98,066,.500 ergs == 9.80665 joules. 
Now, since 1 joule = .7375627 ft.-lb., 1 rn.-Kg. = 9.80665 
X .7375627 = 7.2330192 ft.-lb., the same value that was 
previously found. 

It is also evident from the above that 

1 gram = 980.665 dynes, 

1 kilogram = 980,665 dynes, 

1 ft.-lb. = 7 2330192 -1^825485 in.-Kg. 
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165. Power. —Suppose a certain machine can raise a load of 
500 lb. 6 ft. in 3 sec., and that it takes another machine 15 sec. 
to accomplish the same thing. The useful work done is 500 
X 6 = 3000 ft.-lb. in both cases; both machines have performed 
the same work, but the first machine has done it in one-fifth 
the time that it took the second machine. The first machine is 
therefore more powerful than the second; it (;an do five times the 
work in the same time, and is said to have five times the power 
of the second machine. 

Power is the rate of doing work; it is equal to the work done in 
a certain time divided by the time. Thus, l(^t / = the force 
acting or the resistance overcome, s = the space through which 
the force acts or through which the resistance was overcome, and 
t = the time; then. 


PowcT 


fs _ work 
t time 


Referring to the last paragraph, the power of the first machine is 
500 X 0 

•—_ 1000 ft.-lb. p(»r se(5., and the power of the second 
. 500 X 6 

machine is —— = 200 it.-lb. per sec. 


When using the English system of units, the unit of power is 
generally taken as 1 foot-pound ))er second or 1 foot-pound per 
minute, the work being measured in foot-pounds and the time 
being taken in seconds or minutes. For example, supi)oso a man 
can exert an average force of 30 lb. on the handle of a windlass 
for 55 sec.; if the radius of the handle is !(> in., and he makes 
20 complete turns of the handle during the tinu' stated, how 
many units of power does he expend? Hen^, the force acts 
through a distance of 2 X 16 X 3.1416 X 20 -5- 12 = 167.55 ft. 


Hence, the power expended is — = 91.39 ft.-lb. per 

sec. « 91.39 X 60 = 5483 ft.-lb. per min. That is, he works 
at the rate of 91.39 ft.-lb. of work per sec. or at the rate of 
5483 ft.-lb. of work per min. 


BIxampus.—A man lifts a barrel of flour wei^hiuK 204 lb. 15 in. in \ sec.; 
what pov|pr does he exert? 

Solution,—P ower =510 ft.-lb. per sec. Ans. 

X .o 


166, Horsepower. —The unit of power as above defined is too 
small for measuring the power of large machines and mechanism; 
that is, the resulting numbers would be too large for convenient 
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use. For this reason, the practical unit for power measurement 
is the horsepower, which is defined as 33,000 ft.-lb. of work per¬ 
formed in 1 min. Letting // the horsepower, / = the force 
in pounds, s = the distance (space) in feet through which the 
force acts, and t = the time in minutes, 

H = 1 ^ 

33000^- 

If the time* be ineasur(.‘d in s(*eon(ls, n'pn sent it by then 
t = substituting this valu(‘ of i in fonnula (1), 


II 


t*>0/.s- 

33000/. 


A’ 

ooO/. 


( 2 ) 


Therefore, a horsepow(‘r may b(' d(‘tim‘d as ooO fi.-Ib. of work 
performed in 1 second. A hors(*p()W(‘r may also Ix' defined as 
33000 X 60 = 1,980,000 ft.-lb. of work jxa fornuHl in one hour. 

It is to be n()t(‘d that power and hors(‘pow('i’ iwr rdrs of doing 
work; they do not mean that the time* sp(*nt in doing tin* work is 
I sec., 1 min,, or 1 hr., but that the* work is proportional to the 
work that would be done in those* times. In the* (‘xarnph* of the 

last- article, the time was .o sea*., which is (Miual to 

()0 X ()t) 

^_1 .5 1 

* 7200 

of the 


,0 

6(1 


120 


— 2 s(*c.; there* 


fore*, the* he)rse*povve*r' 

. ^ 201 X lo 204 X lo 

man is H ^ , ^ X 12 'wO X .5 X 12 

204 X 15 


.027 + 


.0/'. 


.5.')0 X .5 
he)rse*pe)we*r. No 


1980000 X X 12 
man could exert so great a power for any l(*nglh of time, but he 
maybe abk* to do so for a v(*ry short lime. If tlie^ work were 
performeei hy a machine*, the hors(*pe)W<'r eif tin* machine*, ne'gle^ct- 
ing all hurtful resistances, woulel be* .9^^^ horse*[)ower; and if 

the machine were to operate continuously for 1 hour at this 
rate, it would perform 19800000 X - 1,836,000 ft .-lb. of 
work. 


167. In the C.G.S. system, the unit of fiower is 1 joule; per 
second, which is called a watt. L(*((ing p power, in watts, w 
== work or energy, in joules, and t ~ time, in seconds. 


P = ^ ( 1 ) 

w = pt (2) 


and 
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The relation between the watt and the horsepower is easily 
found. By definition, 1 watt =- 1 joule per second; 1 horsepower 
= 550 ft.-lb. per sec.; hence, since 1 ft.-lb. was found to equal 
1.355817 joules, 550 ft.-lb. - 550 X 1.355817 = 745.69935 joules, 
and 1 horsepower = 745.7 joules per second = 745.7 watts. In 
practical engineering calculations, it is customary to consider 
1 horsc'power as equal to 746 watts. Since the watt is rather 
small for a practical unit, it is customary to express the power of 
large machines in terms of the kilowatt, which is 1000 watts. If 

the horse[)ower b(* taken as 746 watts, 1 kilowatt = 

= 1.340483 hors(»power, and is commonly taken as 1.34 horsepower 
or, roughly, as J- 3 - horsepow(‘r, which is close enough for most 
practical purposes. 'Fhe true value, however, is 1 kilowatt 

~ 74 V 6 ^t ^35 ” horsc'power. Since' it is a difficult 

matter to measure the output of a machine with any great de¬ 
gree of exactness, 1 kilowatt may usually be taken as equal to IJ 
horsepower and 1 horsepower as f kilowatt. If greater exactness 
be required, 

1 kilowatt = 1.341 horsepower, and 
I hors(*power = .7457 kilowatt 

168. In the nu'tric system, 1 horsc'power is considered to be 
75 meterkilograms per second. Since 1 m.-kg. = 7.2330192 ft.- 
lb., 

1 metric horsepower = 75 X 7.2330192 == 542.47644 ft.-lb. per 

sec. 

542.47644 
550 

say 98.632 % of th<' English horsepower. Also, 1 English horse- 
550 

power - 542*47644 ^ 1-013869 metric horsepower, 1 metric 
horsepower = .74.569935 X .9863208 = .7354988, say .7355 
kilowatt, and 1 kilowatt == 1.359622, say 1.3596 


Therefon', the in<*tric horsepowc'i* is onl>' 


.9863208, 


metric horsepowc'r. 

Exa^IP^e.—I f the output of a certain dynamo is 436 kilowatts, (a) how 
many horsepower is this equivalent to? (h) how many metric horsepower? 

Solution. —(a) The number of horsepower would usually be estimated 
as 436 X I =» 581 horsepower. More .accurately, it would be 436 X 1.34 
584 H.P. Very accurately, it would be 436 X 1.341 = 584.68 H.P. Ans, 
(h) The metric horsepower is 436 X 1.3596 ** 592.79 m. H.P, Ans, 
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169. Graphical Representation of Work. —If a constant force 
/ act through a distance the work done is represented by the 
product of the two factors / and s, or tc - f X s. If the length of 
a rectangle be represented by s and the breadth by/, the area is 
the product of these two factors, A ^ f X s. Ck^nsequently, if 
the length of a rectangle be made equal to the distance through 
which a steady force acts, to some convenient scale, and the 
breadth (height) of the rectangle 1)0 made equal to the force, to 
some convenient scale, as indicated in Fig. 80 (a), the area of 
the rectangle will be force X distance, and this product will 
represent the work done to some scale, which will b(‘ equal to 



the product of the scale of force and the scale of distance. For 
example, s5uppose a force of OS lb. to act through a distance of 
136 ft. If the scale of distance's be 40 ft. = 1 in. and tlu^ scahi 

of forces be 30 lb. = 1 in., OA in Fig. 80 fa) — - 21 % in., OC 

1QA 

= "47)" ~ — A = 2jn X 3.4 == 7.7iV>- ^l"he 

product of the scales is 30 lb. X 40 ft. = 1200 ft.-lb.; hence, 
1 sq. in. on the diagram represents 1200 ft.-lb. ot work. There¬ 
fore, the work done is 7.7iV X 1200 = 0248 ft.-lb. But, the 
work done is also equal to 68 X 13t) = 0248 ft.-lb., the same re¬ 
sult as before. Evidently, the product of the scab's is anotlu'r 
scale that shows what ascpiare inch of area i^ orc'sents; thus, in the 
case just mentioned, the product of the scubas is 1200 ft.-lb., and 
1 sq. in. = 1200 ft.-lb. 

170, If the force is not constant, the work done can still be 
represented by an area. For instance, referring to Fig. 89 (6), 
let OX and OY be the coordinate axes at right angles to each 
12 
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other. Let OC, measured on OX, represent the distance through 
which the force acts; at various points a, 6, c, etc. between O and 
C (the more the better), erect ordinates aa', bb', rc', etc. and 
make their lengths equal the forces acting at a, 6, c, etc. 
Through these points, draw the irregular line ADEFB; then, the 
area OADEFBC represents the work done while the variable 
force acts through the distance OC. For, finding the area by 
Simpson's or the trapezoidal rule, and dividing it by the length 
OC (actual area and actual length), the quotient will be the mean 
ordinate OA' = CB'; drawing A'B' parallel to OX, OA'B'C is a 
rectangle, and its area is necessarily equal to the area of the 
figure OADEFBC — OA' X OC = fm X s, in which the 

moan ordinate OA', which, in turn, is the average force exerted 
throughout the distance OC; in other words, the work done is 
(•(juivalent to the work done by a conMant force OA' acting 
through th(3 distance OC. It is to be not(‘d that th(? arc'a of 
DEF = area A'DA + B'FB; that is, the line A'B' cuts off as 
much area above the line and under the curve ADEFB as is 
included between the line and the ciiiwe below it. 

171. A case of steady pressure, practically speaking, is the 
discharge of a steam pump; here a column of water whoso 
length is equal to the total height of lift is raised a distance (Kiual 
to the st roke at every stroke of the piston or plunger. A (^ase of 
varying pressure is the cylinder of a steam engine; the steam fol¬ 
lows the piston at full pressure for a part of the stroke; it is then 
cut off and expands, the pressure rapidly falling, until the ex¬ 
haust port opens; the pressure then drops very nc^arly to the 
pressure of the atmosphere, and remains at that pressure on the 
return stroke until the exhaust port closes, when the steam is 
compressed, the pressure rapidly rising, until the end of the re¬ 
turn stroke is reached. By means of an instrument called an 
indicator, a line is drawn on a sheet of paper that indicates the 
pressure on the piston at every pai-t of the stroke; the outline 
so drawn is called an indicator diagram. 

An indicator diagram is showm in Fig. 90. Before any steam 
is allowed to enter the indicator from the cylinder, the lino AB 
is drailfc; this is called the atmospheric line, and it indicates the 
pressure of the atmosphere. The diagram begins at C, where 
the full steam pressure is on the piston urging it ahead; this con¬ 
tinues until the point D is reached, when the steam is cut off. 
The steam expands from D to E, where the exhaust port opens. 
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F is the end of the stroke. On the return stroke, the pencil traces 
the line FGHCy the exhaust port closing at H and the steam 
is compressed during that part of (he stroke included between 
// and AC, While not strictly correct, the pressures indicated 
by the line FGHC may be considered as being on the opposite 
side of the piston during the forward stroke of the piston, and 
as opposing the pressures indicated by the line CDEF, Hence, 
the working pressures will be difference between these, and they 
will be represented by lines drawn perpendicular to AB and in¬ 



cluded between CDEF and FGHC. The an^a CDEFGIfC di¬ 
vided by the length AB gives what is called th(^ mean effective 
pressure; it is iho. average pn'ssure (specific i)n*ssiir(') transiniticHl 
to the crosshead. Suppose the indicator spring is such that 1 
inch measured on an ordinate of the diagram r(‘pres(mts 00 lb 
per sq. in., then, if AC is 1.97 in. long, it repr(‘S('nts 1.07 X 00 
= 118.2 lb. per sep in. Divide the rliagram into 10 ecpial parts, 
as shown, and find the area by Simpson’s oi* the trapc'zoidal ruh) 
(the latter will usually be accurate enoi^b for this purfK)se); 
suppose the area so found is 4.42 sep in. 4die line AB (length 
of diagram) can gen(*rally be madci to have any conveni(‘nt 
length; suppose that in this case, the length is 4 in. Then th(» 
mean effective pressurci is 4.42 4 X 00 — 00.8 lb. per sq. in. 

If AM be laid off equal to 4.42 -r 4 ~ l.lOo in. and MN he 
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drawn parallel to ABj the rectangle AMNB will have the same 
area as the diagram. 

The pressures above AB are gauge pressures. To represent 
absolute pressures, take a reading of the barometer to find what 
the atmospheric pressure is; otherwise, call it 14.7, say 15, pounds 
per sq. in., and lay off AA' = = J in. Draw A^B* parallel 

to AB; then any ordinate measured from A'B' to the curve will 
give the absolute pressure at that point. For instance, if the 
point p on AB is 1.6 in. from A and the stroke of the piston is 
28 in., p represents the position of the piston when it has completed 

28 X ^ = 11.2 in. of its stroke. Draw the ordinate ab, and if 

ab measures 1.64 in. and ac measures .33 in., the pressure urging 
the piston ahead of this point is 1.64 X 60 = 98.4 lb. per sq. in., 
absolute, the pressure on the other side of the piston opposing 
this motion is .33 X 60 = 19.8 lb. per sq. in., absolute, and the 
difference = 98.4 — 19.8 — 7<S.6 lb. per sq. in. is the effective 
pressure urging the piston ahead and acting on the crosshead. 
The length of cb is 1.64 — .33 = 1.31 in., and 1.31 X 60 = 78.6 
lb. per sq. in., as before. 

Suppose the diameter of the piston discussed above is 22 in. 
and that the engine runs at the rate of 160 r.p.m. If the engine 
is double-acting, as is usually the case, it makes 2 strokes for 
every revolution, or 160 X 2 = 320 strokes per minute. The 

28 X 320 

piston therefore travels -jg-~ 74^1 ft. per min. The 

total average pressure on the piston is .7854 X 22^ X 66.3 
= 25,203 lb. = the force, which in one minute acts through a 
distance of 746^ ft. Consequently, the work done in 1 minute is 
25203 X 746§ = 18,818,240 ft.-lb. The horsepower of the 
. . . 18818240 _ 


engine is, therefore, = 570.25 H.P. 

Let H « the horsepower, P = the mean effective pressure 
in pounds per square inch (determined from the indicator 
diagram), L = length of stroke in feet, A = area of piston in 
square inches, and N = number of strokes per minute; then 

^ PLAN 
^ 33000 

That this formula is correct is readily seen from the preceding 
calculation. Thus, P X A is the force, L X N is the distance, 
and P X A X L X N^P X L X A X N = PLAN = work done 
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ill one minute, and this divided by 33000 is the horsepower. 
This formula is very easy to renieinber, as the letters form the 
word plan, 

172. The above formula for horsepower may be given a form 
that will adapt it to any machine that is operated by a fluid or 
which discharges a fluid. Let J* = jnessure in pounds per 
square foot, p = pressure in pounds per scjuare inch, A = area 
in square feet, and a — area in sciuare inches; then the above 
formula would be written 

j, _ pLaN 
33(H)0 


But, A = YiAf which, a - M4.1; substituting this vj^e, 

of a in the formula, /' ‘ 

H4pLAX I ;r. 

33000 \ .. 

Now Zi X A = the volume of the cylinder in cubic feet = \^luine 
displaced by the piston in oik' strokes, and L X AX N— vol¬ 
ume in cubic fe(*t displaccul by th(‘ piston in N strokes = volume 
displaced in 1 minute; representing this volume by V and sub¬ 


stituting in the last equation, 

I44p]' 


II - 


33000 


PV ^ 
33000’ 


since 144p = P, the pn'ssun- in p<»unds jX'i* s(iuare foot. 

This last formula may ))e appli(‘d to any ma(4iin(‘ operated 
by a fluid (liquid or gasj or which dis(4iarg(*s a tlui<l, p i>c‘ing the 
average pressures of th(‘ fluid in j)ouiids per scpiaie iinh, 7 th( 
pressure in pounds per s(iuare foot, end V th(‘ volume displac<‘<l 
or discharged in cubic fe(*t per minute. 

Example 1.—A mine ventilutiiiK fan <li'livi'r.s in. ft. of air per 

minute under a pressure of 4.25 ll>. per m|. ft. U tl.e efli.-ieni y of t.ie fan is 
78%, what horsepower is nKpiircfl to (iprrntc it; 

SoLUTiON.^ince the pressure is in pounds jmt s(iuare foot, 

_ PV __ 4.20 X 221)00 ^ 2.Ky.i II. 0. ^ horsepower required 
“ 33000 “ 330(K) . 

to move the air. Since tiie eniciency of ti.e fan . 78%, tl,- power reipnred 

to operate it = 2.833 + -78 == 3.<)3 II. !’• Anx. 

In any problem involving honsepower or power m, asuremi nts 
of any kind, it is not advisable to use more than 1 tree or fmir 
significant figures in the final result, on account of difficulties m 
making accurate measurements. 
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Example 2. —An electrically driven pump raises water to a total height 
of 67 ft. If the efficiency of the pump is 84% and it delivers 90,000 gallons 
of water per hour, what power in kilowatts is required to operate the pump? 
Solution. —Taking the weight of a cubic foot of water as 62.4 lb., 

1 United States gal. weighs “ 8-34 J lb. For practical purposes, 

this is best taken as 8J — Y = 'if Ih. = w(;ight of 1 gal. of water (the 
Imperial-British-gal. = 10 lb.); hence, 90,000 gal. weigh 90000 X V 
» 750,000 lb., which is raised 57 ft. in 1 hour. Using formula (1), Art. 166, 

750000 X 57 , 

" “ 33(K)(r>riio 


Since the efficiency is .84, the horsepower recpiired to operate the pump 
is 21.6 -r- .84 == 25.7 II.I*. Taking 1 horsepower as I kilowatt, the power 
in kilowatts is 25.7 X 3 = 19.8 k.w. Arat. 

The calculation might have been performed as follows: 90000 gal. 

= . = 12,030 cu. ft. = the volume of water discharged. 


A column of water 1 ft. sipiare and I ft. high contains 1 cu. ft. and exerts a 
pressure of 62.4 lb.; hence, a column of water 1 ft. high exerts a pressure 
of 62.4 lb. per sq. ft. Since the water is raised 57 ft., the total pressure 
exerted is 62.4 X 57 lb. per sq. ft. Therefore, using th(^ formula above 


given, II 


PV 

33000 


62.4 X 57 X r2(m 

mm X 60 


21.6 H.P. 


This result is the 


^ame as was previously found. Divisiem by 60 is required in order to reduce 
the volume per hour to volume per minute. Values have b(‘en calculated only 
to three significant figures because the weight and volume of the water as 
given and calculated is not correct to more than that number of figures. 
In cases of this kind, greater accuracy in calculation is not only unnecessary 
but it is also misleading. 


173. Buying and Selling Power.—Power, or rather work, can 
ho bought anil sold as though it were a eoininodity; in fact it may 
l)c considered as a commodity, an article of commerce. Note, 
however, that power is rate of doing work; it is a unit of compari¬ 
son, not of quantity, and can consi'quently neither be bought nor 
sold, though the term ‘^buying power'’ frequently occurs in en¬ 
gineering transactions. What is really bought and sold is work, 
as will be readily apparent from the following considerations. 

Suppose a man has a 10-horsepower engine, and instead of fur¬ 
nishing his own ‘*i)owcr" to operate it, he buys it in the form of 
steam delivered from a heating plant. Obviously, he cannot 
buy because the length of time he runs his engine will 

determine the amount of steam used, and the engine will be rated 
at 10 H.P. whether it runs for 1 second or 1 year. He may 
arrange to pay a certain price for every hour that his engine runs, 
in which case, the price will be based on what is called the horse- 
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power-hour. Let H = the horsopowc'i* of the eiifijine, w = the 
work done in t hours; then, H 


w 


33(H)() X (>0 X t 


w 

r^HOlKK)^ 


U t = 1 hr., then H = 


w 

iosoVkk) 


X I hr ^ jnid 1 horsi'powor-hour 


_ _ ^ _w 1 I . _ 

“ 1980000 X 1 hr. ^ 1980000’ 


HeiKU', in other words. 


1 horsepower-hour = 1,980,000 ft.-lh. of work. TJioreforo, whnt 
he really buys is work, not ])ower. If his enj>:ine runs 8 hours each 
working day, ho will reciuini 10 X 1980000 X S = 158,400,000 
ft.-lb. of work to operate it. Sinee (his is an ex(r('nu'ly ineon- 
vcnicnt imniber to use, it is custoniarv (o sny (hat lu* uses 10X8 
= 80 horsepower-hours each day, and he will buy on tlnit basis. 
It should always be kept in mind that although one may speak of 
buying ''power,what is actually bought is work. 

174. In the case of a motor operab'd by electri(3 (airrent, th(3 
power will be bought on the basis of th(‘ watt-hour or kilowatt- 
hour (abbreviated to k.-w.h.). Sinee a watt is 1 joule p(M* second, 
a watt-second is 1 joule, a watt-liour is 1 X (>9 X 90 = 3900 
joules, and a kilowatt-hour is 1000 X 3900 ~ 3,900,000 joules. 
But, 1 joule = .7375627 ft.-lb.; hence, 1 k.-w.h. = 39(K)(K)() 
X .7375627 = 2,655,226 ft.-lb. Or, since 1 kilowatt =1.341023 
h.p., 1 k.-w.h. = 1.341023 X 1980000 - 2,(>55,229 ft.-lb. 


EXAMPLES 


(1) How rnanv horsfpowcr is rfniivulcai t'» kilowntts? 

.1//.S'. :m.3 H.r. 

(2) A certain mfichinc* <locs work .‘it the nitc of .‘iio ni(*t(*r-kilo^niiiiH per 
see. (a) what is its rating; in metric liorsej)o\>er? (h) in kilowatts.* 

i (a) 4.2 m.H.P. 

1 (h} lixm k.w. 

(3) The diameter of a steanw'nginc cylinder is 2(> in., the stroke is ,?2 in., 
and the mean effective pressure is 72.(> Ih. per s(j. iii., and (he fly-wlieci 
makes 128 r.p.m. ; what i.s («) the horsepower of (lie engine? (f>) wlmt is the 


power in kilowatts? 


A .‘..s. 


(u) 7d7.4 H.r. 


(//) .^>94.0 k.w. 

(4) In a certain paper mill, a pump raises wu ‘T 39 ft. and di.scliarges 
7500 gal. per hour. If the efficic*ncy ol tlie pump is /5%, what is (n) the; 
actual powder of the pump in kilowatts? (f>) If the pump ‘•’i operatcil by 
electricity, which is furnished at 3 eenhs per kilowatt-hour (k.w.-h.), und 
runs an average of 40 hr. per week, how much does the electricity cost 
l>€r week? 1.224 k.w. 

I (h> $1.47. 
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Ans, 


■{ 


(5) If the pump in Example 4 were in a Canadian mill, the Imperial 
gallon might be the unit of volume. Calculate the problem on that basis. 

(a) 1.47 k.w. 
W $1.77 

(6) How many British thermal units (B.t.u.) are equivalent to one horse- 

power-hour? (6) to one kilowatt-hour? j (o) 2545— B.t.u. 

1 (6) 3413-B.t.u. 

(7) If the weight of an elevator and its load of pulp is 2} tons, and it hoists 
the load 80 ft. in 12 sec., what horsepower must be used, (a) neglecting all 
hurtful resistances? (b) What is the horsepower if the total efficiency is 


73%? 


Ana. 


j (a) 66i Il.P. 
I (b) 91.3 H.P. 


HYDRAULICS 

MEASURING FLOW OF WATER 

176. Definition.—Hydraulics, whic^h is also failed hydrokinetics 
and hydrodynamics, is that braiudi of hydroinochanics that 
deals with the flow of fluids. Although, properly speaking, any 
liquid or gas is a fluid, it is customary to r(»strict the meaning 
of the word hydraulics, applying the term only to the flow of 
water; and this is the sense in which it is hero used. The princi¬ 
ples of hydrauli(rs apply also to the paper pulp in water at low 
concentrations, to solutions, and to some mixtures. 

176. Due to various causes, some of which will soon be men¬ 
tioned, it is practically impossible to calculate the flow of water 
(or any fluid) with any high degree of accuracy. As a conse¬ 
quence, it is not advisable to express calculated values of veloci¬ 
ties, discharges, etc. to more than three significant figures, and 
all numbers used in such calculations may and ought to be 
restricted to not more than four significant figures. 

177. Mean Velocity.—If a cross-section be taken of a flowing 
stream and the velocity be measured at different points of the 
section, considerable variation in velocities will be found; in 
other words, at hardly any two points of the section will the 
velocity^jjbe the same. The surface touched by the water when 
flowing—the inside of a pipe, the sides and bottom of an open 
channel, etc.—is called the rubbing surface; that part of the 
flowing water that touches the rubbing surface is retarded by 
friction, and this hinders the movement of the layer or layers 
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next to it; the top surface moves at a different velocity from 
that of the bottom surface, etc. For these reasons and others, 
it is generally the practice to use the mean velocity in connection 
with calculations pertaining to the flow. Let Vm = the mean 
velocity in feet per second, Q = the total quantity that flows 
past the section in cubic feet, and let A = area of section in 
square feet; 

then (1) 

and Q = Avm (2) 

If for any reason it is desired to express the area in square 
inches, let a = the area in square inches; then a = 144A, 


and 

1440 

Vm = - 

(3) 


a 

and 

^ avm 

^ 144 

(4) 


Kxamplk. —If a 6-inch pipe) discharges i>4.2 cii. ft. per min. what is the 
mean velocity of the water? 

Solution. —Applying formula (H), rediicing tlie diHcharge to cubic feet 
per second, 

144 X 54.2 . . . 

“ .YsM-X X 60 ” 

In what follows, unless otherwise specially stated, all velocities 
will be understood to be mean velocities. 

178. While the discharge is usually calculated in cubic feet per 
second or per minute, it is generally expressed in gallons per 
second, per minute, per hour, or per day, particularly in com- 

1728 

inercial tran.sactions. Since 1 cu. ft. = 231 7.480.52 ~ gal., 

the discharge can be converted into gallons by multiplying the 
number of cubic feet by 7.48052. For most cases arising in 
practic(*, results sufficiently exact are obtained by multiplying 
the cubic feet by 7.48, and this value will be used hereafter. If 
it be desired to convert gallons into cubic feet, divide the gallons 

231 

by 7.48 or multiply gallons by *^’^368; it will be sufl5cicntly 

exact to multiply by. 1.337, and this value will be used in what 
follows. It is also to be understood that the U. S. gallon is 
referred to. The British, or Imperial, gallon is equal to 1.20114 
U. S. gal. 

Example.—( a) How many gallons are equivalent to .3275 cu. ft.? (6) 
How many cubic feet are equivalent to 6.3,HOO gal.? 
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Solution.— (a) Since 1 cu. ft. « 7.48 gal., 3275 cu. ft. « 3275 X 7.48 
* 24,497 gal., say 24,500 gal. Ans.‘ 

(b) Since 1 gal. - .1337 cu. ft., 63,800 gal. = 63800 X .1337 = 8,630 
cu. ft. Ans. 


EFFLUX THROUGH STANDARD ORIFICES 

179. The Velocity of Efflux. —Tho word efflux means the proc¬ 
ess of flowing; hence, (‘fflux of water means the flow of water; it 
does not mean tlu* discharge in the sense of (piaiitity, but simply 
the flowing or discharging without regard to quantity. An 
orifice is an opiuiing in a vessel through which the water or other 
fluid isHiK'S or flows. 

Supposes the water to issue from a small orifice A, Fig. 91, 
in the bottom of a vessel, the velocity being r ft. per sec. (It is 

und(Mstood that v = mean 
velocity.) After a time t 
sec., a quantity = Ar cu. ft. 
will have dis(;harged, A being 
the area of the orifice in 
square feet. The weight of 
the water will be tc = 62.4Q 
lb. Suppose that as the 
water flows out an equal 
(piantity flows into the vessel, 
thus keeping the height of 
the upper surface ab of tho 
water in the vessel above the level cd constant; represent this 
height by h\. For convenience, let the time be 1 second; 
then in 1 sec., xc lb. of water have flowed into the vessel and ?/; lb. 
will have flowed out of it. Evidently, any water that flows into 
the vessel will flow out of it, if the action continue long enough; 
that is w lb. will fall from level ah to level cd, and the work it 
could do is wh\. The kinetic energy of the water as it issues from 

f’^ 

the orifice at level cd is w X 2 ^, and this must equal the work; 

hence, whi = o* , from which 

Jtl ^9 _ _ 

r = V 2ghi = 8.02\/Ai 

In other words, the velocity is the same as though the water had 
fallen freely through the height /ii, which is equal to the differ¬ 
ence of levels between the upper surface of the water and the 
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point of discharge. This velocit 3 '^ is called the theoretical velo¬ 
city of efflux; the height hi is called the hydrostatic head or, 
simply, the head; and the velocity- v is said to be the velocity due 
to the head. 

If the orifice be in the side of a vessel, as at B, the head h 2 is 
measured to the center of the orifice, and the velocity is 

V2 = \^2gh2 

If the water flows directinto the atmosphere in a horizontal 
direction, as indicated, the path will be a parabola', and the range 
may be calculated as in example 2, Art. 146. If a pipe be con¬ 
nected to the vessel, so the water can flow in an upward (vertical) 
direction, as shown at U, it will rise to llu' saiiK' level as the ui)per 
surface of tln^ water in the vessel, sinc(‘ th(‘ vt'locity of efflux is 
due to the head /t 3 , and this velocity will cairy the water to a 
height /is. 

180. From the foregoijig, it is plain that if the velocity of 
efflux be known, the head that {)roduces it, called the head 
due to the velocity, can be found, since 



Lik(‘wis(', if the head Ix' known, th(^ vedocit^^ of efflux can be 
found. 


FjXampls. -What must he the head in order to j)roducc a velocity of 
efflux of 42 ft. per sec,? 

St)LUTioN. —Th(! htrjnl recpiired to jjroduce, a velocity of 42 ft. per sec. is 

42 - 


h = 


2(j 2 X 32.10 


-27.4 ft. dn.s. 


181. If the top surfa(!(» of the water be subjected to an addi¬ 
tional pressure of, say, p lb, i)er sq. in., as by fitting fh(^ vessel 
with a piston and placing a weight on the piston, the resulting 
velocity of efflux will be exactly the sanu* as though th(‘ head had 
been increased until the specific pre.s.surc on the s(^cti(in ah, Fig.91, 
is equal to p. A column of water 1 in. square and 1 ft. high 
62.4 

weighs sa^^ .433 lb., and this equals tlu; specific 

pressure, in pounds per square inch, exerted by water for each 
foot of depth. Con.sequently, to produce a specific pressure of 
p lb., the depth of the water in f(‘et must be p -i- .433 = 2.308p, 
say 2.31p. Let h' = the head in feet equivalent to this addi¬ 
tional pressure; then 


h' = 2.31p (1) 
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The total head, callcHl the equivalent head, is + h', and 
V = \/2g{h + h') = 8.02\/h^h' (2) 

The pressure, in pounds per square foot multiplied by ve¬ 
locity in feet per minute gives available power in foot-jwunds 
per minute. To convert this in to horsepower, divide by 33000. 

Example. —Suppose water to stand in a cylinder 15 in. in diameter to a 
vertical height of 36 ft. If the cylinder is fitted with a piston weighing 
180 lb. which rests on top of the water, and on which is laid a weight of 
450 lb., what will be the velocity of efflux through a small orifice in the 
bottom of the cylinder? 

Solution. —The total pressure on top of the water is 180 + 4.50 = 630 lb.; 
the area of the piston is .7854 X 15* — 176.7 sq. in.; and the specific 

pressure is ib. =» p. Hence, h* — 2.31 X — ^*24 ft., and 

V * 8.02 V36 -+- 8.24 = 53.34 ft. per sec. Ann. 


182. Size of Orifice.—In connection with the preceding 
formulas, it has been assumed that the orifice was small compared 
with a section of the water taken at right angles to the direction 
of efflux, lleferring to Fig. 91, if the area a of the orifice A is less 

than 2 q^ in which A is the area of the bottom of the vessel, then 
the formula of Art. 179 may be used; but, if a is equal to or 


greater than 


A 

20 ' 


the following formula must be used: 


V = 



2 


Example. —A 22-inch round pipe is filled to a height of 84 ft.; what will 
be the velocity of efflux through a round hole in the bottom, 9 in. in 
diameter? 

Solution. —Siiu’c ureas t)f circles are proportional to the squares of the 


diameters, the above formula may be written v = 8.02'^ 

_ “ u/v 

-8.02 /-V,-- = 8.02 /--74.6 ft. per .seo. i4«s. 

N'-Q‘ 


183. 11 the orifice is in the side of the vessel, as the opening in 
the h|^d (fiow) box admitting stock to the paper-machine wire, 
the head on the center of the orifice (distance of center of orifice 
l3eIow the upper surface of the water) must be gi^eater than four 
times the depth of the orifice. For example, suppose the orifice 
is rectangular, and measures 2} in. by 40 in., with the short side 
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vertical; then if the head on the center is equal to or greater 
than 2.25 X 4 = 9 in., the velocity of efflux may he calculated 
by the formula of Art. 179. Otherwise, let hi be the head on the 
bottom of the orifice, Aj = the head on the top of the orifice, and 
b = the breadth; then, 

Q = IbVTgiVhl - Vhl) = lbV2g(h}, - h\) = 5.M7b{Vh', - v^). 

In this formula, Q is the discharge in cubic feet per second when 
b is measured in feet. It is to he noted that \/= a?, which 
accounts for the two ways of writing the above formula. 

Example. —The slot in the flow box on a print paper machine is 

2 in. deep and 160 in. wide; the depth of stock in the flow box is 27 in. 
above the center of the opening. The .'^tock contains .5% by weight of 
dry paper fiber. What is (a) the velocity of stock leaving the box? (h) 
the weight of paper fed to the machine per hour? Neglect the effect of 
friction and consistency of stock. The weight of a cubic foot of the stoc^k 
may be taken as 62.4 lb. 

8f)LTTTiON.— (a) The formula in Art. 179 is the one to use, and V 
- 8.02'\/;i.25 - 12.03 ft. per sec. = 721.K tt. per min. Ann, 

2 X 160 20 

(/;) The area of the slot is j s(j. ft.; hemu*, tln^ discharge is 

20 

^ X 12.03 = 26.73 cu. ft. per sec.; and the weight of the ])aper fed t-o the 

machine per hour is 2ti.73 X 62.4 X t>0 X 6t) X .00.") — 30,02.’» lb., say 
30,000 1b. Ah,s. 

Note:—A s will Im* hooii later, IIioho an* Uu'orciiral aiul will he reduced hy Hovcral 

fai tors in practice. 

184. Standard Orifice.—All the foregoing formulas give what 
are termed theoretical residtSj calh'd theoretical because they 
assuriK* conditions that never occur in practice, although the 
results may be approxiinattdy correct. The discharge is greatly 
influenced by the character of the edges of the orifice—whether 
the edges are rounded or square, whether the side of th(; vt'ssel is 
thin or thick, etc. Consequently, in order to olitain accurate 
results, it is neces.sary to have what is termed the standard 
orifice. 

An orifice is a standard orifice when the water flowing through 
it touches only the inside edge of the opening. Three standard 
orifices are shown in Fig. 92. At (a), the orifice is in a thin plate 
through which the water flows without touching the wall of the 
vessel; at (6) the wall of the vessel is thin, being less in thick¬ 
ness than the diameter of the orifice, and the edges are square, as 
indicated by the shape of the cross-soetion; at (c), the edges have 
been beveled, so that the area of the opening at the outside of 
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the wall i« greater than at the inside, thus preventing the water 
from touching the surface of the opening. 

186. The Vena Contracta. —When water issues from a stan¬ 
dard orific(», it first (;ontra(.*ts and then expands, as indicated in 
Fig. 92; and it does this no matter what the shape of the orifice 
or what its siz(*. If a s(u;f.ion of the str(;am be taken at the point 
of gn*atest eontracMion, this s(‘ction is called the vena contracta 
or andnicfnl icifi, a nanu; given to it by Sir Isaac Newton. 
For a circular orifice or for a scpiare orifice, the distance of the 
vema (U)ntracta from th(^ edge of the standard orifice is about one- 
half th(^ d(‘pth of th(' orifice, and the vertical dei)th of the vena 



Fu;. 1)2. 


contra(!ta is quite closely .S that of the orifices Conseciucmtiy, 
the aiHMi of the vena is about .8*“* = .(>4 that of the orilice. This 
area varies .slightly for dilTerent lu'ads and tlifferent sizes of the 
orifice, a fair average value being .027, which is called the coeffi¬ 
cient of contraction. Therefore, if \\\v, coefficient of contrac¬ 
tion be dcmotc'd by c,, then letting A ~ the area of the orifice 
and Va — the actual na'an vcdocity, 

Q = 

Since* the* av(*rag<’ value of c,. is .(>27, 

Q - .027r.,.l 

186. Tlie acdual velocity at the vena contracta is not quite 
equa^o the velocity due to the head at that point. This loss in 
velomy is due to the friction of the water at the edges of the 
orifice and to its viscosity, water not being a perfect fluid. The 
ratio of the actual velocity to the theoretical velocity due to the 
head is callc^d the coefficient of velocity. Let Va — the actual 
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velocity, v ~ \/2gh = velocity due to the head, and Cv = the 
coefficient of velocity; then 

V 

from which, Va ~ c^.v 

Substituting this value of Va in the equation of the hist article, 
Q = CcCvi^A = c,vA 

in which c, = (v X r„, and is called the coefficient of effiux. 
From this last e(iuation, 

and the coefficient of efflux (also called the coefficient of discharge) 
can 1)0 found experimentally by carefully measuring the dis¬ 
charge for a certain time, calculating the theor(‘ti(^al discharge for 
the same time ])y tin* formula Q = Av = Ay/'liihi dividing 
the first result by tlu^ second. Experinu'uts show that c, varies 
somewhat for <liff(*rent heads and siz('s of orifu'C', primapally 
l)ecaus(» of variations in (*„, the coefficient of v(‘lo(*ity, whi(*h 
varies from about .97 to .90. A fair avt^rage value' is .98, thus 
making the average value of c,, the (mi'fficient of effiux, 

Ce = CcCv = .027 X .98 - .0144(> 

Taking the average value of c« as .01.5 and letting == actual 
discliarge and letting v = \/2t/h — vcdocity dia^ to tlu* hy¬ 
drostatic h(*ad, 

Qa ~ .01.5.1/’ 

Example. —Wiifcr issues from a round standjird orifice, lln; di/uncUM* 
of which is 4*2 ic. If the fic/id on the renter of tfie orifices is 2.'i ft. a in., 
what is (a) the velocity of efflux? (h) the discliarjce in >?;ilh)ns pc-r minute? 

Solution.— (a) Tjiking the coefficient of velocity as .US, and letting 
represent the actual velocity of efflux, 

f’a = Cr \/2(JTi = .OH X ft.02 V'iirT.l - .IS.d ft. I)er .sec. Ann. 

(b) lA*t Qa = the actual discharge; then 
7S'i4 X 4 

Qa = .iilHAv = .(il5 X * X S.()2v^23.75 X 00 - 1.5U,3 cu. ft. 

and 1.59..3 X 7.48 = llUl gal. per min. Ana, 

187. Discharge through a Short Tube.— If in.stcad of discliarg-^ 
ing through a standard orifice, the discharge is through a .short 
tube, as shown in Fig. 93, the quantity dischargisl in a unit of 
time is increased. The tube is straight and of the .sami* diaiiirder 
as the orifice; the edges are square, as indicated at a and h; anil. 
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the length of the tube must be at least 2i times the diameter of 
the orifice. As the water enters the tube, it contracts, in the same 
manner as for a standard orifice; it then expands and fills the tube 
before it emerges into the atmosphere. The result is that the 
average value of the coefficient of discharge is about .815, instead 
of .615, the average value for a standard 
orifice. For a short tube, therefore, 

Qa = .815Ar = .815A V^h 
where h = the head on the axis of the 
tube. 

The value of the coefficient .815 varies 
soiiK'what with the head, which should not 
exceed about 40 or 50 feet; it is smaller 
for high heads than for low heads, its value 
being as low as .80 for the former and as high 
as .88 for the latter. For heads higher than 
50 feet, use .8 for the coefficient. 

188. Discharge through Conical Tubes.—If instead of a straight 
tube, a conical tube be used, the discharge is further increased. 





Fia. 94. 

If the edges are sharp, as indicated at o and 6, Fig. 94 (a), the 
coefficient of efflux varies with the angle aob of the cone, its great¬ 
est value being about .95 w'hen the angle aob = 13^®. If the 
edges are well rounded, as shown in P'ig. 94 (6), the coefficient of 
efflux is still further increased, and may usually be taken as 1; 
that is, the discharge is (?« = (? = Av = Ay/^k, in which A 
« the area of the end of (he tube from which the water issues, 
and h » the head on the axis of the tube. 
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189. Discharge through Nozzles. —A nozzle is a cone-shaped 
piece attached to the end of a pipe or hose, the tip being usually 
cylindrical, as indicated in Fig. 95. The diameter D is the same 
as that of the pipe or hose, and the diameter d of the tip is much 
smaller. The object of a nozzle is to increase the coefficient of the 
velocity of efflux, which increases the range of the water, a very 
desirable result in connection with fire hose. The theoretical 
velocity of efflux may be calculated by the formula of Art. 182, in 
which a = area of cross-section of tip, A = area of cross-section 



Fio. 05. 


of pipe, and v = the velocity of efflux. Since these cross-sections 
are usually circles, the formula may be more conveniently 
written as follows: let d = diameter of tip, D = diameter of 

d 

f)ipe or hose; then, a = = .25^^/^, A = .257r/>*, and ^ 

= //Mvhenn = Substituting in the formula 

of Art. 182, and 



The coefficient of velocity varies from = .97 to c, = 
average being e„ = .98; hence, 




( 1 ) 


.99, a fair 


The coefficient of efflux may also be taken as .98 - c^; hence, 
TT X d ‘^ I h 

Qa == .98at’ = .98 X 4 x 144 ^ Vl - 

being taken in inches), 

= 0429 ,( 2 ) 

If, instead of the head /i, the specific pressure p is given, then 
(by Art. 181) h = 2.31/^; substituting this value of h in formulas 


(1) and (2) and reducing, 

. 11.95^,^ ( 3 ) 

Q. - 


13 
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Example. —The diameter of a fire hose ia 2i in., the diameter of the 
tip of the noz/de ia 2 in., and tiie pressure at tiie nozzle is 61 lb. per sq. 
in.; what is (a) th(5 velocity of discharge? (6) the number of gallons dis¬ 
charged per minute? (c) neglecting the resistance of the air, to what 
height will the water rise if the nozzle is pointed vertically upward? 

75 

Solution. —(a) Applying iormula (.3), w = 2 25 “ 

Va - “ 03.9ft. per sec. Ans. 

(b) Applying formula (4), 

Qa ~ ^ * per sec. 

The number of gallons p<‘r minute is, therefon^, 

.2S8 X 7.1H y 60 = 129 gal. per min. Ans. 


(c) The height t<i wliich the water will rise is 




f'a 


93.9“ 

2 X 32.16 


137 ft. 


Ans. 


190.—The Venturi Meter. —This is a devico for measuring the 
How of water at soiiu^ point in a pipe line: it is very simple, but 
accurate, and (consists essentially of two conical surfaces (frus¬ 
tums) joined at their small ends, as indicated in Fig. 96, where 


n 



AB and BC are the two conical frustums. The angle which AB 
makes with the axis may be from 12'' to 15°, while the angle that 
BC makes with the axis should bo only about one-fourth as great, 
say from 3° to 3}°; this makes the angles included between AB 
and A'B' and between BC and BT' 24° to 30° and 6° to 7i°, 
respectively. The throat BB' is rounded to reduce friction. 
The meter is inserted in the pipe line PP', the large ends having 
the same inside diaiiieter as the pipe, denoted by D. The 
diameter at the small end, called the throat, is denoted by d. 
Small pipes are inserted at A and P, which have gauges // and 
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h at their free ends, to measure the pressures at A and B, The 
water flows in the direction indicated by the arrows. 

It is evident that the same amount of water flows through P' 
that flows through P; denoting this by Q and letting and a be 
the areas of the sections at A and R, respectively, Q A V 
= avy where V = the velocity at A and v = the velocity at B. 

Consequently, V == = rPv = where 7i = ^ and 

r = - Also, y = - 2 = rW. 

n a ^ IV 

The velocity and discliarge may be calculated by formulas 
(l)-(4) of the last article, r« being the velocity v in the throat 
BB\ h b(nng the ditTenmce in th(‘ lieads at A and B when 
water is flowing, p being th(‘ dilTereiua' in pressures indicatcal 
by the gauges, and d being the diani(‘t(‘r at the throat. It is 
more convenient, however, to use tlu‘ v('lo(‘ity V and diameter ]) 
of the pipe P. Letting II — lu^ad at A, h =-- lu'ad at /i, P 
= pressure at A, p ~ pressure at P, then, referring to formula 
(1) of the last article, h ~ II — /?, p = P — p, d = I)j Va 

= r2F,andn= vSubstituting these values in formulas (1) to 

(4), and reducing, 

Q = .042{)IJ\I ~ = Mr)2D\l^‘ ~ 'P (2) 

— 1 

Example. —A vontiiri meter connects to a pipe G in. in difuneter; the 
diameter of tlie meter at tlie throat is 3 in.; the pressure at the entrance 
to the meter is 73.t) Ih. per .scp in., and at Uh^ throat G3.1 Ih. p(*r s(j. in. 
(a) With what velocity does the water <;nter the meter? (}>) llow many 
gallons of water pass through the meter per minute? 

Solution.—(«) Applying formula (f), r --- 2, V =- - Iti, and 

1" = 11.9/5— 10 ft. j>er s<*c. A ns. 

\ IG — 1 

(6) The discharge in cubic feet per second is given by formula (2). 

Q = .0»i52 X j * -■ l.S»6cu. ft. imt 

The number of gallons pa.s.sing through tin; meter per minute is 
1.9G X 7.48 X GO — 8S0 gal. per rnin. A ns. 

Since the velocity' was calculated first, the discliargi* might also 
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TT X 6“ 

have been calculated as follows: Q = AV = 4 x 14 4 ^ 

== 1.96 cu. ft. per sec. 

In the foregoing formulas, it has been assumed, as is generally 
the case, that the diameter of the meter at A is equal to the 
diameter of the pipe at that point. In any case, D in the formula 
is the diameter of the pipe and V is the velocity of the water as 
it enters the meter. 


FLOW OF WATER IN PIPES 

191. Loss of Head. —When water flows through a pipe under 
the influence of gravity only, the head that induces the flow is the 
hydrostatic head measured by the difference of level between 
the upper surface of the water at the entrance to the pipe and the 
horizontal plane passed through the middle point of the section 
where the water is discharged. Thus, suppose that a pipe is 
connected to the bottom of a reservoir, and the dc'pth of the 
water at the entrance to the pipe is 18 ft.; if the vertical distance 
between the point where the water enters the pipe and the point 
at which the water is discharged is 45 ft., the hydrostatic head 
is 45 4" 18 = 63 ft., and this is the head that induces the flow, 
provided the water is discharged freely into the atmosphere. 
Sup[)ose, however, that the water discharges into another tank 
or reservoir, and that the depth of the water in the second reser¬ 
voir above the point of discharge is 12 ft.; this acts as a head that 
tends to prevent the water from entering the second reservoir— 
it tends to make the water move in the opposite direction in the 
pipe. Consequently, the effective hydrostatic head is 63 — 12 = 
51 ft., and this is the head inducing the flow from the first 
reservoir to the second. It is easy to see that the effective 
hydrostatic head is the difference of level between the upper 
surface of the water at entrance and the upper surface of the 
water at discharge, and the length or shape (straight or curved) 
of the pipe has nothing to do with the effective hydrostatic head, 
which will here be called, simply, the hydrostatic head. This 
consideration is of special importance where water wheels are so 
situated that high water in the tailrace or river may seriously 
affect the effective head on the wheels. 

The velocity with which water discharges from a pipe is not the 
velocity due to the hydrostatic head. As the water flows through 
the pipe, it meets with certain resistances, principally friction, the 
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effect of which is exactly the same as that of a head opposing 
the flow. Denoting the hydrostatic head by A, and the head 
that is equivalent to the resistances by hr, the effective head h 
that causes the flow is 

h hg hr 

If hr is equivalent to all the resistances, then the velocity of 
efflux will be 

V = \/2gh 

The head hr is called the loss of head, and it is made up of a 
number of elements, some of which are: 

(1) There is a loss of head when the water enters the pipe, 
unless the end of the pipe is flush with the side of the reservoir 
and is well rounded, which is not usually the case. 

(2) As the water flows through th(' pipe, it rubs against the 
sides of the pipe and there is a loss of head due to friction. P]x- 
cept in the case of very short pipes, this is the principal loss of 
head. 

(3) If the pipe is suddenly enlarged or suddenly contracted, as 
when water flows from a small pipe into a larger one or from a 
large pipe into a smaller one, there is a loss of head due to this. 

(4) Bends, particularly sharp bends and those having a short 
radius, also prodii(?e a loss of hejid. 

(5) Any obstruction of any nature whatever, such as rivets, 
flanges, valve openings, or foreign substances lodged inside the 
pipe, reduce the cross-sectional area and also the flow, and act 
as a loss of head. 

If pipes are smooth (inside), have no projecting edges, all 
enlargements or contractions arc made gradual, bends are well 
rounded and to a large radius, then the loss of head du(j to fric¬ 
tion is so great in comparison with the others that they may be 
neglected in calculating the discharge. 

192. Actual Velocity of Discharge. —There arc so many 
factors entering into and affecting the flow of water that it is 
practically impossible to calculate the discharge of a pipe with 
any great degree of accuracy. As the result of a large number of 
experiments, carefully conducted by many diffc^rent o!)8ervers 
and under various conditions, it has been found that the friction 
loss varies directly as the length of the pipe, inversely as the 
diameter, and nearly as the square of the velocity, and that it is 
independent of the pressure. Many different formulas have 
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l)een suggestod for the velocity, the following being as satis¬ 
factory as any for accuracy: 


^ - S 


86hd 


jT^ + .Id 


( 1 ) 


Here V = mean velocity of efflux in fe(?t per second; 
h == hydrostatic head in feet; 

I = total lenj»:th of pipe in feet from the point of en¬ 
trances to the point of discharge; 
d = diameter of pipe in inches; 

/ = coeffieiemt of friction. For paper stock or pulp, this 
faedor varies with many conditions, principally wdth 
the consistency of the stock. 


It is assumed that the pipe is a straight cylindrical pipe of 
uniform cross-section (diameter) tliroughout its length; or, if 
the diameter varies, the (diange from one size to another is 
gradual, as in tlu^ case of the venttiri meter. It is also assumed 
that th(j pipe is smooth, is either new or has been in use for but 
a short time, and is made of cast iron, steel, or wrought iron. 
Acc'ording to Weisbach, the coefficient of friction / may be ex¬ 
pressed by the formula 


/- 


.01439 + 


.017ir^5 


( 2 ) 


193. Formula (1) of the last artich^ may be used when the 
length of th(' pip(' exc('eds about 00 times its diameter. The 
term .Id allows for the loss of head due to entrance; and if 
the entrance' is well rounded and the end of the pipe does not 
project into the watc'r, this term may be neglected; it may also be 
neglect('d if the pipe is longer than 1000 times its diameter. In 
either case, the formula becomes 

( 1 ) 

A pipe w hose length is less than 3 times its diameter is called a 
short tube, and its discharge may be calculated by the formula 
of Art. 187. If thi* length is greater than 3 times but less than 
60 times its diameter, the pipe is called a long tube or a very 
short pipe ; the velocity of the efflux is then given by the formula 

p = (.832 - .004^)v^A= (6.67 - .032-^) V* (2) 


If the pipe is longer than 60 times its diameter but less than 1000 
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times its diameter, it is called a short pipe, and the velocity of 
efflux should be calculated by formula (1) of Art. 192. A pipci 
longer than 1000 times its diameter is called a long pipe, and 
the velocity of efflux may be calculated by formula (1) above. 

Example. —Wliat is (a) the velocity of efflux from an 8-inch pipe, 24 ft. 
long, under a head of 5 ft.? (b) the discharge in gallons pt^r minute? 

Solution. —(a) Since 8 in. = I ft., ^ = 24 4- § — 36; hence, the length 


of the pipe is 36 times its diameter an(i formula (2) must be used. 

V — (6.67 — .032 X 36)\/5 = 12.34 ft. per sec. ybis. 

7S.')4d'^f> 

(6) The discharge in cubic feet per second is Q av — ' ' . 

144 

= .00M54d*f;; in gallons per second, it X 7.48 — .O lOSrPf;; in 


gallons per minute, it is .0408(i*y X 60 « 2.448d‘c = 2.448 X 8- X 12.34 
- 1933 gal. per minute. Ans. 


When the diameter of the pipe is taken in inches and v in feet 
per second, 

Q= .005454<Pt; == (3) 

1 lOU 

Q = .0408d^v gal. per sec. (4) 

Q = 2.448d^v gal. per min. (5) 

Knowing the velocity, it can be sul>stitut(Hl in one of these 
three formulas to find the discharge. 

194. To calculate accurately the velocity of efflux from a long 
or a short pipe by either of the two formulas just given reiiuires 
that the coefficient of friction / be known; but b(*fore f can bo 
determined, it is necessary to know the vcdocity (the viuy (pjan- 
tity it is desired to find) to substitute in formula (2) of Art. 192. 
This difficulty is overcome by assuming a value for /, say .024, 
and calculate v; then calculate/or take it from the tabh^ Ixdow. 
If this value of / is greater or less than the assumed value, rij- 
calculate w, using the new value of /. 


COEFFICIENTS OF FRICTION FOR r IN FEET PER SECOND 


V = 

0.1 

0.2 1 

0.3 

0,4 

0.5 

0.6 

0.7 : 

0.8 

0 9 

f - 

.0686 

.0r)27 1 

.0157 

0415 

0.387 

.0:465 

.0319 

. 03.36 

.0,325 

V = 

1.0 

1.2 1 

14 

1.6 

1.8 

2 

1 

4 

5 

/ - 

.0315 

.0300 

.0289 

.0280 

.0272 : 

.0265 

.0243 

.02.30 

.0221 

V = 

6 1 

i 7 1 

8 

9 { 

10 i 

11 

12 1 

14 

16 

/ = 

.0214 

i 

.0209 

1 t 

.0205 

.0201 j 

.0198j 

.0196 

.0193 

0190 

.0187 
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Example. —What is the velocity of efflux from a 4-inch pipe that is 740 ft. 
long, under a head of 58 ft.? 

740 X 12 

Solution. —Here 4 in. ~ ft., and 740 -r ^ = -^- is evidently 

greater than 1000; hence, use the velocity formula for long pipes. Taking 
/ - .024, _ 

V = 2.315-v/-^-*-^, =. 8.37 ft. per sec. 

\.024 X 7i0 ^ 

Referring to the table, the value of / for = 8 is .0205 and for t; = 9, 
.0201. Since v will be greater the smaller/ is, and since there is considerable 
difference between .0240 and .0205 or .0201, tiy .02 for/. Then, 

V — 2.315= 9.17 ft. per second. Ana. 

\.02 X 740 * 

For this value of n, / is equal almost exactly to .0200. 

Had formula (1) of Art. 192 been used, the value for v would 
have been 




58 X ^ 

02 X 740 + .1 X4 


8.73 ft. per sec. 


To find the value of / for this value of v by using the table, 
pro(!ecd as follows: let v* — the next smaller value in the table 
and y" = the next larger value; let /' = the value corresponding 
to ?/, and/" = the value corresponding to v"; then, letting v = 
the given (or calculated) value and / == the required value, 


In the present case, v = 8.73, v' = 8, e" = 9, /' = .0205, and 

8 73 — 8 

/" = .0201; hence, / = .0205 + (.0201 - .0205)—-^ = .0205 
~ .0004 X .73 = .0202. Substituting this value of /, 


V = 2.315 




58 X 4 

0202 X 740 + .1 X 4 


= 8.67 ft. per sec. 


This last value of v is as close as can be obtained by the formula; 
and it will be noted that it differs quite a little from the value 


first obtained, which was 9.17 ft. per sec., being 


9.17 ~ 8.67 
9.17 


= .055 — = 5J% smaller. This may seem considerable, but the 
values obtained by the different formulas recommended by the 
various authorities will vary as much or more. It is safer to 
use the smaller value, however, and it is therefore suggested 
and recommended that formula (1) of Art. 192 be used for all 
pipes the length of which is less than 5000 times the diameter. 
In any case, regardless of what formula is used or by what 
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authority recommended, it is useless to express final results to 
more than 2 significant figures, except, perhaps, when the first 
figure is 1, in which case, 3 significant figures may be used, though 
the last figure will probably not be accurate. 

196. Interpolation. —The method given above for finding a 
value intermediate between those given in a table is called the 
method of interpolation or, simply, interpolation, and the formula 
may be used in connection with almost any table arranged for 
practical use. To illustrate the method more fully, consider 
the portion of a table in the margin, which gives the total heal, 
of steam corresponding to a given number of inches of vacuum. 

The first (left-hand) column gives the 
vacuum in inches of mercury, and is 
called the column of arguments; tlu^ 
second column gives the total heats 
in B.t.u., corresponding to the given 
vacuums and is called the column of 
functions. If the table in the last articles 
were arranged in this same order, tlie 
velocities would be the arguments and 
the values of / would bo the functions. 
Suppose, now, that it were desired to find thci total h(‘at corn^- 
sponding to a vacuum of 15.2 in. Here the givem arguiiKint 
15.2 lies between 14 and 16 in the table. In all cases of this kind, 
let X* = the argument next above and x"- = the argument lu^xt 
below the given argument, the given argument b(;ing supposed 
to be written in its proper place in the table; let u' = the fum;- 
tion corresponding to the argument x' and w" = th(^ function 
corresponding to the argument x"; also, let x = the given argu¬ 
ment and u = the required function, which corresponds to tho 
argument x. Then 


Vacuum 

Total Heat 

(Inches) 

(B.t.u.) 

20 

1130.1 

18 

1133.4 

10 

1136.1 

14 

1138.6 

12 

1140.7 

10 

1142.3 


u -- u 


— w' = X — x': x" — x' 


From this proportion, u can be found if x is given or x can be 
found if w is given; thus, solving for u, 

u = u' + (u" 

and solving for x. 


To find the value of u (the total heat) for a vacuum of 15.2 in. 


1 

1 '' 

(1) 

u" - v! 

(2) 
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by means of the above table, x = 15.2, x' = 16, x" = 14, u' 
== 1136.1, w" = 1138.6, and u is found to be, by formula (1), 

u = 1136.1 + (1138.6 - 1136.1) ° 1137.1 B.t.u. 

If it were desired to find the vacuum corresponding to a total 
heat of 1135 B.t.u. = m, w falls between 1133.4 = w' and 1136.1 
= w"; the corresponding values of the arguments are x' = 18 
and x" = 16. Substituting in formula ( 2 ), 

a: = 18 + (16 - 18) 133 4 = vacuum. 

When finding values of ?/ (the function), it is useless to express 
them <0 a greater number of significant figures than are given to 
the fun(d,ions in the table. 

196. Quantity Discharged. —Having calculated or measured the 
velocity of efflux, th(‘ discharge is found by the formula Q — Av. 
In th(' cas(^ of pipe's, the discharge is generally expressed in gallons 
per minute, and may be calculated by formula (5) of Art. 193 
wh('n r is known. Substituting in this formula the value of v in 
formula ( 1 ) of Art . 192, 

Q = f).667rf2 gal. per min. (1) 

By this formula, the discharge in gallons per minute can be cal¬ 
culated directly when the length and diameter of the pipe and the 
head are known. 

To find the mean velocity of efflux when the discharge 
in gallons per minute and the diameter of the pipe in inches are 
known, solve formula (5) of Art. 193 for e, obtaining 

.■. (« 

Kxamplk 1.—How many gallons of water will a 6-inch pipe deliver in 
24 hours under a head of 170 ft., if the length of the pipe is 6780 ft.? 

Solution. —Since formula (1) requires that / be known, this must be 
ileterinined first, and this requires the calculation of the velocity e. Also, 

5780 X 12 

since the length of the pipe divided by the diameter *-^-is greater 

than 6000, formula (1) of Art. 193 may be used. Assuming that / — .024, 

” \/^’ 02rx%^ ” which 

being smaller than the assumed value .0240, shows that the value of v will 
be greater than 6.27 if .0214 were substituted for /. Taking v as, say, 6.6, 
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/ = .0211. Now V may be recalculated or formula (1) above may be applied 
to find the discharge, in which case, 


Q 


■ 5.667 X 6* \/-- . 

0211 X 5780 +.1X6 


— 590 gal. per min. 


sa 590 X 60 X 24 = 849,600, say 850,000 gal. in 24 hours. Ans. 

If it is desired to calculate/, find that/ = .0213 for v = 6.27. Substitut- 

ing in formula (1) of Art. 192. 

V = 6.65,/ = .0211, and Q will be found to have the same value as before, 
since / and all the other quantities are the same. If .0211 be ^substituted for 
/ in the above formula, the value of v will be found to be O.tiS, for which 
/ = .0211 to four decimal places, which are all that can be relied on. Note 
that a change of 2 units in the number expressi'd by tlu^ significant figures of 
/, makes a change of 3 units in the significant figur(‘S of /•; thus for/ .021.3, 

V = 6.65 and for / = .0211, v = 6.68. The difTerence between / .0210 
and the calculated value of/ multiplied by 3 will therefore be approximaii'ly 
equal to the difference between the velocities. For instance (.0240 — .0213) 
X 3 = .00405, or, say, 41 units; since v increases when / decreases, 627 -|- 
41 = 668, or 6.68, which is the exact value of / to 3 significant fignn*s. 
This method of approximating/from the value .0240 and calculated values 
of V and / is usually e.xact enough for all practical purposes. 

Example 2. —An 8-inch pipe discharges 1,4H(),0(K) gal. of water jmt day 
of 24 hours; what is the av'erage velocity of efflux? 

Solution.— The discharge in gallons per minute is ^ ^ = 1028 — gal. 

per min. Substituting in formula (2) ab<»ve, 


r 


.4085 X 1028 
82 


().5H, .say (i.t) ft. jier sec. Ans. 


197. Head Required to Produce a Given Discharge. - Su])- 
posc a certain discharge is required from a pipi* of a given size; 
the head noco.ssary to produce this discharges may be found l>y 
solving formula (1) of the last article for h, obtaining 




If it is (losired to find the hea<l that will prodtuu; a certain v(‘lo- 
city, solve formula (1) of Art. 192 for h, obtainiiiK. 


h = 


,(// + .Id) = .187r 


'( 4 +■*) 


( 2 ) 


.'I.Sfid' 

Example. —It is desired to have an 8-irich pipe discharge 1,2(K),(KK) g/il. 
per day of 24 hours; if the length of the pipe is 7500 ft., what mnsl be the 
head? 

1200fK)0 

Solution. —The discharge per minute is X 24 ~ 
velocity of efflux i.s, by formula (2; of the last article, 

^ .4085 X 833 

8 * 


5,32, say 5.3 ft. i)t^r .s(iC. 


V 
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,0219) by interpolation, for v *= 6.3. Sub- 


From the table of Art. 194, / 
stituting in formula (1) above. 

833 y/.0219 X 7500 

6.067 X Sy \ 8 

198. To Find the Diameter of the Pipe for a Given Discharge. 

If the velocity of efflux is known, the diameter is readily found 
by solving formula ( 2 ) of Art. 196 for d, obtaining 


. = (- 


+ .1^ = 109-ft. Am. 


d 


-4 


40850 


( 1 ) 


If, however, v is not known, neglect the term Ad in formula (1) 
of Art. 196 and solve for d, obtaining 


\32Alh 


( 2 ) 


In order to apply this formula, it is first necessary to assume a 
value for /, calculate d, then apply formula ( 2 ) of Art. 196 to find 
Vf and, finally, find the value of / corresponding to this r, substi¬ 
tute in formula ( 2 ) again, and calculate d. For example, suppose 
it is desired to find the diameter of a pipe that will discharge 
900,000 gal, of water per day of 24 hours under a head of 80 ft. 
the length of the pipe being 9600 ft. The discharge per minute is 
900000 

24 X 60 ^ ^25 gal. Assuming that / = .024, as recommended in 
Art. 194, formula ( 2 ) above may be written 


d = 

\ 32.11fc \i 


(3) 


32.11fc \ 1340/1 

Substituting the values given in this last formula, 

d 


_ 5/625 

V13^ 


8.1 in. 


/6252 X 9600 
1340 X 80 

Substituting this value of d in formula ( 2 ) of Art. 196, 
.4085 X 625 ^ 

y = -— 3 g9 per see. 

From the table of Art. 194, / = .0231 for v = 3.89; hence, 
substituting this value of / in formula ( 2 ), 


J.b231 X 9600 X 625* _ g 9 , 
\ 32.11 X 80 


Consequently, if the pipe is new, an 8 -inch pipe will probably 
answer. 

199. It will be noted that in the preceding calculation, it was 
necessary to extract the fifth root of a number. It is never 
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necessary to obtain more than two significant figures for the 
diameter of a pipe, because fractions of an inch rarely occur in the 
diameter of a pipe as ordinarily manufactured and the largest 
commercial size is less than 100 in. in diameter. From 1 in. to 
72 in., the ordinary sizes for cast-iron or wrought-iron pipe arc 
as follows: 1, 2, 3, 4, 6, 8, 10, 12, 14, 16, 18, 20, 24, 30, 36, 42, 
48, 54, 60, 72 inches in diameter. Therefore, in calculating the 
diameter of a pipe as illustrated in the last article, if a fraction 
occur in the calculated diameter, always take the* commercial 
size next larger than the integral part of the calcnilated diameter. 
The diameter of the pipe as calculated will bo for new i)ipe; but 
as the pipe continues in use, the discharge for the siime head will 
become considcraldy reduced. For this reason, it would bo 
better to use a 10-inch pipe than an 8-inch one for the case 
mentioned in the last article, if the supply is to be kept up inde¬ 
finitely at 000,000 gal. per day. If the pipe is foul from long use, 
or is quite rough (due to the corroding action of impure water or 
to other causes), the coefficient of friction/should bo doubled in 
calculating the discharge, that is, the value 2/ should be usc^d 
instead of /; this will make the discharge from a foul pipe about 
70% of that from a clean pipe having the* same diameter and head. 
Since the fifth root is desired to only two signifi(!ant figures, it 
may be obtained directly from the table of powers given in 
Klementary Applied Mathematics. 


Example.— If the head is 04 ft. and the length of the i)ip(* is :i70 ft., 
what should be the diameter to diseharKe 200 gal. of wat<*r jx'r minute? 
Solution. —Applying formula (3), 


d - 


5 /200* X 370 
V1340 X 04 


= 2.8, say 3 in. 


Since the selected value, 3 in., is relatively considerably larger than the 
calculated value, 2.8 in., and since a 2-inch pipe will evidcaitly be too 
small, it is not necessary to calculate the diameter any closer. It will be 
well, however, to calculate the discharge for a 3-inch pipe. Doing so,, the 
approximate velocity may be found roughly by formula (2) of Art. 196, in 
order to determine an approximate value for /. ''riius, 


V 


.4085 X 200 

32 


= 9 -h ft. pel '•’ec. 


From the table of Art. 194, / =» .0201 when v = 9. Substituting in for¬ 
mula (1) of Art. 196, 


Q 


5.667 X 




64 X 3 


()201 X .370 + .1 X 


2.'>4 gal. ]X‘r min. 


Therefore, the 3-inch pipe will V>e sufficiently large. Ann. 
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200. A little consideration will show that insofar as commercial 
sizes of pipe arc concerned, the diameter may be calculated by 
formula (3) of Art. 198. It is only when exact dimensions are 
required that the more refined method of Art. 196 is necessary. 

Paper pulp suspended in water has a higher coefficient of 
friction than water, and the coefficient varies with the kind of 
stock and its consistency. This necessitates larger pipe, pumps, 
etc. than would be required for water, as is explained in the 
chapter on pumps under General Mill Equipment ,. 


EXAMPLES 

(1) What is (a) the velocity of efflux from a standard square orifice, 3 in. 

square, the head on the center being 18 ft. 4 in.? (6) What is the discharge 
in gallons per minute? . f (a) 33.6 ft. per sec. 

I (b) 692 gal. per min. 

(2) 'rhe pressure at the entrance to a venturi meter is 32.7 Ih. per sq. in. 

the pre.ssure at the throat is 21.6 U). pt^r sq. in., diameter at entrance is 4 in., 
diameter at throat is 1} in. Wliat is (a) the velocity at entrance? (b) the 
discharge? . | (a) 7.8 ft. per sec. 

^ \ (h) 306 gal. per min. 

(3) What is the discharge through a short tube having sharp edges, if the 
diameter of the tube is 2J in. and the head on the center is 18 ft. 6 in.? 

Ans, 430 gal. per min. 

(4) A nozzle has a diameter of 3 in. at the large end and li in. at Ihc tip. 

When the pressure is 75 lb. i)er s<|. in., {a) what will be the velocity of efflux? 
(b) To what height can the water be thrown if the nozzle is pointed vertically 
upward? (r) What is the discharge? (a) 105 ft. per sec. 

Am. (b) 170 ft. 

^ (c) 324 gal. per min. 

(5) What i.s (a) the velocity of efflux from a pipe 6 ft. long, 1?4 in. in 
diameter, under a head of 18 ft. 5 in.? (6) What is the discharge? 

/ (a) 23.0 ft. per sec. 

I Q>) 172 gal. per min. 

(6) A 4-inch pipe, 1875 ft. long, disi^hargcs water under a head of 156 ft.; 
what is (a) the velocity of efflux? (6) the discharge? 

j (a) 9.39 ft. per sec. 

I (b) 368 gal. per min. 

(7) What should be («) the diameter of a pipe, commercial size, to dis<*harge 
2,400,000 gal. per day of 24 hours, if the length of the pipe is 14,400 ft. and 
the head is 240 ft? (b) How many gallons per day will a pipe of this 
diameter di.scharge under the same conditions when new? 

f (a) Diameter 12 in. 
\ (b) 3,500,000 gal. 

(8) What must be the head in order that a 2-inch pipe that is 1025 feet 
long may ilischurge 3000 gal, of w'ater per hour? Ans. 55 ft. 



MECHANICS AND 
HYDRAULICS 

(PART 4) 

EXAMINATION QUESTIONS 

(Ij A sf(‘ain pump is rated at 28 horsepower; what (a) would 
})e its rating in kilowatts? ( 6 ) in metric horsepower? 

I (a) 20.9 k.w. 

[ {b) 28.4 metric h.p. 

( 2 ) The m.c.p. (mean effective pressure) as iiu'asured from an 
indicator diagram of a steam engine is (55.15 ll>. per sq. in.; if 
the diameter of the cylindiu- is 28 in., length of stroke 36 in., and 
revolutions per rninut(‘ is 125, what is the horsepower? 

A ns, 912 h.p. 

(3) The power of an electric current in watts is ecpial to (he 

.stnuigth of the current in amperes multiplied by the pressure in 
volts. If a dynamo deliver 65 amperes of current at 225 volts, 
(a) what is the power of the curnuit in kilowatts? (5) If the 
efhciiuicy of the* dynamo is what horsc'power is requiri'fl 

to operate it? (c) If the dynamo lie driven by a stc^am turbine 
having an efficiency of 91%, what power must it generate to 
operate the dynamo? [ (a) 14.625 k.w. 

Ans. I (h) 22.14 h.p 
1 (c) 24.33 h.p. 

(4) A paper mill has a contract with an electiic power plant to 
furnish current for lighting and powcu’ at the rate of VXt c(‘n 1 s p(*r 
k.w.-h. During one week of 7 days, it burned 28 25-watt lamps, 
56 40-watt lamps, and 24 125-watt lamps an average of 11 j -2 hours 
per day; (a) what was the daily coat for lighting? (h) what was 
the equivalent of the work paid for in horK»*power-hourH? 

, { (rt) SI.105, say $1.20. 

^ [ (h) 01.6 h.p.-hr. 

( 5 ) To what height will a 50-hor.sepower pump deliver 540 gal. 

of water per minute, if the efficiency of the pump (allowing for 
friction, leakage, etc.) is 78%? Ans. 286 ft. 

207 
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(6) Water flows through a rectangular orifice 3)^ in. by in. at 
the rate of 1240 gal. per min.; what is its mean velocity? 

A ns. 21.6 ft. per sec. 

(7) If the orifice in Question 6 is a standard orifice, what is the 
head on the center to obtain the same discharge? Ans. 19.3 ft. 

(8) The nozzle of a fire hose is 3 in. in diameter at entrance and 
'K in. in diameter at the tip; (a) if the head is 180 ft., what is the 
velocity of discharge? (6) to what vertical h(»ight can the water 
be thrown? (c) what is the discharge? 

I (a) 105.7 ft. per. sec. 

A71S. I (b) 173.7 ft. 

i (c) 115.5 gal. per min. 


(9) What is (a) the velocity and (b) the discharge through a 
pipe in. in diameter and 70 in. long under a head of 21 ft.? 


(a) 23.7 ft. per sec. 

(b) 131- gal. per min. 


(10) What is (a) the velocity at entrance and (b) the discharge 

through a venturi meter if the h(»ad at entrance is 59 ft. head 
at throat is 42 ft., diameter at entrance is 3* 2 in., and diameter at 
throat is l}i in.? . (a) 6.06 ft. per sec. 

(b) 182 gal. per min. 

(11) What is (a) the discharge and (b) tin* velocity of discharge 
from a 5-inch pipe, 1280 ft. long, under a head of 210 ft.? 


j (a) 936 gal. per min. 
[ {b) 15.3 ft. pt'r sec. 


(12) What commercial size of pipe should laid to deliver 

3 ,000,000 gal. of water to a paper mill per day under a head of 
356 ft., if the length of the pipe is 12,700 ft.? Ans. 10 in. 

(13) Wli/it head is reipiired for a 3-inch pipes 756 ft. long, to 

deliver 5000 gal. of water per hour? Ans. 16 ft. 

(14) Assuming that the water in the last example were used to 

drive a small turbine having an efficiency of 77.8%, what would 
be the horsepower of the turbine? Ans. 0.262, say J h.p. 

(15) A 450-hor8epower steam engine is operated an average 

of 7 hr. 24 min. for 6 days each week. Count ing 52 weeks per 
year, (a) what will be the cost per kilowatt-hour if the power 
is bought for $36 per horsepower-year ? (6) what is the power 
cost per hour of operation? j (a) $0.0209. 

I (6) *7.017. 
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ELEMENTS OF ELECTRICITY 

By J. J. CLARK, M.E. 

(PART I) 

NATURE AND KINDS OF ELECTRICITY 

INTRODUCTION 

1. Purpose of Study, —The sul)ject of electricity has been in¬ 
cluded in this course in order that the student may understand 
the application of its principles in connection with the operation 
of the different electrical machines and apparatus used in pulp 
and paper mills. How electricity is generated and controlled 
will be explained, and such of its principles will be discussed 
as will enable the student to understand the construction and 
operation of electric motors and other apparatus used about 
the plant; that is, he will understand their object, how to select 
them for different purposes, and what makes them “go/' It is 
beyond the scope of this work to teach the design of electrical 
machinery, but the stude^nt who has made a thorough study 
of the principles here explained ought to be able to select intelli¬ 
gently the proper machine or apparatus for any specific purpose, 
to determine whether the apparatus already in use is that best 
adapted to the fulfillment of the desired purpose, and should 
be able to understand what is the matter with it if it get out of 
order. 

The connection between electricity and magnetism is extremely 
close, and the student is urged to pay particular attention to the 
explanatioas here given; a thorough understanding of the prin¬ 
ciples of magnetism will make the subsequent part of the text 
comparatively easy. More complete information relating to the 
entire subject will be found in textbooks that can usually be 
obtained from the local library or in the library of the engineering 
department of the plant. 

S2 1 
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STATIC ELECTRICITY 

2. Nature of Electricity. —According to the Standard Dic¬ 
tionary, electricity is “an imponderable and invisible agent 
prodiKung various manifestations of energy, and generally 
rendered active by some molecular disturbance/’ Imponderable 
means without weight. The exact nature of electricity is not 
known; many th(M)ries have been advanced, but no one of them 
has been accepted as satisfactory. Just what it is does not mat¬ 
ter to the practical man; his only concern is to know how to 
generate it, control it, and make it do useful work. He is equally 
ignorant coiu^erning the forces called gravitation, (Jiernical 
affinity, and many other of nature’s phenomena, but that does 
not det(T him from utilizing them to the Ix^st advantage. It is 
very doubtful if he could derive any greater beiu^fit from tluun 
if h(‘ knew what is their ultimate causes since he could not, in 
any case, create them. 

3. Generating Electricity. —There is really no such thing as 
generating or producing electricity, in the sense that something 
is obtained where nothing was before. Electricity is probably 
all-pervasive and is in equilibrium, and it manif(‘sts itseJf only 
when its eciuilibrium is disturbed by the ac^tion of m(M‘hanical 
or chemical forces; when these forces are directed in a specified 
and defmit(^ manner, the state of equilibrium is altercxl in a 
specified and definite manner also, and before the state of eciuilib- 
rium can bo Restored, work must be done. If properly directcxl, 
this work may be \itilized in a definite manner. Tlu^ process is 
exactly analogous to t he action of a pile driver. Wluui the weight 
rests on the pile, everything is in eiiuilibrium. In raising the 
weight to a particular height, a certain force must be exerted; 
and since this force acts through a distance equal to the height, 
a certain amount of work is done in raising the weight. Now 
for the system to return to its previous state of equilibrium, the 
weight must be restored to its previous level—the height of the 
pile—and in doing this, work may bo accomplished. If the 
weight is allowed to fall on the pik^—by removing its support and 
guiding it—the work done will be measured by the force of the 
blow and the distance that the pile is driven. 

Thus, when anything is done to disturb the equilibrium of the 
electrical state of matter, work must be done to produce this 
disturbance; and work, useful or otherwise, may be obtained as 
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the result of the action. The action produces what may be 
termed an electric stressy and this is what is calle<l producing or 
generating electricity. Always boar in mind the unalterable 
fact that electricity is not something that can be obtained from 
nothing; it is merely an agent, and gives back only what it 
receives. In other words, in order to obtain a certain amount of 
work or energy l^y means of electricity, it is neccssaiy to do at 
least as much work in producing (he ek^ctri(^ stn'ss as is given out 
when the stress is removed. For (‘xample, suppose one pulley 
to drive another pulley by means of a Ix'lt. As much work must 
be imparted to the driving pulley as is recc'ived by the driven 
pulley; in fact, more work must be imparted to the driving 
pulley, Ix'cause of the' hurtful resistaiux's—friction, bending the 
belt, heating tlu' b(‘arings, (»tc. So it is wlu'u eh'ctricity is the 
agent; more work must be done than is obtaiiuxl through the 
agency of electricity. 

4. Electricity is an af/ent (s(‘e definition. Art. 2), an extremely 
useful one, and has two us('s: (1) to transform eix^rgy from one 
state or kind to another; (2) to transh'r (Mun-gy from om^ j)oint 
to another. By nuxins of the dynamo, for iiislam^e, m(H^hani(Xil 
energy may be changed into ('le(*trical ('lu'rgy, which, in turn, 
may be used to drive a motor, heat Jin (‘lectric iron, light th(j 
liouse, cause the release of chlorine from salt, ami in innunu*rabl(i 
other ways. By nu'ans of wires, callc'd coft.<liictonSy (^hx^t ric^al 
energy may be conveycxl long distance's—many miles, in fact— 
before it is again transformed and utilizt'd. 

6. Kinds of Electricity. —Th(»re is regally c)nly one kind of (»lec- 
tricity; but since it manifests itself in two widely diff(;rent forms, 
in so far as their effc'cts are conce'rned, it is customary to divide 
it into two class(*s: (1) alaiiCy or frictionaly electricity; (2) dymmnCy 
or curretity electricity. 

Static, or frictional, electricity is gemorated by friction, by 
rubbing together (certain unlike substances. For example;, if a 
stick of sealing wax be rubbed with a piec( f)f flanru;! or a glass 
rod be rubbed with a piece of silk, it will be foiiml that the; stick 
and the rod will both attra(;t light substaiux's, such as pith balls, 
pieces of paper, etc., the attraction being (;aused })y th<; static 
electricity generated by the friction. Under certain comlitions, 
when an ele<‘trifi(‘d body is brought into contact with anoth(;r 
b(Kly, a spark of light will pass betwetm tlu* points f>f contact just 
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before they touch. This may be well illustrated in the following 
manner: let a person stand on a piece of rubber or a glass plate, 
or take four glass tumblers, set them on the floor about a foot 
apart in the form of a square, lay a board on top of the tumblers, 
and let the pcjrson stand on the board; let a second person rub 
the back of the first p(‘rson (who keeps on his coat, which is pre¬ 
sumably made of wool) with a piece of fur, say a muff; then, if 
either person (or a third person) bring his finger to the skin of 
the other, a spark will pass, and thc^ skin will feel a sensation 
like the prick of a pin. By continuing the rubbing, as many 
sparks may be obtained as arc dc'sircd. ''Lhe best results are 
obtained when the room is cool and the air is dry. Whenever, in 
combing the hair, the hair follows the comb, this effect is produced 
by static electricity. Sometimes, when walking under and near a 
rapidly moving belt, the hjiir on oirVs h(?ad will be drawn toward 
the belt with a slight pull; (his is also caused by static elect,rieity. 

6, Positive and Negative Electricity. —By experiment, it will 
be found that there are two kinds of eh*ctrifica(ion, to which have 
been given the names of positive electricity and negative electri¬ 
city. Both kinds are always geiurated at the same time. When 
the glass rod is rubbed with silk, one kind is excited on the rod 
and the other kind on the silk; that excited on the rod is called 
positive electricity^ and that cxciteil on the silk is called negative 
electricity. The order is reversed when the stick of scaling wax 
is rubbed with flaniud; here the electricity excited on the stick 
is negative and that excited on the flannel is positive. These 
facts can easily be pro veil by the circumstance that if both bodies 
are electrified positively or both negatively, they rci)el each 
other; while if one is electrified positivi'ly and the other nega¬ 
tively, they attract each other. This fact may be stated in the 
form of the following very important law: 

Law. —Bodies that are similarly electrified repel one anothery while 
two bodies dissimilarly electrified attract each other. 

It is to be notei-l that either kind of electrification might have 
been termed positive, in which ctise, the other would have been 
negative; but, having decided to call the kind on the glass rod 
when rubbed with silk positive, or +, the kind produced on the 
silk is negative, or —, 

7. It is to be noted that the electricity produced by friction 
stays where it is generated until it is discharged, as it is termed. 
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by bringing the electrified body into contact with or near another 
body. For instance, when the back of the person standing on the 
tumblers has been rubbc'd, he will retain the electricity indefi¬ 
nitely; but as soon as he stops on the floor or comes into contact 
with another person or obje(*t in contact with the floor, the elec¬ 
tricity is discharged. For this reason, frictional electricity is 
called static electricity, the word static meaning a state of rest or 
equilibrium. 

8. In the case of static electri(*ity, the resulting electric stress 
is very high, ])ut what may be called the ('lectric quantity is 
very low. As a conseciuence, static (electricity is practically 
usel(\ss as an agent for doing useful work; iiuh'ed, it is something 
to be avoided in paf)er mills or any otluu* place where machinery 
is (employed. When a moving belt passc's (^lose to a permanent 
object, tiny blue sparks may frcHiucently be seen in the dark; these 
sparks are caused by tin' friction betw(e(en tlue b(elt and the pulley, 
which results in an electric sti^ss, and causes an acaniinulation 
of static electric charges (as th(\y an^ tc'rmed), which Ic^ave the belt 
by the way of the permanent object and (^scapc' to tln^ ('arth, thus 
restoring the equilibrium. In cas(\s where' this aertion takes place 
to a large extent, a m<*tal wire or bar is fixed close to the belt, to 
remove tlu'se (^h.arges at a pla(?e wlu're it is most convenient in- 
st(^ad of alloiving them to ('scaipci at random. Similar offects 
ar(‘ ol)served on (he winding rolls of a paper machine (Ix^cause 
of the frictionbet w('en lh(^ cah'iidcTs and t lu* paper) ;h(M'e a flexible 
copper wire or a brass chain is us(‘d to nmiovc' tlu: (dc'ctric charge, 
whi(rh passes along thci win* or chain to th(^ frame and (hence to 
the ground. If the charge' ])e not r(*mov(‘d, mon^ work must be 
expended in winding and unwinding thc^ paper, on ac^coiint of 
the attractive force's Ix^twc'en one layca* of pajx'r and (he next 
on the roll. Much of the troubhi exj)eri(‘nc(.‘d ))y (Ikj printer 
in feeding sheets of paper to tin? pn^ss is du(i to tlu'se static 
charges. 

Static charges of this kind are not dangerous to human life; 
but if they are not removed by a wire or (;hair» or other conductor, 
they may escape to the body, head, or hand. The sudden shock 
is not dangerous in itsc'lf, but it may so startle a man as to cause 
him to make a (piick, unusual inovem(*nt, wdiich may bring him 
into contact with moving parts of a machin(\ Th(iS(j sparks are 
identical in character with lightning, the only di enmee being 
that in the case of lightning, the electrical stress is enormously 
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higher. Still, sparks from a high-speed belt have been known to 
ignite a wiping rag that was wet with gasoline. 

9. Conductors.—An electric charge may be conveyed from one 
point to another by means of what is called a conductor. While 
all substances will conduct electricity, some of them conduct so 
badly that for all practical purposes, they do not conduct at all; 
such substaiKJOS are called insulators or non-conductors. Glass, 
rubbc^t, and gutta percha are the best examples of insulators; 
practically, they do not conduct electricity at all. Pure water and 
air are also very poor conductors. All the metals arc good 
conductors, though some are far better than others; silver is the 
best conductor known, and copper ranks next. As copper is 
very lu^arly as good a condinjtor as silver, and is much cheaper, 
it is the one most used in practice. 

In the experiment in Art. 6, glass tumblers were used to keep 
the electricity from passing from the body to the earth. The glass 
being a non-con<luctor, t.he I'lectricity remaiiKMl stored in tlu^ body 
until a path was made for it to escapi^ to tlui (‘arth, thus restoring 
the (Kpiilibrium. 'Fhe i^ath was th(^ body of the second man, and 
the riMison that it was necessary to approach so clos(i b(‘fore th(^ 
spark could take oflVKJt was because air is such a poor condiuitor 
that the length of th(^ path through the air had to bo exceedingly 
short. Had the first person stood on the floor instead of the 
insulators, the ehictricity would have been generated as before; 
but it would hav(* b(‘en (H)nductetl to the earth, the Ixxly acting 
as a conductor, as fast as formed, and no spark or otluu’ efect 
could be obtained. If several persons stand on insulators, the 
charge may be passed from one to another, a spark taking place 
each time, until the last person toin^hes something not insulated 
from the earth. If the persons are insulated from the floor by 
wearing rubber boots or having rubber soles and heels on their 
shoes, the one having the (diarge may walk around the room and 
wait indefinitely befon* giving the charge to anyone else, provided 
no part of his body comes into contact with another object. It 
should also be noted that the spark may come from any part of 
the body of the peraon having the charge. Thus, if the second 
person brings any part of his body, say a finger, to any exposed 
l)art of the person charged, the back of the neck, hand, chin, etc., 
the spark will pass; this shows that the charge covei-s the entire 
body, and when discharged, is concentrated and passes along 
the conductor, entering it at the point of contact. Moreover, 
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I he char^'e concentrates and pat>{ses to the ground almost 
instantaneously. 


CURRENT ELECTRICITY 

10. Definition. —If by some means, electricity can be supplied 
as fast as it flows away, the r(\sul( v ill lx* a continuous current of 
electricity. This elTect may be secured very simply by taking a 
glass jar, P'ig. 1, and i)ar<ly filling it with a solution of sulphuric 



acid and water; then place in this 
solution two plat(‘s, oiu? of copper 
and th(* ot h(*r of ziiK^, and solder to 
each platen a copp(*r wire. On (xm- 
necting the ends of the two wires, 
it will be found that a current of 
electricity is flowing along the 
wire. By exixu’iiiuuit, it can be 
shown that th(5 cuneiit leaves the 
copper plat(*, flows through the 
wire, (*nt(‘rs again at tlu* zinc plate, 
th(‘n flows through the solution to 
th(* copp(*r plate. Th(* electric? 
current is caused by chemical 
action, the acid in the solution 
dissolving the zinc gradually, P^lectricity produced in this man¬ 
ner is called current or dynamic electricity, l)ecause the elec¬ 
tricity is in motion, moving (flowing) as fast as it is generated. 

11. The apparatus described in the last article is called a 
primary element or cell; and when two or more crells arc properly 
connected, the arrangement is called a battery. The? copper 
plate is designated in P"ig. 1 by Cu, the chemical symbol for cop¬ 
per, and the zinc plate is designated by Zn, the chemical syrnlx)! 
for zinc. The point or place where the wire is attacdaxl to the 
plate, and all that part of the plate above and not touched by the 
solution, is called the electrode or pole, terms of^en incorrectly 


Fh;. 1. 
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applied to the whole plate. In Fig. 1, P is the positive electrode 
(pole) and N is the negative electrode (pole). It will be observed 
that the current (as indicated by the arrows) leaves the cell at 
the positive electrode (positive pole), flows through the wire and 
coil C, enters the cell at the negative electrode (negative pole), 
then flows through the solution, which is called the electroljrte, 
to the negative plate, continuing in this manner until the elec¬ 
trolyte will dissolve no more zinc (has become saturated) or until 
the zinc in contact with the electrolyte has been dissolved. The 
positive and negative plates and the positive and negative poles 
arc indi(;ated by + and —, respectively. The pat h of the current, 
which is made up of the two plates, the electrolyte, the wire, and 
the coil, is called the electric circuit, or, simply, the circuit. That 
part of the circuit not in contact with the elect rolyte is called the 
external circuit; the parts of the plates touched by the electro¬ 
lyte and the part of the electrolyte included between the plates 
is called the internal circuit. 

12. If the circuit be interrupted at any point, as by separating 
the wire into two parts (by opening the switch /^), by disconnecting 
the wire at one of the ele<d.rodes, or by lifting one or both plates 
out of the electrolyte, it is called an open circuit; but wh(‘n the 
circuit forms a continuous path from one plate to the other and 
through th(5 electrolyte, it is called a closed circuit. A current 
will flow' only when the circuit is closed; if there is a break any¬ 
where in it, no matter how far the break may be from the point 
where the current is generated, it is an open circuit, and no current 
will flow. 

Without regard to how' the current is generated, the circuit 
must be complete, that is, must be closed, before the current 
can flow. In the experiment described in Art. 6, the circuit was 
completed when the person standing on the insulators touched 
another person or object, the current flowing through the body 
of the person touched or through the object touched to the earth, 
and through the earth to the place where it w'as generated. 

IS. Another W'ay of obtaining djmamic (current) electricity 
is by means of a dynamo, w'hich is a machine for transforming 
mechanical energy into electrical energy. The mechanical 
energy is supplied usually by a steam engine, steam turbine, 
water motor, or gas engine, and the dynamo converts it into 
electrical energy. 
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14. In accordance with its manner of flowing, current elec¬ 
tricity is divided into two classes: directy or continuous, ciirrmts 
and alternating currents. When the current flows through a 
closed circuit continuously and always in the same general 
direction, it is called a direct, or continuous, current ; all current s 
from primary cells are direct currents. The currents generated 
by a dynamo, as will be explained hereafter, frequently flow first 
in one direction and then in the opposite direction, then in the 
first direction again, and reversing once more; such a current 
is called an alternating current, because the direction of its flow 
alternates. These alternations are very raj^id, as a rule. In an 
ordinary alternating current system, these change's take place 
at the rate of 120 times per sc'cond. The change in direction and 
the change back again is called a cycle; evidently, it takes two 
changes to make one cycle, and 120 changes per second arc equal 
to 120 2 = 60 cycles per second. In tec^huical language, the 

ordinary alternating current system “has a fn'tiuency of 60 
cycles per second.’^ If an incandescent la!»ip is lighted by this 
alternating current, the current through the filauu'nt revc'rses 
its direction 120 times every s(‘cond, and every time it reverses, 
the current falls to zero. If the rate of alternation were very low, 
the lamp would, of course, flicker; but the rate is so high that the 
eye cannot perceive any flickering. In some cases, the fre^quency 
is ex(a>edingly high; thus, in wireless telegraphy, (airrents may 
alternate with a frequency of 1,000,000 cy(;les per second. 


THEORY OF CURRENT ELECTRICITY 

FLOW OF CURRENT 

16. Meaning of Flow. —From what has been stated previously, 
it is clear that there is no actual transference of a substance from 
one place to anoth{?r when ekjctricity flows, in tin; scmsc^ thatwdien 
w^ater, for example, flows through a pipe, a certain amount of 
water is transferred from one point toanothei. Ele(itri(; energy, 
however, is transfean^d when the curnaii flows. This may s(fem 
at first to be somewhat mysterious, but a litth? (?onsi<leration 
will make the matter clear. Suppose that one end of a wire be 
inserted in the flame of a gas jet and hold there; if the wire is 
not too long, and if it be covered wdth soim^ non-h(‘al-conducting 
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substance (to keep heat from radiating from the wire to the 
atmosphere), it will be found, shortly, that the other end of the 
wire is getting hot. In other words, there has been a trans¬ 
ference of heat energy from the end in the flame to the other end; 
that is, there has been a flow of heat from one end of the wire to 
the other. No actual substance has passed along the wire, the 
conductor, but there has been a transference of energy. A some¬ 
what similar action occurs when electric energy is transferred 
from one point to another, and it is convenient to speak of a 
flow of electricity, flow of currenty current floxo, etc. 

There is, however, a marked difference between the flow of 
heat and the flow of electricity; the velocity, or rate of flow, of 
heat is very low compared with that of electricity. The velocity 
of electricity is the same as that of light, which is approximately 
3 X 10'^* centimeters per second, or about 186,400 miles per 
second. Hence, there is no appreciable interval of time during 
the transfer of electric energy from one point to another only a 
few feet or a few miles away. 

Now when anything flows, whether a material substance or 
energy, there must be an aiding force to (^ause the flow, and, if 
the flow is to be controlled, thiTc must ])e a paUi for the current 
to follow. In the case of water flowing in a pipe, the pipe is the 
path; in the case of the electric current, the electric circuit is the 
path. Again, when anything (matter or energy) moves along a 
definite path, it always encounters a resistance, and this is as 
true of electricity as of water flowing through a pipe; the greater 
the resistance the smaller the rate of flow. If the resistance be 
great enough, no current whatever will flow; thus, an insulator 
will stop a current of electricity in the same manner that the 
turning of a cock will stop the flow of water in a pipe. 


SOME ELECTRICAL UNITS 

16. The Coulomb. —It is somewhat difficult to establish 
definite values for electrical units, because they cannot bo 
measured with a taj^o line or weighed wdth a balance; it is there¬ 
fore necessary to measure them by the method of comparison, 
that is, by comparing the effects produced by electric currents. 

The unit of what is called electric quantity is the coulomb, which 
receives its name from the celebrated scientist, Charles Augustin 
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Coulomb. The coulomb is the amount of (quantity of) elec¬ 
tricity that is required to deposit 0.001118 gram of silver out of a 
solution of nitrate of silver and water, the solution consisting 
of 15 parts of silver nitrate and 85 parts of water, both by weight. 
Consequently, the number of coulombs required to deposit 2.5 

2.5 

grams of silver from such a solution is ■QQjjjg ^ 2230.1 + 


coulombs. 

Comparing the flow of electricity with the flow of water through 
a pipe, the coulomb corn'sponds 1o the (quantity of water dis¬ 
charged, measured in gallons, cubic feet, or pounds. 


17. The Ampere. —In connection with problems concerning 
flow, quantity alone is of very little value; what is wanted is the 
rede of flow, as the number of gallons or cubic^ bu't or pounds of 
water discharged per se(;ond, per minute, or pei* hour. The unit 
of rate of flow of a current of electricity is one cmdomh per secondy 
which Ls called one ampere (named after Andre Marie Ampere). 
There is no single word for the term, onc^ foot pen* second, but 
the single word, ampere, includes both quantity and time. An 
analogous term is the word knoty to indicate the speed of a ship; 
it means one nautical mile per hour. 


18. When(W(‘r t he word per occurs in a unit that is made up of 

two or more quantities, it always indicates division; hence, an 

.... , , , one coulomb 

ampere, which is one coulomr> p(*r second, means , ' 

^ ^ ^ ^ one se(!ond 


, . on(‘ pound 

one pound per square foot means .. e etc. Ihere- 

^ ‘ one square foot^ 

fore, if 2.5 grams of silver are deposited out of a standard silver 

nitrate solution in 320 seconds, the rate of flow of th(^ current is 


2.5_ 

.001118 

be(;au.se 


• .OOl llS X 32() ’ 


= 2236 1 

.001118 


coulombs, and 


say 7, 


2230.1 


amperes, 
320 = 7 


coulombs per second = 7 amperes. The rat(^ of flow of the 
current is called the strength of the current- consequently, the 
strength of the current required to deposit 2.5 grams of silver 
from a standard silver nitrate solution in 320 seconds is 7 
amperes. 

Whenever a unit is made up of two (or more) quantities unitejd 
by a hyphen, their multiplication is understood; thus, one foot¬ 
pound means one foot X one pound. Hence, one ampere-second 
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, one coulomb ^ , 

means one amf)ere X one second = sp^^onfl ^ second 

= one coulomb; that is, if the strength of the current in amperes 
is known, and the current flows with unvarying strength for a 
certain number of seconds, the product of the amperes and the 
seconds is the number of coulombs. For instance, if a pipe 

1260 

discharges 1260 gallons of water per minute, it discharges 


= 21 gal. per sec., and the number of gallons discharged in 15 
seconds is 21 X 15 = 315 gal. This result may be arrived at 

by using the actual units when multiplying; thus, 21 

\one sec./ 

X 1 sec.) = 315 gal., the 
\one sec. / ^ ^ 


X 15 (sec.) = 21 X 15 


seconds canceling. 

19, The current flow is always measured in amperes, and it is 
for this reason that the expression, ampere-sec^onds, is frequently 
used instead of its equivalent value, coulombs, when it is desired 
to specify the quantity of electricity and not the quantity per 
unit of time. An ordinary 16-candlepower, carbon-filament lamp 
takes about ampere, that is, a current of about )2 ampere is 
flowing through it; a tungsten lamp of the same can die power 
takes about H ampere. An ordinary electric iron takes about 
5 amperes, and a lO-horsepower motor about 75 amperes. The 
foregoing figures imply that the voltage is about 110. 

20. Potential and Electromotive Force. —When the weight 
that drives the pile (in the operation of a pile driver) is raised, 
it possesses what is termed potential energy^ or energy due to 
position. As previously pointed out, when an electrical stress 
(see Art. 3) is produced, work must be done, and if the current 
does not flow, this work is stored up as potential energy, in the 
same manner as when the weight of a pile driver is raised and 
held, not being allowed to fall. In works on electricity, the 
single word potential is used instead of the term potential energy; 
hence, before an electric current can flow, there must be a differ¬ 
ence of pot^ential Ix^tween one end of the circuit and the other 
or between one point of the circuit and another. In the case of 
the pile driver, when the weight rests on the earth, it may be said 
to have zero potential; and when it rests on top of the pile, it 
has a potential F' equal to the work necessary to raise the weight 
from the earth to the top of the pile; and when it is laised to 
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the height from which it is to be allowed to fall, it has a potentiiil 
A"" equal to the work required to raise it from the earth to that 
point. The difference of potentials E' — is the potential 
available for doing work on the pile. 

In the case of electric currents, the potential of the earth is 
taken as zero, and the difference of potential between any tAvo 
points of a circuit is the potential available for overcoming nv 
sistances and doing woi*k. Since eveuy elect ric (uirrerit possesses 
capacity for doing work, eveiy such (uirrent possesses potential. 

Tlie difference of potential between any two points of a cir¬ 
cuit is what causes a current to flow between those points; 
and, since the current always flows from the positive towards 
the negative or from a higher potential to a lower, it is assumed 
that the j)ositive end of a circuit is at a higher potential than 
the negative end. 

21. Emn-gy and work are mutually equivalent, work being 
the actual manifestation of eiuergy. But work is equal to a 
forc(j multiiflied by the distance through which it acts; hence, 
when (UKM'gy is turned into work, a force must act, and the value 
of this force depends upon the diffcren(;o of potential available 
and th(^ distance through which it acts. Every electric curr(‘nt, 
thenffore, may reganled as being caused ))y the action of a 
force, the value of the fun.’e Ixung determined by the diffenmee 
of potential. In tlui case of the pile driver, the force of gravity 
is the acting force and ecpials the weight of the falling weight. 
Another illustration is the flow of water through a pipe, when 
the wat(^r flows from a certain level to a lower level. The force 
causing the flow is the pressure created by the difference of h^vel 
between where the water (mters the pipe and where it discharges, 
called the hcml. As the head incrcjises the discharge increases, 
and vice versa. So it is with the electric current, the acting 
force or pressure, called the electromotive force, causes the cur¬ 
rent to flow, and the greater the electromotive force the greater 
the strength of the current in amperes, and vice versa. 

22. Some writers use the word potential in the sense of a force, 
giving to the words potential and electromotive force practically 
the same meaning; this is an error, as potential is energy, and 
not a force. The electromotive force, however, is caused by 
the di erence of potential, and if there v/ere no difference of 
potential there would be no electromotive fonxi. It is to be 
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noted that an electromotive force may exist whether the current 
move or not. For instance, if the discharge end of a pipe be 
closed by turning a cock or closing a valve, the water in the pipe 
will still be subjected to a pressure; in fact, the pressure at the 
closed end will be greater than when the current is flowing, be¬ 
cause no work is being done and no resistances are being over¬ 
come. This is exactly what happens in connection with an 
electric curnmt; if the circuit is open, so the current cannot 
flow, the electromotive force will be greater at some particular 
point in the circuit than when the current is flowing. 

23. The practical unit of electromotive^ force is the volt (named 
after Alessandro Volta), and is usually defined as the electro¬ 
motive force that is required to cause a current of one ampere to 
flow against a n^sistanc.e^ of one ohm. Instead of the words 
electromotive force, the abbreviation E.M.F. or e.m.f. is freely 
used, both in writing and speaking; also, the word voltage 
is frequently used for the same purpose. The voltage, or e.m.f., 
between the electrodes of a standard Carhart-Cflarkc cell is 
1.434 volts; that is, it requires an e.m.f. of 1.434 volts to force 
a current of 1 ampere through the ele(drolyto of a standard 
Carhart-Clarkc cell. Conse(iuently, a volt may be defined as 
inSths of the e.m.f. between the electrodes of a Carhart-Clarko 
standard cell, 

24. Usual Voltages. —The voltages in regular commercial 
use cover a wide range of values; they often go as high as 110,000 
volts. Lighting systems usually carry current at 110 volts; 
transmission systems for long distances carry (Uirreiit under a 
pressure of GGOO to 220,000 volts. Generators (dynamos) are 
made that produce voltages as high as GGOO, and sometimes 
13,200 volts. In order to obtain higher voltages, the voltage 
is incrciused by means of what are called transformers^ wdiich step 
up the alternating current voltage from that of the generator 
to that of the line, and then step it down at the other end to that 
of the apparatus using the current. In mills and factories, the 
voltage for motor circuits is usually 125 or 250 volts, where direct 
current is used, and 220, 440, or 550 volts where alternating 
current is used. In many cases, alternating currents operate 
motors at 2200 volts, and sometimes at GGOO volts. 

26. Direction of Flow. —The current alwaA's flows from a point 
of high potential to one of lower potential. From what was 
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stated in Art. 11, the point of high potential may be indicated 
by the sign + and any point of lower potential by —; thus, if 
one end of a wire through which a current is flowing or will flow 
when the circuit is closed be marked + and the other end be 
marked the current will flow from the positive, or +, end 




Fuj. 2. 

to the negative, or —, end. In Fig. 2, th(» long light line {A) 
of the primary cell represents the positive ( + ) terminal and 
the short heavy line (7f) represents the negative ( —) terminal; 
the current thus flows from A to C along the upper wire, through 
the resistance CT), and back to /?. 


Pomr Supply 


In Fig. 3, consider the terminals A and 77, across which an 
e.m.f. is maintained. Since? A is marked -f, t he current will flow 
from A into electrieail apj)aratus betwc(?n A and B, and theui 
away at R, and back to its soun^e. 




\ 


To 4pparatu» 


Vui. 



Fig. 4 represents a d.-c. (direct current) dynamo, 7), lighting a 
bank of four incandescent lamps L, and driving a motor M, 
The current is flowing from the -f terminal of the dynamo, along 
the top wire of the circuit, to the lamps and the motor, and back 
to the negative (—) terminal of the dynamo. 
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26. Resistance. —All substances offer a resistance to the 
passage of an electric current when they are used as conductors. 
If an incandescent 16-candlepower lamp having a carbon filament 
be plac(!d in a circuit having an e.m.f. of 110 volts, a current of 
.6 ampeni will flow through the lamp; but, if a tungsten lamp 
of the same candlepowcr be placed on the same circuit, only .2 
ampere will be forced through the lamp. That is, 110 volts 
forces .5 ampere through the carbon filament and only .2 ampere 
through the tungsten filament; hence, the resistance of the 
carbon filament is less than that of the tungsten filament. Re- 
sistaiKM) may thus be defined as that property of a substance 
which H'sists or limits the flow of an electric current through it. 

The amount of resistance offered by a conductor depends upon 
the mat(u*ial of which it is composed, its length, its shape and 
its cross-so(^tional area. The resistance also depends upon the 
ternp(u*atlire of the conductor, increasing as the temperature 
increase's, in the (!ase of iiud-als, and decreasing as the tempera¬ 
ture increases, in the case of carbon, the various insulators, and 
eleejtrolytic solutions. 

27. The unit of resistance used in practice is the ohm (named 
after George Simon Ohm). Several values have been used for 
the ohm at various times, but the value now universally used 
is that of the International Ohm, which may be defined as the 
resistance olTen'd by a (jolumn of mercury 1 square millimeter 
in cross section and 106.3 centimeters in height, at a temperature 
of 0® C. (32® F.). The resistance of 1000 feet of No. 10, B. and 
S. gauge, copper wire is vt'iy nearly one ohm. For wire of the 
same material and at tlie same temperature, the resistance varies 
directly as the length and inversely lus the cross section; that is, 
as the lengt;h of the wire increases the resistance increases in the 
same proportion, and as the cross-sectional area increases the 
resistance decreases in the same proimrtion. This is what would 
naturally be expected, since if the length be doubled, the wire 
will be equivalent to two wires of the same length, and the 
resistance of two equal wires will be twice that of one wire. 
However, if the cross-sectional area be doubled, the wire wdll be 
equivalent to two wires each having the same length, area, and 
resistance as the original wire, and the same e.m.f. will transmit 
twice the current. Hence, the resistance of the larger wire will 
be half that of the smaller wire. 
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OHM’S LAW 


28 . The relation between the voltage, resistance, and strength 
of current was first stated by Dr. G. S. Ohm, and this relation is 
known as Ohm’s law. This law is extremely important, and it 
should be carefully committed to memory. 

Ohm’s Law .—The strength of a continuous current in a circuit 
varies directly as the electromotive force and inversely as the resis¬ 
tance; the strength {in amperes) is equal to the electromotive force 
{in volts) applied to that circuit divided by the total resistance of 
the circuit {in ohms). 

Let / = strength of current in amperes; 

E = electromotive force applied to the circuit; in volts; 

R = total resistance of circuit in ohms; 


then, 


From formula (1), 


and 


I = - 

R 

(1) 

II 

(2) 

li = IR 

(3) 


For example, if a lamp having a carbon filament uses .5 ampere 
of current and the voltage across the lamp is 110 volts, llu» r(\sis- 

tance is, by formula (2), /? = ^ = 220 ohms. In th(^ cas(^ of 

a tungsten lamp having the same voltage and using only .2 am¬ 
pere of current, the resistance is /? = ^ ^ ~ ohms. 


Examplk 1.— If the o.m.f. of a drove coll is l.S volts, the int<*rnM,l resist¬ 
ance is .32 ohm, and the external resistance is 8 ohms, what is the strength 
of the current in the circuit? 

Solution.— The total resistance is the sum of tlie internal and fwternal 
resistances, or 8 -h .32 = 8.32 ohms. Applying formula (1), 

1 8 

/ — ’ ,3 — .210 4- ampere. 


Example 2.—If the internal resistance of a Da i»*l cell is 2.2 ohms, the 
resistance of the external circuit is 33 ohms, and the .strength of the current 
is .03125 ampere, what is the o.m.f. of the cidl? 

Solution.— The total resistance is 2.2 4- 33 35.2 ohms. Applying 

formula (3), 

E = .03125 X 35.2 = 1.1 volts. Ann. 

Example 3.—The wire in the external circuit of a certain Cf‘ll has a re- 
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sista?ir.c of 20 ohins, the cell has an e.m.f. of 1.44 volts, and the strength of 
tlie (Mirrent is .066 ampere. What is the internal resistance of the cell? 

. Solution. —Representing the internal resistance by r, the total resistance 

1 44 

is /• -1- 20 ohms. By formula (2), r -f 20 = = 21.818 + ohms, and 

/• = 21.818 — 20 = 1.818 ohms. Ann. 


ELECTRIC CIRCUITS 


29. It was stated in Art. 12 that before a current can flow the 
circuit must he closed; it was also stated that the current must 
return to th(i point or place where it was generated; and these 



statements an^ true, no matter how 
the curnmt is produced. It will 
be convenient in what follows 
under the above heading to coi\- 
sider the curr(*nt as produced by a 
battery of cells, but all statements 
will apply with equal truth when 
the current is generated by a 
dynamo. 

Before taking up the general sub¬ 
ject of electric circuits, it will be 
well to consider again the circuit 
described in connection with Fig. 
5, which is Fig. 1 repeated. 

Where the current leaves the cell, 
or where it leaves its place of generation, is always 'positive and 
is marked -f; the potential at this point is always higher than 
at any other point of the circuit. The point where the current 
enters (returns to) the cell is negative and is marked minus (-); 
the potential at this point is always lower than at any other point 
of the external circuit. The direction of the current is indicated 
by the arrows. The current passes from the zinc plate, through 
the elocitrolyte to the copper plate; hence, that part of the zinc 
plate touched by the electrolyte is positive, and that part of it 


Fio. 5. 
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above the electrolyte is negative. This correspontls to a bar 
magnet, in which one end is positive and the other negative. 
For the same reason, that part of the copper plate touched by the 
electrolyte is negative (since the current flows to it, and the 
current always flows towards a negative), and the part above it. 
is positive. The plate that is cotmimed by the electrolytes is 
called positive; in this case, the zinc plate is the positive i)lale. 
The other plate, the copper plate in this case, is the negative 
plate. Instead of positive and negative plates, the words anode 
and cathode are used, the anode being the electrode (pole) by 
which the current enters the cell, and the cathode being tins (slec- 
trode (pole) by which the current leaves th(‘ ctdl. In Fig. 5, the 
current flows from the anode (the ziius jflatcO through the (*lec- 
trolyte to the cathode (the copper plate), leav(\s the (sell at the 
cathode, flows through the wire to the resistaruse (soil C, throiigli 
the coil and the oth(sr wire to the anode, where it enters tins 
cell. >Si is a switch, the opening or closing of which opens or closes 
the circuit. Thus, if the switch is open, no curnsnt flows; but 
if it is cl(3sed, the current flows through the entire cinsuit. Ele(s- 
tricity produced by a cell or a battery of c('lls is usually (sailed 
voltaic^ or galvanic^ electricity^ named after Alessandro Volta and 
Alvisio Galvani, respectively. 

30. Series Circuit. —When the current leaves its source and 
returns to it by a single path, the path trav('l(sd is calksd a series 
circuit; the circuit in Fig. 0 is a series (sircuit. The circuit may 
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be composed of wires of different sizes and made of (lifiensnt 
materials (and, hence, of different resistances) and may have any 
number of resistances, such as lamps, motors, rh<?ostats, (itc.; 
but if the current pass through each in succession and back to 
the source, the whole making a single j)ath, the whok; is a series 
circuit, and the various resistances arc said to be (!onn(jct(Ml in 
series. Referring to Fig. 6, R is a battery of cells generating 
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electricity. The current leaves the battery at the point marked 
+ , flows to and through the resistance coil Ci, to and through the 
resistance coil Ca, to and through the resistance coil C 3 , and then 
back to the battery. The path is therefore a single one, and the 
circuit is a scries circuit. Referring now to the battery R, the 
heavy lines represent anodes and the (longer) light lines cathodes, 
each anode and its adjacent cathode representing one cell. The 
cells are so connected that the cathode of the first (right-hand) 
cell is joined to the anode of the second cell; the cathode of the 
second cell is joined to the anode of the third cell, etc. The cur¬ 
rent, consequently, passes through each coll in succession, and the 
cells arc said to be connected in series. The result of this arrange¬ 
ment, is that the entire circuit—wires, coils, and cells—is a series 
circuit. Considered as poles, the cathode is the positive pole and 
is marked +> the anode is the negative pole, and is marked —. 

31. Resistance of a Series Circuit. —When all the resistances 
are in scries, as in Fig. 0 , the total resistance of the circuit is 
equal to the sum of the s(q)arate resistances that make up the 
circuit, or the resistance of the wire + resistances of coils + 
internal resistances of the cells composing the battery. The 
diagram shows that there are 5 cells, and if the internal resis- 
taiK^e of (^ach cell is 1.7 ohms, the resistance of the battery is 
1.7 X r> = 8.5 ohms. If the total resistance of the conducting 
wire is 4.5 ohms, the total resistance of the circuit is 8.5 + 4.5 
+ 7 + 56 + 12 = 88 ohms. 


32. The e.m.f. of Cells Connected in Series. —The e.m.f. of 

a battery of cells connected in series is equal to the sum of the 
e.m.f.'s of the cells. This is evident, since it is equivalent to 
piling several weights on top of one another, thus making a single 
weight whoso value is equal to the sum of the separate weights. 
If each cell of the battery in Fig. 6 , has a voltage of 1.32 volts, 
the e.m.f. of the battery is 1.32 X 5 = 6 . 6 , and the strength of 

6 6 

the current in the circuit is ^ = .075 ampere. 


l^AMPLE.—Suppose it had been desired to pass a current of about .30 
ampere through the above circuit; how many cells of the same voltage (1.32 
volts) would have been required? 

Solution. —By formula (3), Art. 28 , R « /R * .36R. The resistance of 
the external circuit is 4.5 7 + 56 -t- 12 *= 79.5 ohms. L«t n =» the num¬ 

ber of cells; then the resistance of the internal circuit is 1.7 X n = 1.7n, 
and the voltage of all the cells is 1.32n. The total resistance is ft * 1.7n 
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-h 79.5, and E = 1.32n = .36(1.7w -f- 79.5). Dividing both sides of this 
equation by .36, 

3?^n « 1.7n + 79.5 

Multiplying by 3, lln = 5. In -f 238.5 
Whence, 5.9n *= 238.5 

and n = 40.4 -f- , say 40 cells. Ans. 

To ascertain whether this result is correct, calculate the 
strength of the circuit when 40 colls are used. The internal re¬ 
sistance is 1.7 X 40 = 68 ohms; the total resistance is 68 + 
79.5 = 147.5 ohms. The total e.m.f. is 1.32 X 40 = 52.8 volts. 

52.8 

Then, by formula (1), Art. 28, I — ^ = .358— ampere. 

Had 41 cells been used, the total resistance would have been 
1.7 X 41 + 79.5 = 149.2 ohms; the total voltage, 1.32 X 41 = 

5=1.12 

54.12 volts, and the strength of current, ^ ~ -363— ampere. 

When cells are connected in series, the current generated in 
the first cell flows into the second, the curriuit generated in the 
first two cells flows into the third, etc., iind the total (?iirrent, 
which is generated in all the cells, flows through the entin? outer, 
or external circuit, when all the external resistaiK^'s are in series. 
Note that: the current flouring at any point of the external circuit 
of a series circuit is exactly the same as at any other point of the 
external circuit, 

33. Parallel or Multiple Circuits. —When a circuit is divided 
into two or more branches, uniting later at some i)oint in the 
circuit, as in Fig. 7, where the circuit is divided at A and united 
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at D, the circuit is called a parallel or multiple circuit. "J'he 
reason for using the names is evident; in the diagram, the two 
wires U and L are parallel, and since there is more than one wire, 
this fact is indicated by the word multiple. The current flowing 
through the wire m is divided at A, a part going through the wire 



22 


ELEMENTS OF ELECTRICITY 


§2 


Uj the coil C', and wire f/', and the remainder through the wire 
L, the coil C", and the wire L'; both parts of the current unite at 
Dj and the entire current flows back to the battery through the 
wire n. The two circuits between A and D are called shunts; L 
is said to shunt U and U is said to shunt L, meaning thereby that 
a part of the current which would otherwise go through U (or 
L), if there were but one wire; is deflected or shunted through L 
(or U), The case is similar to that of a water main hav¬ 
ing bran(!hcs; the water flowing through the main will divide, 
a part going through one branch, a part through another 
brarudi, etc. If the branches were all to unite again, form¬ 
ing another main, all the current flowing through the first 
main would flow through the second, and also through the 
branches. This is what happens in a multiple electric circuit; 
all the current flows through the main conductors, and this equals 
the sum of the currents flowing through the shunts. If the re- 
sistanc^es of the shunts are all equal, the amount of current flow¬ 
ing through eacih will be equal to the current in the main 
conductors divided by the number of shunts; if they are not equal 
the current divides inversely as their resistances. Thus, in Fig. 
7, if the current in the mains is 15 amperes and the resistance of 
the upper circuit is equal to the resistance of the lower circuit, 
the current in the two shunts will be 15 -f- 2 = 7.5 amperes in 
each. If, however, the resistance in the upper shunt is 24 ohms 
and in the lower shunt 40 ohms, it is evident that more current 
will flow through U than through L, since the resistance of U 
is less than the resistance of L, Let x = the current flow¬ 
ing through U; then 15 — a? = the amount of current flowing 
through L. By Ohm’s law, the strength of the current varies 
inversely as the resistance; the e.m.f. causing the flow is deter¬ 
mined by the difference of potential between the terminals of 
the circuit, and for any particular value, the variation in current 
flow will be due to a variation in the resistances. If the cur¬ 
rent varied directly as the resistance, the current in the two 
shunts could be determined by the proportion 

X : 13 - X = 24: : 40 

But, since the proportion is an inverse one, it must be written 
either as 

X : 15 — X = 2^^ : 


or as 


X : 15 - X = 40 : 24 


(а) 

( б ) 
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Solving either proportion, (a) or ( 6 ), a: = 9.375 = 9^8 amperes, 
and 15 — a; = 15 — 9?8 = amperes. Therefore, the upper 
wire U carries 9^8 amperes and the lower wire L carries 5i?8 am¬ 
peres. The sum of the currents carried by the two shunts is 
9% + 5^ == 15 amperes, the total current. 


34. These results might have been obt ained in another manner, 
using a method similar to that of partnership in arithmetic. 
Thus, the current going through the upper shunt is proportional 
to 324 ” .0412^; the current going through the lower shunt is 
proportional to t = .025; the sum is .066^^3; hence, the upper 
. 0412 ^ 

shunt carries q 002 / ^ ^ 9.375 amperes, and the lower shunt 

.025 ^ 

carries ()q^ 2 ^ ^ ^ 5.025 amperes. Or, instead of reducing 

the fractions to decimals (that is, to a common denominator of 
100 ), reduce the fractions to fractions having a common demoni- 
nator, preferably the least (common denominator, and then 
operate with the numerators in the same manner as with the 
decimals. Thus, the L.C.M. of 24 and 40 is 120 ; and 

^(T = tIij; 5 + 3 = 8 ; then, the current in the upper shunt is 
I X 15 = Og amperes, and the current in the lowcjr shunt is 
I X 15 = 5| amperes. 


36. This last method may be applied to any number of shunts. 
Thus, suppose there were four shunts, ^1, /i, C, and />, in a mul¬ 
tiple circuit, and that 24 amperes are flowing through the main. 
If the resistanc(*s are A = (> ohms, B = 10 ohms, C = 3 ohms, 
and D = 11 ohms, what is the curnmt in each shunt? The frac¬ 
tions are J, i^o, § and iV; the Ii.(\D. is 330, and the frac¬ 
tions reduced to this denominator are tj'Vo, sVo; Uo, and 
The sum of the numerators is 228; and the current in shunt A 
is -/aV X 24 = 5.789 amp., the current in shunt B is X 24 
= 3.474 amp., the current in shunt C is ilS X 24 = 11.579 
amp., and the current in shunt D is X 24 = 3.158 amp. The 
sum of the currents in the four shunts is 5.789 + 3.474 -f- 11.579 
+ 3.158 = 24.000 amp., the same as the curremt in the main. 

It may be remarked that if the resistances contain decimals of 
more than two figures, it will usually be easier to reduce l.hc 
fractions to decimals than to reduce them to a common 


denominator. 

Another example of a multiple circuit is shown in Fig. 4. 
Here the current is divided so that it passes through each of 
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the four lamps and also through the motor M, In this case, 
there are evidently 5 shunts. 

36. Conductance. —The conductance of a circuit is the recip¬ 
rocal of its resistance. Thus, if the resistance of a certain cir¬ 
cuit is 34.72 ohms, its conductance is 1 -H- 34.72 = .02880+; if 

the resistance of a circuit is .00637, its conductance is == 

157 — . Consequently, (sec Art. 36) in a multiple circuit, the 
current divides in direct proportion to the conductances of the 
shunts. The unit of conductance is the mho (pronounced mo), 
this word being ohm written backwards. In the first case above, 
the conductance is .0288 mho; in the second case, it is 157 mhos. 

If the (jonductaiuje in mhos is known, the reciprocal of it will 
be the resistance in ohms; for instance, if the conductance of a 
certain circuit is .0625 mho, the resistance of this circuit is 1 -r- 
.0625 = 16 ohms. 

37. Connecting Cells in Multiple or Parallel. —Two or more 
cells may be connected in multiple or parallel by connecting each 
anode to a main and each cathode to a main, as shown in Fig. 8, 

where all the cathodes are connected 
. to the main conductor M and all the 
anodes are connectcHl to the main con- 
I I ductor iV. The current flows from the 
j J cathodes through wire 3/, the coil C, 
- the wdre iV, and back to the anodes. 
The e.rn.f. of the circuit is the same 
iis the e.rn.f. of one cell, assuming 
that the cells arc alike and that they all have the same e.rn.f. 
To understand this statement, assume that there are 5 blocks 
of wood, each block being one foot square and of such thickness 
as to weigh 8 pounds; then the pressure per square foot due to 
the weight of one block will be 8 pounds. If the blocks are 
piled, one on top of the other, they will be arranged in series, 
and the pressure per square foot due to their weight will be 
6 X 8 = 40 pounds. If, however they are arranged alongside 
one another, they will be arranged in multiple, and the pressure 
per square foot will be the same as that of one block, or 8 
pounds. This is exactly what happens in the case of the voltage 
of a multiple circuit—the voltage of any one shunt is the same 
as the voltage of the main. 




§2 


THEORY OF CURRENT ELECTRICTTY 


25 


As another illustration, a cell will generate the same o.m.f. r('- 
gardless of its size; but if the distance between the plates remain 
constant, the current strength will be in proportion to the area 
of the plates in contact with the electrolyte, assuming that this 
area (which may be called the wetted area) is the same for both 
plates; but if not, the smaller wetted area should be used in 
forming the proportion. Suppose the wetted area is 1 scpiare 
millimeter; then the internal resistance may be considered as 
equal to that of a wire of the same substance as the electrolyte, 
having a cross-section of 1 sq. mm. and a length equal to the 
distance between the plates. If the area be doubhul, the n^sis- 
tance will be halved; but the e.m.f. being the same as before, 
the current will be doubled, all in accordance with the statenumts 
in Art. 27. If a number of cells, say 5, are connected in s(*ri(\s, 
the current must pass through all 5 cells; this is equivalent to 
lengthening the path through the (electrolyte, making it, in this 
case, 5 times as long, and imu'easing the r(\sistau(!e 5 times. But, 
if the resistance be increascMl o tiimes, the e.m.f. must also bo 
increased 5 times to get the same strength of current. Therefore, 
when cells are connected in series, the elec^tromotivo force of the 
combination is equal to the e.m.f. of 1 cell multiplied by the num¬ 
ber of cells. 

If the cells are connected in parallel (multiple), the ofToct will 
evidently be the same as though one large cell were used whose 
plates had the same wetted area as the sum of the wetted areas 
of the small cells, assuming that the distance between the plates 
were the same in both cases. The resistance of the electrolyte 

in the large cell will, however, be only th as great, t he numb(ir 

of cells being n, since the wetted area of the large cell is 7i times 
that of one of the small cells. The e.m.f. (voltage) generated by 
the chemical action of the electndyte will evidently be the same 
as for one of the small cells. Thus, suppose there are o cells; 
then, if the 5 anode plates and 5 cathode? plates are pla(;(?d in the; 
same large cell, and are situated the same distance apart as in 
the small cells, and the corresponding anodcjs and cathodes are 
connected by wires, the conditions are exactly the sanu? as though 
there were 5 separate cells. But, if all the anodes are connected 
to a single wire and all the cathodes are connect(*d to a single 
wire, the result is the same as though there were a single anode 
and a single cathode, each having a wetted area /) times that 
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of a single cell. This, however, has not in any way changed 
the e.in.f. 

Assuming that there is no external resistance, connecting the 
cells in multiple increases the current strength as many times 
as there are cells; because, assuming that there are n cells, the 


resistance of the electrolyte is only th as great. Since I 

Tl 

E R n E 

= r>» and E remains the same, I = E = E X n = n X ^ 
K n H K 

When the cells are connected in series, the current strength 

remains the same. The current passes through all the cells in 

succession; the e.m.f. is n times as great, but the resistance is 

n tiiiKis as great also; and I = ^ w >> = as before. It is 

here assumed, as in the preceding case, that there is no external 
resistance. 

What is true of cells is true of resistances; if a circuit is divided, 
the diTerence of potential between the terminals makes the e.m.f. 
of each shunt the same. Hence, if a constant current is desired^ 
connections should be made in series; buty if a constant e:mf, 
is desiredy connections should be made in parallel or fnultiple. 


38. Joint Resistance. —When two or more resistances are con¬ 
nected in parallel, the resistance of the combination is less than 
the resistance of cither; this must be so, since the area of all the 
conductors is greater than the area of any one of them. Refer¬ 
ring to Fig. 7, the resistance of the shunts considered as a single 
combination and called the joint resistance is equal to the recip¬ 
rocal of the sum of their conductances. If the resistance of the 
upper wire and coil is 24 ohms, its conductance is 3 24 mho; if 
the resistance of the lower wire and coil is 40 ohms, its conduc¬ 
tance is } io mho; the sum is 324 + 340 = * 120 = 315 mho; and 
the joint resistance is 1 -t- Ifs = ohms. This method of 
finding the joint resistance may be applietl to any number of 
shunts. 

The joint resistance being known and the current dividing at 
A being 15 amperes, the voltage of the current in the shunts 
(due to the di Terence of potential between A and D) may be cal¬ 
culated by Ohm’s law. The total current of 15 amp. unites at 
D, and since the joint resistance is 15 ohms, the voltage at A 
is B = //? = 15 X 15 = 225 volts. Hence, the current going 
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== 5.G25 amp., the same result as pre- 


E 225 

through ^7 is /' = ^ = = 9.375 amp., and the current 

E 225 

through L is 7" = == 5.G25 amp., the same result as pre¬ 

viously obtained. 

To make the foregoing a little clearer refer to P’ig. 9. A and D 
are two parts of a water main that is divided into two branches, 
B and C, The pressure per square inch at rn and n is the same as 
at A\ hence, the specific pressure P at A is the moving force 
(motive force) at 7n and ri that causes the water to flow through 
the shunts B and C; and this pressure corresponds in all respects 
to the e.m.f. at A in Fig. 7. Consequently, dividing or splitting 



a current, thus making a multiple circuit, docs not change the 
motive fon^e; and what is true of water is, in this case, also true 
of an electric current. It makes no difTerence wh(»t her the cur¬ 
rent is divided or whether it is united, the motive for(;e is un¬ 
changed. Thus, the motive force (specific pressure) at 7^, Fig. 9, 
is the same as at m' and n'; and in Fig. 8, the e.m.f. at m is 
equal to the e.m.f. at n plus the e.m.f. required to overcome the 
resistance between in and a, which is the e.m.f. of one (tell. 

Note that the joint resistance is l(\ss than the resistance of 
either shunt. This was to bo ('xpecttcnl; since, if onc^ of the shunts 
were to be opened, all the current would then flow through the 

E 

other shunt. Since R = j and E is not changctd, it foIlow^s that 

if 7 be inctreased, R must be decrea.sed, and R is decreased by (con¬ 
necting the other shunt. The more paths (shunts) ther(i are 
for the current to follow, the less the resistance, and the joint 
resistance is less than that of the shunt having the srnalhcst nc- 
sistance. Also, the sum of the currents in all the shunts must 
alwajTS equal that at the point where it divides and the point 
where it unites, and this, in turn, must equal the current at any 
point of the mains. 
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39. Applying Ohm’s Law to Parts of a Circuit. —Whenever a 
continuous current is flowing, Ohm's law may be applied to any 
section of the circuit, provided the resistance is taken as the re¬ 
sistance of that section only, and the voltage is taken as that due 
to the difference of potential between the two ends of the sec¬ 
tion. For instance, in the last article, the voltage across the 
shunts was 225 volts, which was produced by the potential differ¬ 
ence between A and D; the resistance in the upper shunt between 
A and D is 24 ohms, and in the lower shunt it is 40 ohms; hence, 
if it is desired to find the current in either shunt, the voltage and 
resistance for that shunt must be substituted for E and R in 
the formula ex[)ressing Ohm's law. 

It is to be noted that in a multiple circuit if the resistance is 
high, only a small current will flow through that shunt; but if the 
resistance is low, a hirge current will flow through it. No matter 
how many shunts then* are in a multiple* circuit, nor how high 
the resistance of oru* of these shunts may be, the current flows 
through all th(» shunts, though only a v(*ry small current may flow 
through the shunt having the highest resistance. Electricity is 
like water in this r(‘sf)ect: it does not follow one i)ath or several 
paths; it follows all pat hs that form a closed circuit with the main. 
The strength of tln^ current in any shunt, any part of a shunt, or 
any part of the circuit may lx* found by Ohm's law when the 
voltage and n*sistance of the s<‘ction are known; or, if the cur¬ 
rent and resistance are known, lus is usually tlu* case, the voltage 
across the section may be calcidated, or, finally, as is sometimes 
the case, if the strength of the current through the section and 
th(^ voltage ac^ross the section are known, the n^sistance can be 
calculated by Ohm's law. 

Kxamplk 1. —Roforring to Fik- C, .suppose the IxUtery to be made up of 
20 cells connected in series, and that each cell has an e.rn.f. of 1.8 volts and 
an internal resistance of 1.45 ohms. The resistances of the coils (\ and 
being 7 ohms and 5(1 ohms, respectively, the resistance of the wire being 5 
ohms, and the current strength being .3302(1 ampere, wliat is the resistance 
of coil t'j? 

SoLUTiox. —Since tlie voltage is known only for the difference of potential 
between tlie terminals of the battery, it is necessary to calculate the total 
resistance, subtract from this the sum of the known nsistances, and the 
remainder will be the re.sistance of the etiil. The total voltage is 1.8 
X 20 = 36 volts: the ciirn*nt is .;13026 ainix'res; hence, the total resistance is 

H ^ « 36 -J* .33026 ~ 109.00 -f ohms. The resistance (internal) of tlie 
battery is 1.45 X 20 » 29 ohms; the sum of the external resistances, not 
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including coil C*, is5-l-7 4- 56 = 68 ohms; and 68 4“ 29 = 97 ohms, the 
sum of the known resistances. Therefore, the resistance of coil is 109 
— 97 « 12 ohms. Am. 

Example 2.—Referring to Fig. 10, suppose R to be a battery of 20 cells 
connected in multiple, and that the wires leading from the cells to the 
mains connect with the mains so near together that for practical purposes 
they may be said to connect at points, as ?n and in Fig. 8. If each cell 
has an e.rn.f. of 1.<S volts and the internal resistance of each cell is 1.44 
ohms, what is the strength of the current through coils fh and C 2 , assuming 
that the wire in shunts M and N is twice as long as in shunts F and Q? 


3 Ohm$ 


1^. 

- p, 




3 Ohms CT 


Fiu. 10. 


Solution.—S ince the cells are all connect(‘d in inultijile, the (*.ni.f. of 
the circuit is 1.8 volts: and since there are 20 e(‘lls, the int(‘rnal resistan(!<^ 
1.44 


Jii of the battery is Hi 


20 


- = .072 ohm. ('onsidering K and F as the 


points where the wires from the battery connect with the? mains, the? length 
ECDF is twice EAhF, and the? resists ne'e e)f the fe>rme‘r is twice? that e)f the 
latter. (See Art. 27.) Since the total re*sistance? of the wire is 3 4“ 

2 

= 6 ohms, the rt\si.stane?e of E('I)F is (> X 2 \ ~ ohms, anel of EAHF 

6 X ii = 2 ohms. The? coiidue?taru?e* of EFDF is . , , .2 mhejs anel eif 

3 4 4 1 

EARF is o.r T“.y — -114 mhos; the* total conductance? e»f the? e'xte*rnal e*ircuit 

2<j 4“ " 

is .2 4- .04 = .24 mhos and its n*sist jin(M* is ^ - 4.167 e>hms. 

Therefore, the total revsistance* of the multiple? circuit is 4.167 4- .072 

I S 

= 4.239 ohms; the strength of the* curre*nt is ^ = .4246 ampere»s. The? 

10 

current flowing through e*oil (\ is .4246 X " .3.'54 ampere‘S. Am. 

12 

M 

The current flowing thremgh coil f/j is .4246 X = .0/08 amperes. Ann 

6 


Since the external resistance is 4.167 ohms anel the internal re*sistance e)nly 
.072 ohm, the latter may be neglected in practice, anel the strength eif the? 
18 

current is — .43 amp. The rc»sults e>btaine?el above may be conside*red 

4.167 

in practice as .35 amp. and .07 amp., and the sum is .42 amp. 
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40. Combinations of Series and Parallel Circuits. —In prac¬ 
tice, a circuit may be, and frequently is, made up of resistances 
connected in both series and parallel; such circuits are variously 
called series-parallel, series-multiple, parallel-series, or mul¬ 
tiple-series circuits. A simple case is shown in Fig. 11. Here 
the current divides at A and unites again at D; the upper shunt 
has three coils in series, and the lower shunt has two coils in series. 
There might, of course, be several other coils in series between 
A and the battery B and between D and 7?. There might be 
more shunts between A and />, and tlie current might again be 



divided between any two of the coils. It is clear that a circuit 
may become quite a complicated one, and the current and voltage 
relations soiiunvhat difficult to calculate. Lack of space pre¬ 
vents a thorough discuission of such circuits. The following 
example, however, will illustrate several important points in 
(^oniUM^tion with calculations f)ertaining to series-parallel circuits. 


Kxamclk. —Hoforriiig to Fig. 11, suppose tluit tlie resistance of the wire 
between Ji and A is (> olims, of the wire in the upper shunt is 8 ohms, in the 
lower shunt, 8 ohms, and between I) and By 9 ohms; that resistance of coil 
Cl « 10 ohms, of Ci = ‘20 ohms, of C*' = 30 ohms, of Ci' = 6 ohms, and 
of r," •« IS ohms. Assume that the battery B is made up of 24 cells con¬ 
nected in series, and that each cell has an e.m.f. of 1.5 volts and a resistance 
of 1.875 olims. Find the strength of the current in the two shunts, voltage 
of the entire combination, and the voltage necessary to carrj' the current to 
A and also across the shunts. 

Solution. —The voltage of the entire combination is the total voltage 
generated by the battery and is equal to 1.5 X 24 - 36 volts, since the cells 
are connected in series. The resistance of the upj>er shunt isS-flO-f 
20 -H 30 » 68 ohms, and its conductance is >^8 mho. The resistance of the 
lower shunt is 8 -h 0 + 18 = 32 ohms, and its conductance is Fa 2 mho. 


The joint conductance is + ^2 


8 1 4 


25 

544 


mho, and the joint 
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resistance is == 21.76 ohms. The internal resistance of the battery is 

1.875 X 24 =* 45 ohms; the e.xternal resistance isG-f-21.76-f9 — 36.76 
ohms; and the total resistance is 36.76 -f 45 = 81.76 ohms. By Ohm’s 

K 

law, the strength of the current flowing througli the entire circuit is / - 

36 8 

= = .44031 amp. The current in the upper shunt is .41031 X 

17 

^ .1400 amp., and in the lower shunt it is .14031 X " .20041 amp. I'y 

Ohm’s law, E - Hi) hence, since the resistance to .1 is 45 -f 6 “ 51 ohms, 
the voltage neces.sary to carry tlie current to .1 is .44031 X 51 22.456 

volts; the resistance to D is 51 -f 21.7() - 72.76 ohms, and tlie voltage 
nece.s.sary to crarry the current to I) is 72.76 X .44031 - 32.037 volts; the 
voltage necessary to carry the current across tlu* shunts is 32.037 — 22.456 — 
0.581 volts. Ans, Or, since the re.sistance of tlu'shunts is 21.7(i ohms and 
the current (total) across them is .44031 ampcuv, the (‘.m.f. reipiired to 
carry the current across the shunts is E ~ .44031 X 21.76 — 0.581 volts, 
the same result as before. 

That the voltage re(iuiro(l (o soiul the rnrn^iit through the 
upper and lower shunts is the sanu' and is (‘(pial to the result 
just obtained may b(^ readily proved by multiplying the eiirrtuit 
in either shunt l)y tin* r('sistan(*e of llu' shunt; thus, for upper 
shunt, E = .1400 X ()<S = 0.581+ volts, and for lower shunt, 
E - .20041 X 32 = 0.581+ volts. 

41. Referring to the example just giv(*n, the o.m.f. of the 
external eireuit is higliest where th(‘ curnmt, l(*av(\s th(' last e,(‘ll 
and ent(ws the win^; from this point on, it coniinually deen‘as(\s, 
becoming zero wIkmo wire eoniKicts with the anod(? of the 
first cell. For instance, rebu-ring to Fig. 11, the voltage 
quired to force the curnmt through tlu) battcuy is .44031 
X 45 = 10.814 volts; tlu^ e.m.f. at 7//, where the current enters 
the wire is 36 — 10.814 = 16.186 volts; at /I, tlu* (Mu.f. is 36 
— 22.456 = 13.544 volts; at/.), th<^ e.m.f. is 36 ~ 32.037 ™ 3.0()3 
volts; and at ?i, the e.m.f. is 36 — 36 0. This (corresponds 

exactly to the flow of watiT through a pipe; as the distance from 
the supply increases, the for(;(5 (prt'ssure) causing the water 
to flow decreases. This lo.ss in motives force, whicdi o(!(!Ui*s in 
every circuit, is called the line drop, and moie will be said con¬ 
cerning this later. It may be here statofl, however, that in well- 
designed electric circuits, the line drop is comparatively small. 
Since a loss of oloetromotivo forc'c implies (and is the result of) 
a loss of potential, the term loss of potential is frequently used 
instead of line drop. If is the loss f)f potential between any 
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two points that causes the current to flow between them, be¬ 
cause this loss of pot(»ntial equals the potential required to over¬ 
come the resistance b(*tween those two points. 

In conn(‘ction with th(^ foregoing, it is to be noted that the 
e.m.f. njfeiTfrd to is the o.m.f. required to drive the current 
through th(^ C'xt(*rnal cireuit. The acrtiial e.m.f. at the cathode 
must b(^ gr(‘at(‘r than this by an amount sufficient to drive the 
curnuit through t,h<‘ intcarial n*sistan(*(', and this is the e.m.f 
at th(i anod(\ In tlu^ ease* of a dynamo, hd E — total e.m.f. 
generated, H = total resistance, E' ~ e.m.f. required for exter¬ 
nal circuit, E'* ~ (*.m.f. required for ov(‘rcoming internal resis¬ 
tance, /il", of dynamo; then, E = E^ + A'" = e.m.f. of current at 
point wlu're it h^avc^s the dynamo (the positive })rush) and E'^ 
= E — E' == (*.m.f. at point where current returns and enters 
th(^ dynamo (th(^ negatives brush). The (airnuit remains con¬ 
stant throughout th<» cinaiit; because, as th(‘e.m.f. decreases, the 
nssistance t.o b(> ovc’rcome al.^o <l(‘crcas<‘s, anti in the same pro¬ 
portion. When the (Mu.f. drops to the value /i", the resistance 

E*' E 

is tluit of th(' int(*rnal circuit only, and I = j,,f = 

Referring again to the preceding example and to Fig. 11, if 
the n^sistance of tin* win' in th(' upper shunt be 2 ohms between 
A and 1 ohm Ix'twtM'ii b an<l c, 3 ohms Ix'tween d and c, and 
2 ohms bet wet'll / and 1) in tht^ upi)er shunt (the total is 2 -f- 
1 + 3 + 2 == 8 ohms), what is the line drop between A and a, 
A and b, A and c, .1 ami d, .1 ami c, and .1 and/? The resistance 
betwt't'ii A ami <t is 2 ohms ami the current is .1409 ampere; 
hence, the line drop between A and a is Ea — .1409 X 2 
= .2818 volt. Similaily, the line tlroj) between A and b is Eh 
= .1409 X 12 - 1.0908 volts; betweeiwl and r, the line drop is 
Ec = .1409 X 13 = 1.8317 volts; between A and d, the line 
drop is Ed = .1409 X 33 4.0497 volts; between A and c, 
the lino drop is E, == .1409 X 30 = 5.0724 volts; between A 
and /, the line tlrop is Ej = .1409 X 00 = 9.2t)94 volts. 

It will be obvserved that when calculating the line drop be¬ 
tween any two points, the strength of the current flowing be¬ 
tween those points is multiplied by the total resistance between 
those points. Thus, the line drop between h and e is .1409 X 
(1 -f 20 + 3) - .1409 X 24 = 3.3810 volts. 

42. Use of Series and Parallel Connections. —A common use 
of the series circuit is a street lighting system in which the arc 
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(or incandescent) lamps are connected in series. The lamps are 
all alike, and each lamp ofiers the same resistance. Since in a 
series circuit, the strength of the current is the same throughout 
the circuit, the voltiige across each lamp is the same also, lu'glect- 
ing the line drop in the conductor (which is comparatively 
small), because E = //?, and as / and 7? do not change, E re¬ 
mains constant. Therefore, the voltage of the dynamo generat¬ 
ing the current is equal to the voltage of one lamp multiplied 
by the number of lamps, to whi(*h must be added the voltage 
necessary to send the current through the conductors. 

In the case of houses, factoric's, mills, and public buildings, it 
is desirable to keep the e.m.f. constant, since the various in¬ 
candescent lamps, motors, fans, electrics iions, (*t(\ are all de¬ 
signed for a certain voltage; the resistan(U‘s and ciirnmt strengths 
vary greatly, however, and it is therefore lu'cc'ssary to connect 
with the mains in multiple. By so doing, (‘V('ry lamp, motor, 
fan, or other piece of electrical apparatus is coniu'ct(Ml in parallel 
with ea(;h other, and every one has th(» same voltage at. its ter¬ 
minals. The dynamo furnishing tlie current for mvh a circuit 
will have passing through it the sum of all the currents required 
to operate all the electrical apparatus iii the (‘irciiit.. 

When lamps are connected in series, if oiu^ burns out, thus 
breaking the (*ircuit, all the lamps in the cinaiit will go out. 
For this r(*ason, lamps connected in series are fitted with auto¬ 
matic cut-outs, lus they are called; then if a lamp burns out, the 
circuit is closed automati(;ally, cutting out the lamp, and the 
remaining lamps continue to burn. 

43. Fig. 12 shows in diagrammatic form how lamps are con¬ 
nected in multiple. Here AE and CD are the mains, or ratine, 
sub-mains, since they l(‘ad from 
the street mains to th(» house or "*”11 
other i)uilding. The current A 

flows from the dynamo to y! |T 

and on to 77, dividing at u, 6, c, ®—i 
etc., flowing through the lamps, 12 . 

and then back through tlu' other 

sub-main CD to the negative pole of the dynamo. Assuming 
that the resistances of all the lamps are ecpial, the total re¬ 
sistance of all the lamps (wImui all are burning) will be equal 
to the resistance of one lamp divided by the number of lamps, 
provided the conductors are of sufficient size to allow the line 
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drop to be neglected. Suppose there are 50 lamps, the voltage 
of each being 110 volts and the resistance of each when hot 
(burning) being 220 ohms. When all the lamps are burning, 
the total resistance will be 220 50 = 4.4 ohms. If the 

resistance of the conductors (maiiLs) is .0 ohm, the resistance of 
the circuit is 4.4 + •<> == 5 ohms, and th(‘ strength of current 
required to light the lami)s is / = 110 5 = 22 amp. 

If only 25 lamps are burning, the total resist ance will be 220 -t- 
25 == 8.8 ohms; the line drop to the first lamp Vvill be the same 
as before, .0 ohm, and the resistaruie of the circuit will be 8.8 
+ .() = 9.4 ohms; and the current required for 25 lamps will be 


I = 


no 

9.4 


11.7 


amp. 


That tlui (!urrent for 25 lamps is more than one-half that for 
50 lamps is due to the fa<d that the resistance of the mains is 
the same (practically) in both cases, Then^fore, there is less 
drop of pressun^ in th(^ mains, with half th(» lamps out, and the 
applied e.m.f. at the lamp terminals is great(‘r, thus forcing more 
current through them. 


WORK, ENERGY, AND POWER 

44. Work. —When a force overcomes a resistance and acts 
through a certain distance, work is done. The unit of work in 
English measures is the foot-pound, which nutans that a force of 
one pound has acted against a resistance of one pound through a 
distance of one foot. If a pound weight be raised vc^rtically a 
distanc^c^ of one foot-, ont? foot-pound of work will Ih‘ done, Ih'- 
cause the pound weight olTers a resistance of one pound and this 
resistance is ovtuvome through a distance of one foot. Cons(»- 
quently, to find the work done in overcoming any r(»sistanc(' 
whatever, multiply the resi.stance (expresseilin pounds) by the 
ilistance through which the force acts (expn^ssed in feet); the 
product wdll bo the work in foot-iK>uiuls. 

Work alwaj^s implies a movement; if a body in motion be 
acted on by a force, it will either increase or decrease the velocity 
of the body (if it l)e an external force), and work will Ix^ done. 
If, however, the Iwdy Ik? at rest and the force is not great enough 
to cause a movement in the body, no work will be done. For 
instance, a man may push wdth all his might against a stone wall; 
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he will thus exert considerable force on the wall, but no work will 
lx> done, unless the wall moves. 

46. The practical electrical unit of work is the volt-coulomb, 
and is the work done by one coulomb of electricity when the e.m.f. 
of the current is one volt. Since an amjx^re is one coulomb per 
second and a coulomb is one ampere-second (see Art. 18), the 
practical unit of electrical work may be defined as: 

The practical unit of electrical work in the work done when a 
current of o?ie ampere having an cjn.f. of one volt floirsfor one second. 

Instead of the t(U*m volt-coulomb, the sintj:l(' word joule 
(nanuMl after James Prescott .Joule) is used. Hence, to find the 
work done by an electric current^ nmltiply the current in. amperes by 
the time in seconds and by the e.m.f. of the current in volts; the result 
will be the work in joules. To express t his as a formula, 

liCt IP = the work in joules; 

I ~ the sirc'uj^th of current in amperes; 

K = electromotive force of current in volts; 
t — time that current ac^ts, in secronds; 
then, ir = IKt 

~Jf a current of 11.5 ainpcn‘.s, liaviiiK a»i e.rn.f. of 110 volts, 
flows for 24 seconds, what is the work done? 

Solution. —SuhstitutinjiC in the f<»r!imhi, IT ^ 11.5 X 110 X 24 = .'10,SCO 
j(>ul(‘s. A 

46. Energy.—A body has energy when it. has capatuty to do 
work. When the w(*ight that drives the pile in the case of a 
pile driver, is raised to a certain height above tlui pih\ it possesses 
energy; because, vvh(*n r(dease<l and uIIowcmI to fall on pile 
it will <lrive llu* |)ile into th(^ (»arth, thus ov(*r(a)ming a resistance 
through a distance and doing work. A gram of gunpowder 
possesses energy; bc'cause, when exploded, it driv(‘s a bullet a 
certain distance into a bhxrk of wood, say, thus overcoming the 
resistance of the woo<l through a certain distance. Energy is 
always measured by the work it can do; hence, it is measured in 
the same units as work, and the formula for work, given in the 
preceding article, may be used for finding the ^-nergy of an electric 
current. 

Example. —If a current of .S ampere flows for 15 seconds under an <Mn.f. 
of 55 volts, what in its energy, that is, how much work can it do? 

Solution. —The work that the current can <lo is H'= .S X 55 X 15 
« 6(M) joules; therefore, the eiieigy (effective; of the current is (XM) joules. 

Am. 
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47. Power.—Power is the rate of doing work. In order to 
compare the capacity of two machines, it is not sufficient to 
compare the work done by one with that doiu^ by the other, unless 
the time is the sanu*, siru^e one machine might do as much work 
in an hour as the other did in a month. To obtain a proper basis 
of comparison, it is n(‘C(\ssary to find the work done })y each ma¬ 
chine in a certain sp(Mafi(‘d time. The time is usually taken as 
one second; hence, dividing the work done by the time in seconds 
that it took to do it, givers the work pcir s(.‘cond, which is called 
the power of the ma<;hin(i or of whatever- agent did the work. 
In English measures, the unit of work is f)ne foot-pound; conse¬ 
quently, the unit of power is one foot-pound per second. Simi¬ 
larly, the unit of (*l(M!t ric^al powc'i* is one joule per second, since 
the unit of electrical work is on(‘ joul(». Instead of the term 
joule per second, the single word watt (nanu'd after James Watt) 
is us(h1. Hcik^o, to find the povv(*r in watts, divide the number 
of joules by the time* in se<M)nds. 

Representing the power by P an<l the (‘n(*rgy or work by IT, 



That is, the pow(*r in watts is ecpial to the work in joules divided 
by the time in secomls. But, by Art. 46, IT = lEt] hence, 
iPt 

~ IE^ Th('refor(‘, the ]H)wer of an (dectric current 

t I 


in watts is equal to the stnaigth of th(j ciirnmt in amperes mul¬ 
tiplied by the e.m.f. in volts, or 


P = IE {2) 

This expression is st rictly true for direct current power only. 
In Art. 192 an exprcvssion for alternating current power is given. 
The difference is that the power factor of the curr(»nt luis to be 
taken into (consideration. The stud(*nt, however, need have no 
concern ovc'r this matter for the present. 

By Ohm’s law, E - Hi ; substituting this value of E in formula 
(2), P ^ IXIli PJi, and 

P = PR (3) 


That is, the power of a curixuit in watts is ecjual to the square of 
the current in amperes multiplied by the resistance in ohms. 

Example. —Under the condition.s of Art. 43 , it wns shown thnt a current 
of 22 amperes was r(H|uired to light ol) lamps in multiple. The e.m.f. across 
each lamp \va.s llO volts and the total resistance was .5 ohms; what was the 
total power required in watts? 
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Solution.—U sinu formulii (2), 

P = 22 X 110 = 2420 watts. /Itts. 

T'sing formula (3), the resistance hoint; •"> ohms, 

P = 22® X 5 = 2420 wafts, .las. 

While both formuhus ^ivc the same result, as they should, it 
may happen in practice that tlu' volta^t^ may not be known, in 
which case, formula (3) would be us(vl; or tli(» resistances may not 
be known, in which cjise formula ( 2 ) would be used. It is to 
be noted that the number of watts reepiin'd for each lamj) in the 
foregoing example is 2120 50 = 48.4 watts. 

48. The Kilowatt. —I\)r measuring large' amounts of power, the 
watt is too small a unit; lu'nce, one thousajid watts has been 
adapted as the unit of machines, unhiss tlu'y are V(*ry small, and 
this unit is called a kilowatt. To expic'ss watts as kilowatts 
(abbreviation K.W.), divide the numix'r of watts by 1000 by 
moving the decimal ])oint thn'c jdacc's to tlu^ k'ft; to express 
kilowatts in watts, multiply the miml)er of kilowatts by 1000 by 
moving the decimal j)oint thnx' place's to th(' right. Thus, 2420 
watts = 2.420 K.W., and 15.7 K.W. = 15,700 watts. 

Roughly speaking, 1 kilowatt (‘<iua.ls 1 • 3 horsi'power, and I 
horsepower equals *^1 kilowatt. 

49. The Kilowatt-hour.—TI k^ watt or kilowatt, is useful for 
comparing the capacitic's of machines, but it is us(4('ss in estiniat- 
ing costs in coniu'ction with tlui us(^ of powc'r. For (example, 
suppose in a c<‘rtain mill, the motors an' op<'rated by a current 
received from a kirgc' cc'iitral gc'iu'rating station. Sup{)ose the 
rated j>ower of all the motors in the' mill is, say, 300 K.W. If all 
the motors wen* operating all tlu^ timc% a basis for (jouiputing the 
cost could be arrived at. Evidently, all tli(j motors will not be 
working all the time; some of the motors will ojx'rate only a i)art 
of each 24 hours, and some may work only at odd times. C%)nse“ 
quently, tln^ power of a motor (whi<4i may not work (‘ven to full 
capacity when running) cannot be us('<l as a fair basis for esti¬ 
mating the price to be paid for the us(^ of curr(*nt. If, liow(*ver, 
the work done be knov.'ii, this can be used in calculating (a>sts, 
because a certain number of joules (or foot-f)ounds) of work 
repre.sent a certain expenditure of (mergy, no matter how derived; 
and it makes no difference, in computing the cost of this (*nergy, 
whether the energy was expended in one second or one week. 

W 

By formula ( 1 ), Art. 47, P = from which, W = P X t = 
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PL If, therefore, the power of a machine be known, the amount of 
work in joules that it docs in a given time is equal to the power 
in watts multiplied by the time in seconds that the machine is 
running; that is, if the power of a machine is I watt and it runs 
for 1 second, the work done is 1 watt X 1 second = 1 watt- 
second == 1 joule. The watt-second is too small a unit for prac¬ 
tical purposes, and the kilowatt-hour is used instead. Since 
I K.W. = 1()00 watts and 1 hour = bO X bO = 3b00 seconds, 
I kilowatt-hour = 1(X)0 X 3b00 = 3,b(X),00() watt-seconds = 
3,bOO,(XX) joules. 

Th(^ abbreviation for kilowatt-hour is usually written K.W.H.; 
heiKic, 30 K.W.H. = 30 X 3000000 - 108,000,000 joules. An 
instrument calk'd a wait-hour meter (or kilowatt-hour meter), 
which will be (kiscribed laba*, measures tin' current supplied in 
kilowatt-hours; and with such a meter in place, it makes no dif¬ 
ference when or for how long the current is used, since the meter 
registers the amount of (‘iiorgy consumed, and it is paid for 
accordingly. 

60. Forms of Energy. —Energy e.xists in a number of forms, but 
for present purposes, it will be considered only in connection 
with the application of an <‘lectric current. When the current 
drives a motor, the energy of the current is transformed from 
electric energy to mei^hanic.al energy. When an electritJ (mrrent 
is used to hcait a flat iron, <'lectric energy is transformed into 
heat, /.c., lieat eiu'rgy. 'flu' electric current is also used to de¬ 
compose a solution in order to obtain a chemical element or com¬ 
pound; thus, by passing a current through a certain brine solu¬ 
tion, caustics soda and <*hk)rine gas are obtained, and electric 
energy is transformed into chemical <'nerg>\ It may here be 
stated that whenever a high resistance is oTered to the passage 
of an electric (mrrent, heat is generated; this is what makes a 
lamp glow or an electric iron hot. When heat is the object 
sought, the energy thus exp<mded is useful; Vnit, in the large 
majority of cases, the heating of the conductors is a disadvan¬ 
tage, and the energy expended in heating is wasted. 

61. Efficiency. —It is impossible for any machine or mechanism 
to give out as much energy or power as it receives, because it is 
not possible to oj^erate it without friction, and the work done in 
overcoming friction is lost; there are usually other losses also 
besides that due to overcoming friction. The work or power that 
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is supplied to a machine is called the input) and the work or power 
that is given out by the machine is called the output; the quotient 
obtained by dividing the output by the input is called the effi¬ 
ciency of the machine. 


Let Wi = the energy or work supplied (the input); 

Wo = the energy or work given out (the output); 
Pi = the power supplied (the input); 

Po = the power given out (the outpxit); 
e = the efficiency; 

then, 



Efficiency is commonly expressed as a percentage, in which case, 
th(^ value obtained for e in the above formula is multiplied by 100 . 

The efficiency of a combination of several machines or mechan¬ 
isms is the product of the efficiencies of all the mo chines or mechan¬ 
isms that make up the combination. For example, suppose a 
dynamo is driven by a belt that is, in turn, driven by an 
engine, and that the dynamo drives a motor. If the efficiency 
of the engine becj, of the belt ca, of the dynamo e.i, of the con¬ 
ductor carrying the current from the dynamo to the motor 64 , 
and of the motor cs, the efficiency of the entire combination is 

e = <'iC 2 C 3 e 4 C 5 ( 2 ) 

KxAMrLE.—Suppose that in a coinbiiiation like that just mentioned, the 
engine and dynamo have rated efficiencies of S7% and t)2%, resptujtively; 
that the efficiency of th<‘ Ixdt is and of the conductor carrying the cur¬ 
rent from the dynamo to the motor is If the motor receives 12.4 

K.W. and gives <»ut 11.2 K.W., what is (a) tlie efficiency of the motor? 
(b) what is the efficiency of tlie entire combination? (c) what power could 
be supplied by the engim* if there were no losses? 

Solution. — (a) The input of the motor \s 12.4 K.W. and the output is 

11.2 

11.2 K.W.; hence, the effici<’ncy of the motor is, by formula (I), 4 

- .90.32-1- = 90.32 Atim, 

(b) The efficiency of the entire combination is, >)y fr>rmula (2), r .87 
X .98 X .92 X .985 X .9032 = .6978H-, say 69.78%. Arm, 

(c) The efficiency of the entire combination must equal the output of the 
motor divided by the power that could be supplied by the engine if there 

were no los.se.s; let Pp = the former and Pi = the latter; then e « 
from which, ” 16.05-f* K.W. Arts, 

'Fhc entire amount of jxjwer lo.st is 16.05 — 11.2 * 4.85 K.W. 
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02. Relation between Horsepower and Kilowatt. —The unit 
of force is generally determined by weight; that is, a force of one 
pound is the force required to lift a weight of one pound. One 
horsepower is defined as 550 foot-pounds per second, and at 
latitude 50°, which is very nearly that of London, 

1 horsepower = 746 watts, 

which is the value usually taken. Since 1 kilowatt = 1000 watts, 
1 kilowatt = 1.3405— horsepower, 

bc^causc 1000 -h 746 = 1.3405-. 

In practice, therefore, one horspower may be taken as 746 
watts, and one kilowatt may be taken as 1.34 horsepower. 

The above expression for horsepower may be written 

550 foot-pounds _ 746 joules 
1 second 1 second ^ 

or 550 foot-pounds = 746 joules; 

from which, 1 foot-pound = 1.35(>4— joules, 

and 1 joule == .73727— foot-pound. 

The joule and the watt are not units peculiar to electro¬ 
technics (like the ampere, volt, etc.), but are universal units, 
and they may be useil whenever the foot-pound or foot-pound 
per second is used. Because of the variation in weight due to 
latitude, altitude, etc., the value of the joule, waft, kilowatt, 
foot-pound, and horsepower also varies slightly with the lati¬ 
tude, altitude, etc. In practice, however, this variation is not 
considered, except in the moat refined calculations, and the 
values here given arc those in common use, and they are the 
ones that will be used throughout this Section. 

Kxamplk 1.—How much energy in foot-j)ound8 per second is consumed 
by a 25-watt tungsten lamp^ 

Solution. —Since 1 watt « 1 joule per second, a 25-watt lamp consumes 
25 joules of energy per second « 25 X .73727 == 18.432 — foot-pounds per 
second. Am. 

IbcAMPLE 2.—A dynamo is direct connected to a steam engine; if the 
dynamo has an efficiency of 89.6%, how' many kilowatts can the dynamo de¬ 
liver when the engine is delivering 520 horsepower? 

Solution. —Since one horsepower ■* 746 watts =* .746 K.W., the number 
of kilowatts deliveretl by the engine is 520 X .746 * 387.92 K.W. From 
formuU (1), Art. 51, P. « X e « 387.92 X .896 - 347.58 K.W. Am. 
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53. Formulas Containing P = Power. —Formula (2), Art. 47, 

P = IE (1) 

may be written in several ways, one of which has already been 
given, viz., 

P = im (2) 

E 

By Ohm’s law, ^ which substituted in the first formula, gives 

P - f (3) 

P'rom these three formulas, the following are derived: 

P 

I - f; ( 4 ) 

/ - yju W 

P 

E = j (fi) 

E = VF/f (7) 

H = Ji (8) 

R = P ( 9 ) 

As mentioned in Art. 47, these equations when applied to al¬ 
ternating currents, should be modified by the introduction of the 
‘‘power fa(!tor,” explained in Art. 192, P\)r small amounts of 
eurrcnt, and in domestic use, the power factor is not considered, 
and these equations ap])ly to alternating current and are strictly 
correct for all direct-current power. 

Examplk 1.—If the e.m.f. of a lamp is 110 volts and tlio resiHlaiirf, of the 
lamp is 220 ohms, how many watts arc required by the lamp? 

SoLCTioN.—Since formula (a) includes A'and It, both of which an; known, 

110 * 

apply it in this casi.*, obtaining I* = ^20 watts. Ann. 


Example 2.—If on a 110-volt circuit a 50-watt lamp be inserted, what 
must be the resistance of the lamp? 

S01.UTIOX.—Here E and /* are known and /i is require<l. Esing formula 
110 * 

(9 , /? = = 242 ohms. Am. 


Example 3.—If an electric iron has a resistance of 48 ohms and uses 
256 watts, what is the strength of the current? 
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Solution. —Hero R and P are known and / is required. By formula 
(5),/ F and/^, / == ~ 2.309 amp. 

^ Ans. 

Example 4.—Referring to the last example, what is the e.m.f. of the 
current? 

Solution. —Since P and R are known, E may V)e found by formula (7), 
E - y/J^i = V 256 X 48 = 110.84- volts. Am. 

Or, since I was found to he 2.309 amp., E might have been found by 
Ohm's law; thus, E = IR = 2.309 X 48 = 110.84- volts, as before. 

Example 5.—Suppose that a 25-watt tungsten lamp is burned an average 
of 4^ hours every night from September to May, inclusive. If the light 
company charge 10 cfuits per kilowatt hour, what is the average cost of 
burning this lamp per month. Also what is the cost per hour? 

Solution. —The total number of days is 30 4* 31 4- 30 4* 31 4" 31 4- 28 
4* 31 4- 30 4- 31 = 273; the total number of hr)urs that the light burns is 
273 X 4?i «: 12i)6Ji = 1296.75 hours; total number of watt-houra used 
1296.75 X 25 * 32419 W.H., or 32.419 K.W.H.; total cost for the 9 months 
is 32.410 X 10 « 324.19 cents; and the average cost per month is 324.19 -r 
9 ** 36.02, say 36 cents per month. Am. 

25 X 1 

The cost per hour is ‘ X 10 == .25 cent cent. Ans. 

Example 6.—Ueferring to example 3, what is tlu* cost per hour of operat¬ 
ing the electric iron at 10 cents per kilowatt hour? 

Solution. —The cost is ^ X 10 = 2.56 cents ])cr hour. Aus. 


EXAMPLES 

1. When and why is static electricity troublesome in the paper mill? 
How is it forriUHl? 

2 . In what units are the following expressed: (a) quantity of electricity, 
(5) nito of flow of electricity, (c) electric jx>tential, (d) electrical re.sistance? 

5. What quantity of electricity will pass through a conductor in 3 minutes 
if the e.m.f. is one volt and the resistance is one ohm? 

4 . If an electric bell circuit is furnishc'd current from two cells in series 
each with an e.m.f. of 1.75 volts and an internal resistance of 1.1 ohms, and 
the current is .3 ampere, what is the resistance of the exterior circuit? 

Am, 9.47 — ohms. 

6. If this circuit were made up with the cells in multiple, what would be 

the strength of the current? A/w. .175 — amp. 

6 . A circuit is divided into 3 shunts whose resistances are 2, 5 and 9 
ohms. What is the current in each of these parallel circuits if the current 
in the main is 15 amperes? Ans, 9.247 — ; 3.699 —; 2.055 — amp. 

7* If the resistance of the main in e.\ample 6 is 120 ohms, what is the e.m.f. 
for the whole external circuit? Ans, 1818.6 volte. 
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8 . A 60-H.P. motor driving a beater receives 37.3 kilowatts but delivers 

only 40 H.P. What is the efficiency of the motor? A7is. 80%. 

9. The basement of a jiapor mill is lighted by 10 75-\vatt lamps. 

(a) How many horsepower-hours are consumed in 24 hours and (6) what 
is the cost per day at 1.2 cents per kilowatt hour? 

Ajis. (a) 24.12-1- h.p.-hr. (b) 21.6 cents. 


CONDUCTORS AND INSULATORS 

64, Conductor Losses. —In Art. 9, it was stated that there 
was no such substance as a perfect non-conductor, that is, one 
that would und(»r no circuinstan<‘es conduct electricity. If the 
voltage (e.m.f.) is high enough, an api)re(dable amount of elec¬ 
tricity will pass through any substanct^; but for ndatively low 
voltages, some substances are siudi poor (conductors that practi¬ 
cally no current can flow through them. Siudi substaiujes are 
called insulators; and if a (H)nductor be entin^ly covered with 
an insulating substance, the current will be (confined to the con¬ 
ductor, in the same manner as the wall of a pipe confines water. 

If two ‘4)arc’^ wires (either or both carrying a current.) touch 
each other, a short circuit is the result; that is, the current is 
divided betwcK'ii tlie two (conductors in the same manner Jis in a 
multii)l<‘ circuit, both wires Ixccome shunts, the resistance is 
decreased, and the (current is grccatly incncased. To piwent 
this short circuiting, it is nec(\ssary to cover th(c wires with an 
insulating mat('rial; and when this is done, th(c covenMl wires 
may be placvd in contact with each other without any danger of 
a short circuit l)eing formed. 

Various materials are used for the insulating covering, rubber 
lx?ing the principal one. The efTectiveness of the insulation 
depends not only upon the material of which it is made but also 
upon its thickness, the thicker tine covering the great(cr the re¬ 
sistance it o'^’ers to the passage of electricity through it. At the 
same time, it is not advisable to have it too thick, siruce this 
greatly increases the size and weight of tluc (conductor. Con¬ 
sequently, in practice, the (carrying capacity of wires is limited. 
For instance, an insulated wire intended for use on a 110- or 
220-volt circuit would not be suitable at all for carrying 2200 
volts; in the latter case, if two wires were to come in contact, 
the insulation would probably be '"punctured'^ and a short cir¬ 
cuit would result. 
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66 . Whenever there is a leakage of current through the insula¬ 
tion, there is a loss in power, because the current is wasted and 
can do no useful work. It is important, therefore, to reduce this 
loss as much as possible by proper selection of the wire for any 
particular installation. 

The loss by leakage through the insulation is generally quite 
small and in most installations may be neglected. The greatest 
source of loss is that due to the line drop, and this is one of the • 
principal considerations in all power circuits. In an elementary 
text of this kind, it is not feasible to enter thoroughly into all the 
phases of the subject; but it may l>e pointed out that the line 
drop depends upon the size and length of the wire, the material 
of which it is made, and the temperature of the wire when the 
current is flowing. These elements will be considered separately. 


66. Length of Conductor. —The resistance of a conductor hav¬ 
ing a uniform cross-sectional area varies directly as its length. 
I^et li be the length of a conductor having a resistance ri, and let 
I 2 be the length of a conductor having a resistance r 2 , both con¬ 
ductors having the same cross-sectional area throughout the 
entire lengths; then. 



ri : rj = /, : 


from which. 

1% X »i 

r, = 

(1) 

and 

, ii X r. 

r\ 

(2) 


By means of formula (1), the resistance of any conductor may 
be found if the resistance of a known length of the same conduc¬ 
tor is given; and by formula (2), the length of a conductor having 
a known or required resistance may be found if the resistance 
of a known length of the same conductor is given. For example, 
the resistance of 1000 feet of No. 10, B A: S gauge, copper wire is al¬ 
most exactly 1 ohm; then, the resistance of 3480 ft. of the same 


wire is, by formula (1), rj 


3480 X I 
1000 ■ 


= 3.48 ohms. 


If it were 


required to find the length of the same wire to have a resistance of 

1000 X 87 

.87 ohm, apply formula (2),and h = -I = 870 ft. Both 


of these results might have been obtained by substituting in 
the proportion given above, instead of using the formulas. 
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67, Area of Conductor. —If two conductors have the same 
length and uniform (but different) cross-sectional areas, their 
resistances vary inversely as their cross-sectional areas. Let the 
resistance and area of one conductor be ri and ai, and of the other. 
r2 and 02; then, 


from which, 
and 


ri : r2 = a2 : a,; 
^2 = 

ria, 


ri<h 

a2 * 


az = 


^2 


( 1 ) 

( 2 ) 


Formula (1) may be written conductor is 

a wire, its cross-section is almost invariably a circle, in which 
(aise, letting di and dz be the diameters, 


* Aird 1 


from which, 


rz = ri X 


dz'^ 


(3) 


As an example, the diameter of a No. 10, R ct S gauge wire is 
very nearly ) 10 inch, and as stated in th(* last article, th(^ resist¬ 
ance of 1000 ft. of coppcn- wire of this gauge is very nearly 1 ohm; 
consequently, the resistance of 1000 ft. of copper wire having a 

.1-* 

diameter of .081 in. is, by formula (3), rz I X qgp 
ohms. 


58. Mils and Circular Mils. —The unit of measure for the diam¬ 
eter of wires used for conductors of electricity is the mil, one 
mil being 1000th of an inch, just as one mill is 1000th of a dollar. 
Therefore, if the diameter is given in inches or fraction of an 
inch, the diameter in mils may be found by multiplying the dia¬ 
meter in inches by 1000; or, if the diameter is given in mils, it 
may be expressed in inches by dividing the diameter in mils by 
1000 . To multiply by 1000, move the decimal point three 
places to the right; and to divide by 1000, move thedecirnal point 
three places to th<» left. Thus, 534 mils = .534 in., 27.45 mils = 
.02745 in. Also, J in. = .125 in. = .125 X 1000 = 125 mils, and 
.030214 in. = 30.214 mils. 
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The unit of cross-soctional area of a wire is generally taken as 
the circular mil, a circular mil being the area of a circle 1 mil in 
diameter. The area of a wire in circular mils is thus equal to 
the square of the diameter in mils; for instance, if the diameter of 
a wire is 345.8 mils, the area of its cross-section is 345.8^ = 
119,577.64 circular mils. It must be reiiu^rnbered that tt has 
not been used, so the area is in circular, not square, units. If 
the area in sciuare mils is desired, it is necessary to imdtiply the 

area in ein^dar mils by .7854 ^ and if (hf» area in s(iuare in¬ 
ches is desinnl, divide the area in square mils by 1,000,000, that 
is, move the decimal point 6 places to the left. This is evidently 
correct since 1 mil = .001 in., and 1 square mil = .OOP = .000001 
== 1 odIooo ^9* hi. 

Although the area in circular mils is not the true area, which is 
the area in scpiare mils, nevertheless, it is convenient to use it 
in all wiring calculations, and it can be substituted directly in 
formula (2); it can also be used in all ratios and proportions. 
Wire tables give the gauge nuiidiers, diameters in mils, areas in 
circular mils, and the resistance in ohms for 1000 feet. 

69. The B. & S. Wire Gauge.—All win* us<‘d in electrical work is 
made in certain standard si;5es; and instead of specifying the dif¬ 
ferent sizes of wire by the acdual diam(*ter in mils (or inches), 
the sizes arc denoted by numbers. The size of any particular 
wire is measured by nu*ans of an instrunumt calle<l a wire gauge, 
which is made in many forms, one of which is a circular disk 
having slots around the outside, the distam^e between the tw'o 
sides of a particular slot being e(|ual to the diameter of the wire 
having the same iiuir.ber as the slot. The term wire gauge is 
applied not only to the mciusuring instrument itself but also to 
the scale showing the relation between the numlx'rs and the diam¬ 
eters of the wire. The gauge almost universally used by the 
electrical workers on this continent is that known as the Brown 
& Sharpe (B. & S.) or American v.ire gauge. The following 
table gives the gauge numlx'r, diameter in mils, area in circular 
mils, and the resistance in ohms of 1000 ft. of annealed copper 
wire. 
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RESISTANCE OF ANNEALED COPPER WIRE 


GauKe 

No. 

Diameter 
in mils 
d 

Area in 
circular 
mils 

Ohms per 
1000 ft. 
at 20®C. 
or 08“F. 

1 Gauge 
|i No. 

Diameter 
in milH 
d 

Area in 
circular 
mils 

Ohms per 
1000 ft. 
at 20®C. 
or 68“F. 

0000 

400.00 

211,000 

.04893 


35.890 

1288.1 

8.0,38 

000 

409.04 

107,800 

.00170 

1 20 

31.961 

1021.5 

10.14 

00 

304.80 

133,080 

.07780 

; 21 

28.402 

810.09 

12.78 

0 

324.80 

105,530 

.09811 

22 

25.347 

042 47 

10.12 

1 

289.30 

83,094 

.1237 

23 

22.571 

5('9.45 

20.32 

2 

257.03 

00,373 

.15(*,0 

; 

20. KK) 

404.01 

25.03 

3 

229.42 

52,033 

. 1907 

25 

17.900 

320.41 

,32.31 

4 

204.31 

41,742 

.2180 

! 20 

15.940 

254.08 

40.75 

6 

181.94 

33.102 

.3128 

1 27 

14.195 

201.50 

51.38 

6 

102.02 

20,250 

. 3944 

! 28 

12.041 

159.79 

04.79 

7 

144.28 

20.817 1 

i .4'»73 i 

■ 29 

11.257 

120.72 

81.70 

8 

128.49 

10,510 

0271 ' 

: 30 

10.025 

100..50 

103.0 

9 

114.43 

13,094 ; 

1 

. 71M)8 i 

31 

8 928 

79.71 

129.9 

10 

101.89 

10,382 j 

.9972 j 

, 32 

7.950 

03.20 

103.8 

11 

90.742 

8.234.1 ; 

1.257 i 

33 

7.080 

.50. 13 

200.0 

12 

80.808 

0,529.9 

I.580 i 

: 

0.305 

.39.75 

200.5 

13 

71.902 1 

5,178.5 

1.999 1 

35 

5.(il5 

31..53 

.328.4 

14 

04.084 

4,100.8 

2.521 !; 30 

5. (MM) 

25. (H) 

414.2 

15 

57.008 I 

3,250.8 

3,179 

. 37 

4.453 

19.83 

522.2 

Ifi 

50.820 1 

2,582.7 

4.009 ; 

' 38 

3.905 

15.72 

058.5 

17 

45.257 1 

2,048.2 

.■> 0.")5 

39 

3.5in 

12.47 

830.4 

18 

40.303 ’ 

1,024 3 

0 374 

40 

3 115 

9.89 

1047.0 


60. Referring to the table just givtm, note tluit thc^ diameter of 
a No. 10 wire is 101.89 mils = .10189 in., or .1 = } quite 

closely; and wlnui exact values are not reejuired, this value for 
the diameter may be; useil in pra<‘tice. The resistance of 1 ()()() ft. 
of No. 10 wire is .9972 ohm, which is almost exactly 1 ohm; in 
fact, in practice, it would be best to take this resistance as 1 ohrn, 
because the quality of the wire is not uniform, and the real re¬ 
sistance is very likely to be higher than that given in the* table. 

A further examination of the table shows that whenever 3 is 
added to the gauge number, the area of the wure having this 
number is half and the resistance is double that of the former. 
Thus, adding 3 to 10 makes 13; the area of No. 13 wire is 5.178, 
which is very nearly one-half of 10,381, and the resistance is 
1.999, which is very nearly twice .9972, the area and resistance 
of No. 10 wire. Similarly, subtracting 3 from the gauge number, 


48 


ELEMENTS OF ELECTRICITY 


§2 


gives the number of a wire that has twice the area and half the 
resistance. Thus, the area and resistance of No. 8 wire is 16,510 
circular mils and .6271 ohm; multiplying the first value by 2 and 
dividing the second by 2 gives 33,020 circular mils and .31355 ohm, 
which correspond very closely with the values given in the table 
for No. 5 (8 — 3 = 5) wire. Therefore, the resistance of two 
No. 8 wires connected in parallel will be the same as that of one 
No. 5 wire of the same length, and the resistance of 4 No. 8 wires 
in a divided circuit will be the same as that of 1 No. 2 wire of 
game length. 


61. When Length and Area both Vary. —Since the resistance 
vari(5s dircndly as the length and inversely as the area of the cross- 
section the following proportion will express this fact: 

U h 

n : r2 ^ 

ttl 02 

from which, 

= "Sr 

If the conductor is a round wdre, ai and 02 may be replaced by 
di* and da***, and 

It is to be noted that formula (2) can be applied only to wires 
having a circular cross-section, while formula (1) can be applied 
to any conductor, j)rovided its cross-section is uniform through- 
^ out its entire length. It is also 

yry- -- well to note what is meant by 

A length, Regartlless of its shape, 
Ihe length of a conductor is always 
^ fe~ ’ '-%/ measured in the direction in which 

__ V the current flows. Thus, Fig. 13 

t- _ I represents an iron block having 

' the dimensions given. If the cur¬ 

rent flows in the direction of the 
arrow A, the length is 6 in. and the cross-sectional area is 2 X 8 
=» 16 square inches; if the current flows in the dii*ection of the 
arrow R, the length is 8 in. and the cross-sectional area is 2 X 6 = 
12 sq. in.; if the curi'ent flows in the direction of the arrow C, the 
length is 2 in. and the cross-sectional area is 6 X 8 = 48 sq. in. 

Example. —lOiowing that the rcsistjincr of 1000 ft. of No. 16 copper wire 
is 4.009 ohms, calculate (a) the resistance of one mile of No. 12 wire; also 
(&) the resistance of 1000 ft. of No. 12 wire. 
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Solution’. — (n) The diameter of No. Id wire is, from table, 50.82 mils, 
and the diameter of No. 12 wire is 80.S0S mils. Substituting in formula (2), 
4.009 X 50.822X 5280 ^ 

(a) r, 80^808* X IWH) - ».8(2 ohms. j4n«. 

... _ 4.000 X .50.S2» X 100<) , , 

(>) rj SO.SOS^XIOOO ' -L58o6ohms. /Ins. 


Or, using formul.a (1), a, = 25S2.7 circ. mils, a, = 6629.9 circ. mils 
(from the table), and 


(a) 

(f>) 


r-i 




4.009 X 2582.7 X 5280 
G529.9 X 1000 
;1009 X 2582.7 X 1000 
6529.9 X 1000 


= 8.872 ohms. 
= 1.5856 ohms. 


yln.v. 

Alia. 


Note that the an.swcr to (5) agr<‘(‘S with the value given in the table for 
the resistance of 10(K) ft. of No. 12 wire. 


62, Megohm and Microhm. —When meg or mega is prefixed 
to the name of a unit, it denotes a unit I,()()(),000 times as large; 
thus, 1 megohm = 1,000,000 ohms. lienee, to express ohms in 
megohms, divide the number of ohms by 1,000,000, which is 
conveniently done by moving the decimal i)oint (> places to the 
left; and to express megohms in ohms, move the deidmal i)oint 
() places to the right For example, 014,0(>0,000 ohms ~ 014.06 
megohms; and 15.63 megohms = 15,(>30,000 ohms. The meg¬ 
ohm is used for nu'asuring very high resistances. 

When niicr or micro is prefixed to the name of a unit, it denotes 
a unit only one-millionth (luoJooofh) as large; thus, 1 microhm 
= .000001 ohm. Hcnc(‘, to expn^ss ohms in microhms, multiply 
the number of ohms by 1,000,000, which is conveniently done 
by moving the decimal point ti places to the right; to exjiress 
microhms in ohms, divide* the number of microhms by 1,(K)0,000 
by moving the decimal point (> plain's to the left. Thus, .002145 
ohm = 2145 microhms, and 703 mii’rohms = .000703 ohm. 
The microhm is used in measuring very low resistances. 

AMPLE. —Wliat i.s tlu* rc.si.st.anc<* of a rccrtangular shoct of nopper 24 
ft. long, 3 ft. wide, and ^ in. thictk, the current flowing in the direction of 
the longest side? 

iSoLUTioN.—Referring to the table in Art. 69, note that the diameter of 
No. 36 wire is exactly 5 mils == .(X)5 in. The area in square mils is 
.78,54 X 5* = .78.54 X 25 = 19.635 sq. mils. The rcw'stanee per thousand 
feet is 414.2 ohms, and the reststanee in microhms per foot is 414,2(X),(KX) -f- 
1000 =s 414,200 microhms. The rrosH-seetiomil area of the copper sheet is 
3 X 12 X He *= 2.25 sq. in. = 2,250,(XX) sq. mils. Substituting in formula 
(1), Art. W, lx - 1 ft., h = 24 ft., and 

414,200 X 19.635 X 24 
2,260,000 X I 


T% ^ 


86.75 microhms. Ana, 



50 


ELEMENTS OF ELECTRICITY 


*2 


63. Conducting Material. —The resistance of a conductor de¬ 
pends also upon the material of which it is made. The best 
conducting material is annealed silver, and the next best is an¬ 
nealed cop|>er; hard drawn silver or copper has a considerably 
higher resistance than when annealed. 

The materials most used for conducting wires are copper, 
aluminum, and iron, the latter being used in telegraphy, the cur¬ 
rent carried ixiing quite small. Iron may also be used when it is 
d(jsired to obtain a high resistance, as when it is desired to con¬ 
vert the current into heat. The resistance of aluminum is about 
1.8 times as great as copper; but since a cubic inch of copper 
weighs nearly 3,* 2 times as much as a cubic inch of aluminum, the 
same weight of aluminum wire will offer only about one-half the 
resistance of copi)er wire, because 3.5 l.S = 1.9+ , say 2. 
AnnealcMl, pure iron wire has about 6 times the resistance of 
copper, and (lerman silver wire has about 13 times the resistance 
of annealed copper wire. The resistance of commercial iron 
wire may be taken as 7 times that of copper. 

Oonsequently, if it is desired to find the resistance of aluminum, 
iron, or (lorman silver wire, find the resistance of copper wire of 
the same lengfii and diameter and then multiply by 1.8, 7, or 13, 
rcspt^ctively. 

64. Temperature. —L'or most metals, particularly" all those 
used as conductors, an increase in temperature incr(»ases the 
resistance; but, for carbon and liquids (water, electrolytes, etc.), 
the resistance deitreases as the temperature increases. The in¬ 
crease in resistance due to an increase in temperature is not uni¬ 
form, but varies with th(‘ material of which the conductor is 
made; it also varies for the same material for different tempera¬ 
tures. For practical purposes, however, and for temperatures 
iK'tween 32®F. and 212®F., the increase in resistance may be 
taken its about iloth for every degree rise in temperature for 
coppi^r and aluminum wire. Ix't lii be the resistance at some 
known temperature ti, and R 2 the resistance at some higher 
temperature U; then, 

4Q0 ) 

For example, the resistance of No. 16 copper wire at 68“F. 
is 4.009 ohms per 1000 feet; the resistance at 150°F. is about 

Rt - 4.009 (l + “ 4.831- ohms per 1000 ft. 
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A practical application of this effect is the resistance pyrometer. 
A fine platinum wire, attached to coruluctors of very low resis¬ 
tance, in a suitable mounting? is exposed to the temperature to 
be measured. A current of known voltag^c is passed and if the 
resistance of the platinum wire is different from that at which 
the instrument is standardized, the current will vary and can 
be measured by an ammeter. The scale on the ammeter can be 
made to show the temperature. 

66. In the case of wires for lines, coils, motors, etc., the increase 
of resistance due to an increase in temperature means that the 
voltage (line) drop also increases with the temperature, thus in¬ 
creasing the power loss. If a wire is allowed to carry more (*ur- 
ront than it should, the temperature rises higher and higher and 
the pow(‘r (watts) loss becomes greattu* and ^r('at(‘r. If the (uir- 
rent is excessive, the coiKluctor beconu^s so hot that it will 
damage the rubber or other insulation, an<l the conductor will 
be ruincHl. If this excess of (‘urrent b(‘ in<*reas(Ml still more, the 
conductor may become h('at(‘d so greatly that it will melt or 
fuse. A larger wire will offer less resistaiK^e, and th(» heating 
effect will likewise Ix' less. The current carrying capacity of 
conductors is thus scxui to b<‘ limited; and this fact is extremely 
important when deciding on the size of wire for carrying the 
loads of d^uiamos, motors, lighting cinuiits, (‘tc. 

When a machine is running, the Ixjarings heat on account of 
the friction between the rubbing surfaces. By making the 
bearings as smooth as possible and making them of sufficient size 
to keep the pressure pi^r square inch low, the heating effect is 
kept within reasonable limits. The friction in this case corn*- 
sponds to the resistance R that opposi^s the flow of an (?lc(;tri(; 
current, and the resistance in both (^ases results in luMit. By en¬ 
larging the conductor or the bearing, the heating effect is re¬ 
duced. The following table gives the safe carrying capa(;ity of 
copper wires for interior conductors, according to the standard 
adopted by the Americain Institute of Ehxrtrical Engineers for 
rubber insulations. The table does not teVe into a^jcount the 
effect of drop, the currents specified being such as to prevent 
gradual deterioration of the insulation by the heat of the 
wires. For insulated aluminum wire, the safe carrying capacity 
is 84 per cent, of that given in the table for copper wire of the 
same size. 
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CARRYING CAPACITY OF COPPER WIRES 


B. & S. 


B. & S. 


Gauge 

Ainpcros 

Gauge 

Amperes 

No. 


No. 


0000 

225 

5 

55 

000 

175 

6 

50 

00 

150 

8 

35 

0 

125 

10 

25 

1 

100 

12 

20 

2 

90 

14 

15 

3 

80 

IG 

6 

4 

70 

18 

3 


66. Fuses. —In many cases, it is desirable that the tempera¬ 
ture shall not rise above a certain point; this is especially true 
of interior wiring circuits, where a high temperature might result 
in fires. To accomplish this result, a short strip (usually an al¬ 
loy of lead and tin) having a high resistance and a low melting 
point, and called a fuse, is inserted in the circuit. Suppose it is 
desinid to restrict the strength of the current to 10 amperes; with 
a fuse of the proper size, a current of this strength will have no 
c.Tect on it; but if the current be inen^ased to say, 20 amperes, 
the fuse will melt and the circuit will be broken. The use of 
fuses thus keeps lighting circuits, motors, etc. from carrying 
more current than they are designed for. 

67. The Incandescent Lamp. —The heating of a conductor by 
a current i)assing through it is the principle of the incandescent 
electric lamp. Wh(*n a 110-volt lamp is connected in a circuit 
having an e.m.f. of only, say, 40 volts, the current flowing will 
be too small to heat the filament high enough to make it glow 
brightly; as the voltage increases, the current increases, in ac¬ 
cordance with Ohm’s law (the resistance being practically con¬ 
stant), and the incrojise in current increases the temperature 
of the filament. At 1(X) volts, the filament will become quite 
bright, and at 110 volts, the lamp will give out its full, rated can- 
dlepower. If the voltage be still further increased, the lamp will 
burn (glow) wdth intense brilliancy, but its life will be shortened, 
and if too high a voltage be used, the filament will become hot 
enough to melt, or burn out.” Even when the current is kept 
at the proper voltage the filament is very hot; it does not melt, 
because its melting point is extremely high; and it does not burn 
away, because the bulb contains no oxygen or other sup¬ 
porter of combustion, the inside of the bulb being generally a 
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practically perfect vacuum. If the bulb contained air (and, con¬ 
sequently, oxygen), the filament would burn up at a voltage much 
less than the normal value of 110 volts. 


LINE DROP AND LINE LOSS 

68. Line Drop. —The term line drop was defined in Art. 41. 
It is evident from what has preceded that there will be more or 
less of a drop in voltage for every foot of length of the circuit from 
where the current leaves the dynamo or other source of current 
to where it returns. Strictly speaking, the term line drop is 
used to refer to the loss of voltage in the conductors alone, whence 
its name; it has no relation to the drop in voltage due to the 
operation of motors, lamps, or other electric apparatus. 

Line drop is often expressed as a percentage of the voltage 
supplied to the circuit by the dynamo. Thus, suppose the dynamo 
supplies a current of 20 amperes at an e.m.f. of 110 volts to 
drive a motor; if the resistaiu^e of the wire leading to the motor is 
.1 ohm and the resistance of the return wire from the motor to the 
dynamo is also .1 ohm, the total resistance in the line is .1 + .1 
= .2 ohm. The drop in line voltage due to this resistance is, by 
Ohm's law, E ^Ili = 20 X .2 = 4 volts; the voltage across the 
motor is 110 — 4 = 100 volts. The line drop in this case is 
4 110 = .0304 = 3.04 per cent, of the voltage at the dynamo. 

If it were desired to supply the current to the motor at a voltage 
of 110 volts, it would be necessary for the dynamo to supply 
current to the line at 110 + 4 = 114 volts. In the latter cjise, 
the percentage drop in line would be 4 114 X 100 = 3.t51 per 

cent. Although the percentage of lino drop is less, the actual 
value is the same as before, or 4 volts; and since the e.m.f. of the 
line is greater, the power required to drive the dynamo is also 
greater. 

69. Line Loss. —Since it requires power to keep a current 
flowing, a certain amount of power is required to keep the current 
flowing through the line wires of any sysU m. The power con¬ 
sumed for this purpose is wasted, and this is called the line loss. 
Knowing the total resistance of the line and the strength of the 
current, the line loss in watts is found by formula (2), Art. 53, 
P = PR, Thus, referring to the lasf article, the current is 20 
amperes and the resistance is .2 ohm; hence, the line loss is 20* 
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X .2 = 80 watts. The line loss might have been calculated by 
formula (1), since P = IE = 20 X 4 = 80 watts, as before. It 
is usually more convenient, however, to calculate the line loss by 
formula (2), since the current and the resistance of the circuit 
are the two factors most generally known; consequently, the 
line loss is frequently called the PR loss. 

Ordinarily, the actual drop in commercial electric circuits is 
several per cent.; in long transiriission linos, it may be 10, 12, 
or 15 per cent, or even higher for very long lines. lOvidently, 
excessive drops should be avoided wherever possible. 

70. Relation of Line Voltage to Line Drop and Line Loss.— 
The line drop and, as a consequence, the line loss may fre¬ 
quently bo lessened by a different arrangement of the machines 
or lights in a circuit. Suppose it is desired to use 10 110-volt 


OivmSAmp^ 


Fia. 14. 

lamps, each taking } i ampere, and that the lamps are arranged 
in multiple, as shown in the diagram, Fig. 14. Suppose further 
that the lamps are 2000 ft. from the dynamo, and that No. 7 
copper wire is used for conductors. Calling the resistance of 
1000 ft. of No. 10 wire 1 ohm, the resistance of 1000 ft. of No. 7 
wire is only one-half as gieat (see Art. 60, second paragraph), or 
ohm. The total length of the circuit is 2 X 2000 = 4000 = 
4 X 1000 ft., and the total resistance of the line is .5 X 4 = 2 
ohms, or 1 ohm in each wire. 

Since the current is divided among 10 lamps and eacli lamp 
takes .5 ampere, the total current is 10 X .5 = 5 amperes. The 
volts drop in line is E = IR = 5X2= 10 volts, and the line 
loss is P = PR = 52 X 2 = 50 watts. The power used by the 
lamps is P = /i? = 5 X 110 = 550 watts. Thus, in order to 
get 550 watts to the lamps, it was necessarj^ to waste 50 watts in 
the line, or 50 -f- (550 + 50) X 100 = 8}^ per cent. 

Now suppose that instead of the arrangement of lamps shown 
in Fig. 14, the lamps werp connected as shown in Fig. 15. Here 
there are 5 sets of two lamps in series, the sets being connected 
in parallel with the mains. The e.m.f. between a and a', b and 




THEORY OF CURRENT ELECTRICITY 




tlij 


6', etc. is now 110 X 2 = 220 volts instead of 110 volts, as in 
Fig. 14, but the current in each shunt remains the same as before, 
or 3'^ ampere. As there arc 5 shunts, the total current will bo 
.5X5 = 2.5 amperes. The resistance in line will also be the 
same as before, or 2 ohms, and the line drop will be 2.5 X 2 = 
5 volts, or one-half as much as before. The line loss will be 2.5^ 
X 2 = 12.5 watts, and the percentage of line loss will be 12.5 4 - 
(550 + 12.5) X 100 = 2'-^9 per cent. The total watts consumed 
by the 10 lamps is the same in both ca.ses, because the number of 
watts taken by each shunt in Fig. 15 is twice the number taken 
in Fig. 14, since the current is now divided among 5 shunts, each 
getting 2.5 4- 5 = .5 ampere (the same as before); but tlu'e.m.f. 
across the shunts is now 220 volts, instead of 110 volts, the num- 



/;nr/f hamp TakuB 
f.4 mp tu 

no rut* 


ber of watts taken by one shunt is P - IK = .5 X 220 = 110 
watts, and the number taken by the 5 shunts (10 lamps) is 110 X 
5 = 550 waits. Th<* same pow(u* has Immui transmit!( mI to the 
same lamps, with a line loss of only 12.5 watts instead of 50 watts. 


the line loss being 2*-^ 9 p(*r cemt. or only 


12.5 

50 


J.ith that of the 


first arrangement. 

The reason for the decrease in line loss is easily found. In t.he 
formula P = lE^ F(the power) is the same in both cases for tin? 
lamps; but for the lino loss, P is not the same; the line drop has 
been halved and the current has been halved, thus making P 
only /'•i X 3^ = as great. This fact is also indicated by 
the formula P = PR; if P remains the same and the current, is 
halved, the value of P will lx? only (* 2)* = ! '4th as great. It will 
be noted that in order to reduce the current one-half, the c.m.f. 
was doubled; hence, doubling the c.m.f. decreased the line 
loss to one-fourth. In general, if e' be the e.rn.f. before the 

change and e" be the c.m.f. after the change, and k = ^,,f then 
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the power loss after the change will be times that before the 
change. Thus, suppose the e.m.f. of a certain circuit is 125 
volts, and after certain changes have been made in the connec¬ 
tions, the e.m.f. is 300 volts, the load, being the same as before. 


Then, the line loss is 





1 

2.42 


5.76 


th 


of that before the change. This shows the advantage of a high 
voltage in the line, and explains the use of voltages as high as 
110,000 or 220,000 volts for long distance transmission. The 
power generated is the same, but less is wasted in transit. 


PRIMARY AND SECONDARY CELLS 

71. Primary Cells. —A primary cell is one that generates its 
own current of electricity; it always consists of two different 
conductors that arc in contact with a conducting solution called 
the electrolyte, the conductors being connected by a wire to com¬ 
plete the circuit. 

The simplest form of cell is that described in Art. 10 and illus¬ 
trated in Fig. 1. The positive plate of any primary cell is almost 
invariably zinc, as it is comparatively cheap and is i-eadily acted 
upon by different electrolytes. The negative plate is usually 
copper or carbon, but may be of lead, nickel, silver, etc. The one 
necessary condition to be fulfilled by any primary cell is that there 
must be two different conductors, one of which must be chemic¬ 
ally acted upon by the electrolyte when the circuit is closed. 

Primary cells are made in many forms, and many combinations 
of plates and electrolytes are used. The e.m.f. of the current 
generated varies between (roughly) volt and 2 volts, according 
to the type of cell employed. The strength of the current like- 
wdse varies greatly, depending upon the e.m.f. and the internal 
resistance. As stated in Art. 37, the e.m.f. of any cell does not 
depend upon the size of the cell, the e.m.f. of a small cell being 
exactly the same lib that of a large cell of the same kind, but the 
large cell will produce a greater current than the small cell. 

72. Wet and Dry Cells. —The cells used for bells, annunciators, 
etc. are classified as wet cells and dry cells. Both make use of 
practically the same materials; zinc for the anode, carbon for the 
cathode, and sal ammoniac (ammonium chloride, NH4CI) for 
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the electrolyte; other materials may be added to the latter to 
improve the action. 

In the wet cell, a small amount of sal ammoniac is dissolved in 
water and poured into a glass jar. The carbon is usually put 
in a porous cup and placed in the center of the jar. The zinc, 
in the form of a rod or of a hollow cylinder, is kept away from 
the carbon by the cover of the jar and by the porous cup. The 
current in passing through the electrolyte passes through the 
porous cup also. 

In the case of the dry cell, the sal ammoniac solution is made 
into a paste, l>eing mixed with crushed coke and other materials, 
and the paste is put into a zinc jar, which acts as the zinc plate. 
The carbon is then placed in the center of ( he paste, and is kept 
away from the zinc by the paste and the insulating cover. As will 
be seen, the dry cell is not actually dry, the fluid being held by the 
paste. 

72. In the case of both the wet and the dry cell, tlui zinc it 
consumed by the chemical action of the sal ammoniac, ])o(h of 
which gradually disappear. To replace th(\s(^ in tlie wet C(^I1, 
more fluid is added and another zinc plate is j)ut in. But since 
the zinc forms the container in th(5 dry cell, the entire (ell is 
thrown away when the zinc is exhausted. There is not much 
loss in this, since the cost of a dry cell is veiy small. The fac^t that 
dry cells can be placed in any position and are readily conveyed 
from place to pla(;e niakt^s them very convenient for many purposes. 
Both the wet and the dry c<dl here described have an (‘.m.f. of 
about 1.5 volts. 

73. Consumption of Electrodes. —Strictly speaking, the words 
anode, cathode, and electrode refer to the yoiiU or place where 
the circuit wires are connected to the plates or conduct ors, t hat 
is, to the points F and iV, h’ig. 1. However, it is (juite customary 
to denote an entire plate by these names, and tlu^n^ is no objenrt ion 
to this when there is no fx>ssibility of misunderstanding. Ihuuje, 
when the cell is generating a current, the zin^* plate may be called 
the negative electrode or anode, and the copper platen may be 
called the positive electrode or cathcxle. It must not be forgotten, 
however, that the zinc plate is positive and the copper plate nega¬ 
tive in relation to the electrolyte. 

The chemical action of the electrolyte in a cell consumes the 
zinc, the electrolye uniting with it and forming a chemical com- 
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pound of little or no commercial value. This result is similar, 
from a chemical standpoint, to the burning of coal in a furnace, 
where the oxygen of the air unites with the carbon of the coal. 
Zinc may thus be considered as a fuel, and its consumption by 
the electrolyte may be regarded as very slow combustion. The 
cost of zinc is very much higher than that of coal; hence, the cost 
of energy obtained by using zinc in a battery of cells is very 
much higher than the cost of energy obtained by burning coal 
under a boiler, and the use of primary batteries is thus limited to 
placcjs and circumstances where very small amounts of power are 
recpiired, and, particularly, at irregular intervals. 

74. Secondary, or Storage, Cells. —When the positive plate 
of a primary cell is practically all consumed, it is replaced with 
another similar plate. If, however, instead of replacing the 
worn out plate, a current from a D.C. dynamo or other outside 
sonnies is s(‘nt through the cell in the reverse direction, by con¬ 
ned,ing the copper plate to the positive main and the zinc plate 
to th(^ luigative main, the zinc will be deposited on the zinc plate 
until it has been restored to its former condition. It requires 
just as much electricity to restore the plate jis was originally ob- 
tairuMl from it when it was being consumed, and it is evident that 
if the action (direction) of the current be again reversed, as much 
current will be obtained as was supplied to the cell by the dynamo 
or other source. The process of sending a current of electricity 
through a ci^ll from an outside source is called charging; and any 
cell that is charged in this manner is called a secondary cell, 
a storage cell, or an accumulator, the most common name being 
storage battery, although th(‘ word battery implies more than 
one cell. When a storage cell is delivering current, it is said to 
be discharging; when receiving current, it is said to be charging. 

Note carefully that a storage cell does not store electricity; 
it stores chemical energy. In charging, electrical energy is 
transformed into chc^mical energy and stored in the cell; in dis¬ 
charging, this chemical energy" is changed back again into elec¬ 
trical energy. 

As in every other case of transformation of energy, there are 
losses, and the efficiency of the transformation is always less than 
100 per cent. For one thing, the voltage of the current in charg¬ 
ing must be higher than that of the current obtained when dis¬ 
charging; this is partly due to the resistance of the electrolyte in 
the cell, which must be overcome. When charging a cell, the 
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current must be sent in against the e.m.f. of the cell and the re¬ 
sistance of the cell; on discharging, a part of the e.m.f. of the cell 
must be used to overcome this internal resistance when forcing 
the current through it in the other direction; therefore, only a part 
of the total e.m.f. of the cell is available at the cathode. An 
electric storage cell never gives out as much energy as is put into 
it, the best types giving out about 75 per cent, of the energy re¬ 
quired to charge them; the efficiency is thus about 75 per (rent. 

75. Lead Accumulators. —One of the most successful forms 
of storage cells or accumulators us('s lead and U'ad j)eroxide 
(Pb 02 ), the load for the negative plate or grid and t he l(‘ad per¬ 
oxide for the positive plate or grid. The electrolyte is a solution 
of sulphuric acid and water. When the (*('11 is dis(rharging, l(*ad 
sulphate is formed on both grids; when a rev(*rs(r current charg('s 
the cell, the sulphate on the anode beconu's spongy lead and 
that on the cathode lead peroxide (or dioxith*, PbOo). 

If a lead type of storage c('ll is left for any h'ugth of time, 
in a partially or fully discharged (condition, tlu* k'ad sulphate is 
acted upon by the sulphuric acid and is chang('d into an insoluble 
sulphate. A cell in this condition is said to hav(‘ b('(a)me 
^^sulphated.^’ If the cell is l(*ft too long a film of this insol¬ 
uble sulphate, forms all over tin* grids and tlu* cell cannot 
recharg('d, because this sul>stance will not chang(^ ba(^k to spong(^ 
lead (Pb) or huul peroxide (Pb() 2 ). If tlu^ c('ll is only 
slightly “sulphated’^ the film may be (lislodg('d by charging for 
a few minutes with a current three or four tim(*s the normal 
charging current. The sulphatethen drops to th(i bottom of 
the jar, where there is usually room for it, and a new surfa(r(^ of 
the grid is exposed. The e.m.f. of the Ic'ad accumulator, as it is 
called, is about 2 volts. The internal n'sistarwe is V(ay low, thus 
allowing a small cell, comparatively speaking, to deliver a large 
current. By putting enough cells in series, any d(^sir(»d voltag(; 
may be obtained. 

76. Uses of Storage Batteries. —In power plants furnishing 
current for lighting and other purposes, the demand for (lurnuit 
varies greatly from day to day and at various periods during thc^ 
day. For example, in a large city, the power re(Hiir(*d for light¬ 
ing will be very much greater in winter than in snnim(*r; it will 
also be very much greater at certain hours of the day than at 
other times. The heaviest load will usually be from 5 :00 p.m. 
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to 8 :00 p.m. during the long winter nights. Storage batteries 
can be used to good advantage in such plants; they are charged 
when the load is light and discharged when the load is heavy, 
the current reccjived from them being added to the current gen¬ 
erated by the dynamos. 

Storage batteries are used for supplying power to the motors of 
electric automobiles; they are used in city telephone central 
offices, for ignition, starting, and lighting of gasoline automobiles, 
and for many other purposes. 


EXAMPLES 

1. A paper mill is 6 miles from its electric power plant. Current at 

2200 volts is carried by a No. 0 copper wire. What is the resistance in 
oil ms and the percentage loss in volts for each conductor if the current is 
100 amperes? Am. 3.108 ohms; 14.14 per cent. 

2. (a) Referring to example 1, what must the voltage be at the generator 
if there are two conductors and if 2200 volts are to be delivered at the mill? 
(h) What is the total line loss in horsejjower? 

A?i«. (a) 2821.0; (b) 83.32-f 

3. If a house has 10 25-watt lamps, 6 40-watt lamps, and a 5-ampere 

electric iron all connected in parallel on a 110-volt circuit, what will be the 
current strc'ugth and what size copper wire should be \ised for the main 
circuit? Ans. 9.45 amp.; No. 14 wire. 

4. Referring to examples 1 and 2, what would be the size and resistance of 
aluminum wire that would give about the same or less resistance? 

No. 0000; .0881 ohm per 1000 ft. 

5. Referring to example 4, how much money would be saved or lost per 
day by the change, assuming current to cost 1 cent per kilowatt-hour and 
the current is used thnnighout the entire day of 24 hrs? 

Am. Saved $1.52. 

0. If a generator operates at 90 per cent, efficiency, what horsepower will 
it req\iire to iiiaintain a current of 100 amperes in a circuit having a re¬ 
sistance of 30 ohms? 446.8 H.P. 

7. («) How many lead accumulators (storage cells) would be required to 
give an e.in.f. of 110 volts? (/>) How would the cells be connected? 

Arw. (a) 55 cells 
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EXAMINATION QUESTIONS 

(1) Mention (a) some of the advantages of using electricity. 
(6) What is meant by the term ^‘generating elec^tricity?^' (c) 
What is the essential difference between static electricity and 
dynamic electricity? 

(2) What is (a) the essential difference between positive elec¬ 
tricity and negative electricity? (6) If a body is charged with 
electricity, how may this be ascertained, and how can it be deter¬ 
mined whether the charge is positive or lu^gative? 

(3) Define the following terms: (a) electrode; (b) pole; (c) 
external circuit; (d) open circuit; (e) cell; (/) battery; {g) storage 
cell; (h) what is the difference between a primary (adl and a 
secondary cell? 

(4) How many (a) coulombs of electricity are required to 

deposit 3.24 grams of silv(*r from a standard silver nitrates solu¬ 
tion? (b) If the silver is deposited in 21 minute's, what is thci 
strength of the current? . | (a) 2898 coulombs. 

[ {b) 2.3 ampeu-es. 

(5) The internal resistance of a certain cell is 1.72 ohms; the 

external circuit is made up of 115 feet of No. 16 B. & S. coppeu- 
wire. If the cell operates a buzzer that has a resistance of 12 
ohms, and the e.m.f. of the cell is 1.56 volts, what is the strength 
of the current? Ans. 0.11 ampere. 

(6) What is (a) the resistance of a 25-watt lamp on a 110-volt 

circuit? (5) The strength of the current flowing through the 
lamp? A («) 484 ohms. 

\ (b) 0.2273 ampere. 

(7) What is (a) a shunt? (6) a short circuit? (c) a multiple 

circuit? (d) Suppose a circuit is made up of a wire leading from 
J2 61 
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a dynamo to a motor and then back to the dynamo; suppose 
further that there is a defect in the insulation, so that the bare 
wire comes in (contact with a metal rod or post, one end of which 
is buried in the earth; what happens? 

(8) Referring to the last question, what will be the effect on 
the motor (a) if the bare spot is on the wire leading to the motor? 
(6) if on the return wire? Give reasons for your answer. 

(9) Suppose a multiple circuit to be made up of four shunts 
A, R, C and D having resistances as follows: resistance of A 
= 12.4 ohms, of B = 10.8 ohms, of C = 9.3 ohms, and of Z> = 13.7 
ohms. What is (a) the joint resistance? (6) if the strength 
of the current where it divides is 11.6 amperes, what is the 
current in each shunt? (c) what is the e.m.f. in each shunt? 

(a) 2.8268 ohms. 

. ... A ^ 2.6444 amp., B = 3.0362 amp., 

Ann. j {(>) I ^ 3,5259 amp., D = 2.393.5 amp. 
(c) 32.791 volts. 


(10) In a diroct-cAirrent circuit, the e.m.f. at the dynamo is 
240 volts, the strength of the current is 20 amperes, and No. 
0 B. & S. (H)pper wire is used for the entire circuit. The current 
is used to drive two motors connected in parallel and situated 
8850 feet from the dynamo. If the power taken by one of the 
motors is 1.6 k.w., (a) how much is left to drive the other motor? 
(6) What per cent of the power is lost in transmission? 


(a) 2.5054 k.w. 
(5) 14.47%. 


(11) Referring to the last example, the power delivered by the 

dynamo remaining the same, what power will be available to 
the second motor (a) if the e.m.f. be doubled? (6) if the e.m.f. 
be halved? (c) what do these results indicate in connection with 
long-distance transmission? . | (a) 3.0263 k.w. 

( (h) 0.4215 k.w. 

(12) A 150-hor8epower dynamo drives 3 10-k.w. and 2 15-k.w. 
motors. If the efficiency of each of the smaller motors is 80, 
of the larger motors 85%, of the dynamo 88%, and of the trans¬ 
mission 97% , (a) how many 60-watt lamps can be burned when 
all the motors are running at their rat^d capacity? (6) What is 
the efficiency of the entire combination? 

Ans, 


(a) 596 lamps. 
^ (6) 75.3% 
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(13) What is (a) the resistance of a 15-watt lamp on a 110- 

volt circuit? {h) of a 100-watt lamp on the same circuit? (c) what 
strength of current is required for the 15-watt lamp? (d) for the 
100-watt lamp? (a) 806% ohms. 

. (5) 121 ohms. 

(r) 0.1364 ampere. 
(d) 0.9091 ampere. 

(14) Assuming that an electric iron requires a current of 2.4 

amperes at 110 volts, what is the cost of operating it for i\} 2 
hours at (a) 8 cents per kilowatt-hour? (b) at 10 cents per kilo¬ 
watt-hour? , { (n) 13.73 cents 

Ans. 

[ (/>) 17.16 cents. 

(15) If the diameter of a certain copper wire is 40.303 mils, 

(a) what is its area in circular mils? (b) in square mils? (c) what 
is the resistance of 650 feet of this wire at 2()‘"( \? (d) what would 
he the diameter of an aluminum wire that has half this resistance 
at the same temperature? (a) 1624.33 (;ir(‘,. mils. 

(/>) 1275.75 sq. mi’s. 

(c) 4.143 ohms. 

(d) 76.47 mils. 

(16) What is the resistance of the copper wire in the last ex¬ 
ample at (a) 96° F.? (b) at 40° F.? . f (a) 4.433 ohms. 

1 W 3.853 ohms. 

(17) How would a battery of 20 cells be connected up to get 
(a) the maximum curnuit? (b) the maximum voltage? Give 
reasons for your answer. 

(18) How many (a) kilowatts are used by a grinder that takes 
240 horsepower to o[)erat(‘ it? (6) If the bearings are allowed 
to get out of order so that the fri(;tion losses are increased 5%, 
how many kilowatts must tlnui be furnished to the grind(!r, the 
original effici(*ncy of the grinder being 78 %? 

Ans. 


(a) 179 k.w. 
■ (b) 181 k.w. 
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PROPERTIES OF MAGNETS 

77. Natural Magnets. —The aiKui'iits found in Magnesia, Asia 
Minor, a certain kind of stone or ore that had tlie |H‘culiar prop¬ 
erty of attracting to it pieces of iron. It was mIso found that if a 
bar-shapcnl piece of this stone he suspemh'd at its middle from a 
thread, one end of the bar always jxiinti'd toward the north, 
and that this end always pointed north witliout regard to how 
the ends of the bar ixiinted when first susjx'iided. For instance, 
if the end pointing north were marked and if the bar were origi¬ 
nally placed so as to point east and w(‘st, it would swing around, 
the marked end pointing north aiul the other south. For this 
reason, the stone from whi(;h the bar was made was called lode- 
stone, which means leading stone. Anything that possesses this 
property of always pointing in a north and south direction when 
suspended from a thri'ad, nvsting on a pivot, or floating in a li¬ 
quid, and which will attract and lift iron partiides, is called a 
magnet; the entire arrangenuiiit is called a compass, and the 
magnet itself is called the compass needle. ILukh^, a jiiece of 
lodestone is a nlagn(^t; and beirau.se it is found in a frcic state in 
nature, it is called a natural magnet, ('hemically, lodc^stone is 
an iron ore, oxide of iron (Fe 3 () 4 ), and thfi orcj is called vuignetite, 

78. Artificial Magnets. —If a natural nuignet be drawn over 

a bar of hardened steel from one end to the other several times, 
the movement being always in tiu* same direction, hoq Fig. 16, 
it will be found that the stixd bar has the same properties as the 
natural magnet. It is not n(K*essar>' to exert any degree of pres¬ 
sure; simply see that the surface of the natural magnet touches 
that of the steel bar. When the end of the bar is reached, lift 
§2 65 



66 


p:lements of electricity 


§2 


the natural magnet and carry it to the other end of the bar 
through the air. After the steel bar has been magnetized, as 
the process is called, it becomes what is known as an artificial 
magnet; and if the steel has been previously hardened, it will re¬ 
tain its magnetism indefinitely, being then called a permanent 
magnet. Any permanent magnet, whether natural or artificial, 
may b(» used to make other magnets in the same manner as that 
just described for making an artificial magnet. 



79. Magnet Poles. —The ends of a magnet are called its poles. 
The end that points north when the magnet is free to swing in a 
horizontal plane (as when balanced on a pivot or suspended from 
a thread) is called the north pole, and the other end is (tailed the 
south pole. Whatever its shape, every magnet has a north and 
a south pole; and if the magnet has the approximate shape of a 
bar, these poles are opposite each other. The straight line 
joining the poles and passing through the magnet is callenl the 
axis of the mtignct. A straight bar magnet may be bent into 
the shape of a letter U or a horseshoe, in which case it is called a 
U-magnet or a horseshoe-magnet, and the axis will then have a 
similar shape. The poles will then no longer be opposite each 
other, but alongside each other; but there will still be two poles, 
one north and the other south. 

If a magnet be broken in two pieces between the poles, each 
piece will be a magnet, and each will have its north and st)uth 
poles; in fact, no matter how many pieces may be made of the 
original magnet, nor how they are taken, every piece will be a 
magnet and will have its own north and south poles. It is 
impossible to have a magnet with one pole. 
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80. Determining the Poles of a Magnet.—In Fig. 17 is shown a 
compass. The needle, which has been magnetized, is a thin 
piece of steel having the shape of two equal isosceles triangles 
joined at their bases. The needle swings in a horizontal plane 
on a pivot. That half of the needle which has the end that 
points north is usually blue and the other end is white; the blue 
end is, therefore, the north polo and the white end is the south 
pole. If the north pole of another compass be brought near the 
north pole of the first one, the two needles will swing apart; the 
same thing will happen if two south poles arc brought near each 
other. But if the north pole of one compass be brought near the 



south pole of the other, the twoiu‘edles will swing until they cither 
touch or their axes are parallel. This is also (rue of magnets; if 
the poles are alike, it may require cousid(nal)le force (<lep(*nding 
upon the strength of tin* magnets) to make the two surfaces touch, 
while if they are unlike polos, it reciuires considerable force to 
separate them. Whence, the law: 

Like poles repel each other; unlike poles attract each other. 

If, therefore, it is desired to find which of the two poles of a 
magnet is the north pole and which is the south pole, all that is 
required is to lu'ing (?ne end of the magnet near, say the north 
end of the comi)ass, see Tig. 17, and note what happens. If the 
compass end swings toward the magnet, that eml of thcj magnet 
is the south pole (since unlike poles attract each other); but, if 
the iitHMlle swings away from the magnet, then that end is the 
north pole. 

81. Distribution of Magnetism.—Magnetism is not equally 
distributed over the entire length of the magnet between the 
poles; this is to be expected, since, bcc^ause the poles are opposite 
in character, there must be a place between them where there is 
apparently no magnetism. Suppose a straight bar magnet be 
rolled in iron filings; on being lifted out, the appearance of the 
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magnet will be somewhat as shown in Fig. 18. A large mass of 
filings will be collected at each end of the bar, and if the bar is 
cylindrical, these masses will bo pear-shaped. The number of 
particles of iron in the masses will be greatest at the ends, and 
in the middle of the bar, there will be practically none. The 

particles form masses 
all around the bar, ex- 
r? cept at the middle line 
ahedy which is called the 
neutral line. If, how¬ 
ever, the bar be cut in 
two at the neutral line. 
Fig. 18 . two magnets are in¬ 

stantly formed, and the 
neutral line will be shifted to halfway between the ends of each 
piece, as in the original bar. 

82. Magnetic Induction.—If one end of a magnet be touched to 
a piece of soft iron, the iron immediately becomes a magnet, the 
end nearest the magnet being of opposite polarity; that is, if the 
end of the magnet is a south pole, the end of the iron that touches 
it will be a north pole, and vice versa. If the magnet be lifted 
and the piece of iron is not too heavy, the force of magnetic attrac¬ 
tion will lift the iron also. If the free 

end of the iron be touched to another Ilf~7 

piece of soft iron, that also will iinmedi- I* f t i= 

ately become a magnet, the end touching j i' 

the first piece of iron having a pole of • 

opposite polarity. In this manner, s / | v / 

several pieces of iron may be lifteil as 

shown at (a), Fig. 19. It is to be noted, 

however, that as soon as one of the 

pieces of iron is removed from the 

vicinity of the magnet, it ceases to be 

a magnet. Such is not the case wdien 

... r IG. 10. 

the pieces lifted are steel; in this in¬ 
stance, some of the magnetism remains in the steel after removal 
from the magnet, and the same is true to a certain extent if the 
iron be not perfectly pure. 

Referring to Fig. 19 (6), suppose the fii^st piece of iron is 
brought quite near to the end of the magnet, but is not allowed 
to touch it; then, as before, the iron will become a magnet, its 
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poles being of opposite polarity to those of the magnet, and it 
may even lift a second piece, as indicated in the figure. This 
action will occur, even though the piece of iron be separated 
from the magnet by a shc'et of glass, pat)cr, or any substance 
whatever, whether magnetic or not. The magnetic properties 
that are thus imparted to the iron are said to be duo to 
magnetic induction, and magnetism is said to be induced in 
the iron. Whenever a pie(‘e of iron or steel is magnetized 
without coming in contact with a magnet, it is magnetized by 
induction. 

83. Magnetic and Non-magnetic Substances. —When a piece 
of soft iron is magmuizod, it is calU'd a temporary magnet, 
because it is a magnet only so long as it is uiuh^r magnetizing in- 
fluemce. Any substance that can be made', into a temporary or 
permanent magn(*t is called a magnetic substance, and all others 
an^ called non-magnetic substances. In addition to iron and 
steel, nickel, cobalt, chromium, cerium, and oxyg«m are slightly 
magnetic, but the force of attraction ('xisting betwecui them and 
a magnet is very small as compared with iron and ste(*l; hence, 
iron and steel are the only substance's us(mI in prae^tie^e for mag¬ 
netizing purpose's. 

It is to be ne)ted t hat when a magnet, att racts a piee'e e)f iron (en 
stee^l), the iron attrae-ts tlie magnet with e^xactly tlie same force 
that the magne't e'xe'i ts on thei irem. The' ('Hee^t is similar to the 
actie)n anel reae'tiem e)f fore'e's; wlu'n a we*ighl re*sts ein a table, it 
pre'sse's against the table', anel the' table reacts anel pre'sse's against 
the weight. There* is, howe»ve>r, this eliTe're'ne*e; the^ forere that 
can be exerted by a magnet eliminishes gradually fre)m the* poles 
to the neutral line, whe*re* it is ze*ro; but any point e)r plaeie on 
the surface of a tempe)rary magnet may be^ one* of the pedes, 
and that pede will attract the magnet always with the same 
intensity, if the area in cemtact with the i)ede of the magnet is 
the same. 

Althe^ugh ne)n-magnet ic substanet(‘s e*annot be' magne*iizeel anel, 
there*fe)re, canne)t be attracted or rei)elleel by a magne't, they 
cannot prevent magnetic indiic'tion from taking place through 
them. This was shown in connectiem with the exiK'rime nt illus¬ 
trated in Fig. 19. 
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LINES OF FORCE 

84. Definition. —Strictly speaking, a pole is a 'point; hence, 
when it is desired to refer to an area about a pole, it is better, 
usually, to employ the term pole-piece. 

If the pole-pieces of two magnets having opposite polarity are 
brought near each other, as in Fig. 20, the two magnets attract 
each other with a certain force. Assume, now, that the two 


t_V 1 

- pole-pieces are similar and 



lllliiii. • 1 prisms, that the 

Fio. 

planes of their sides coin- 

20 

cide, and that their ends 


arc flat and parallel. Now, if the ends of the pole-pieces are 
comparatively small, the force exerted between the two polos 
may be considered as disiributed uniformly over the entire 
surface of the ends, and if the ends be considered as divided 
into a very large number of little squares, the magnetic fon^e 
exerted between the poles may also be considered as divided 
into the same number of equal parts. The (effect produced 
will bo the same as though every one of tln^ small forces 
acted in a line that passed through the centers of gravity 
of two opposite small squares. For this reason, these small 
forces are called lines of force; and the sum of all the lines of 
force will evidently be the total force exerted between the two 
poles. There is, of course, leally no such thing as a line of force; 
it is, however, an extremely convenient conception and is 
universally used in all electro-magnetic calculations. A line of 
force when considered as a force and not as a line or path is 
sometimes called a maxwell (named after James Clerk-Maxwell). 
Hence, instead of the expression 25,000 lines of fone, 25,000 
maxwells is equally proper. 

86. Direction of Lines of Force. —With the pole-pieces close 
together and arranged as described in connection with Fig. 20, 
the lines of force may be regarded as right lines. In reality, 
however, the lines are curved, as may easily be proved by direct 
experiment. Place a bar magnet on a table, and on top of the 
magnet lay a sheet of paper (or a pane of window glass), sup¬ 
porting the edges so the sheet will lie flat in a horizontal plane. 
Oil top of the sheet, sprinkle a thin layer of fine iron filings. Each 
iron particle immediately becomes a temporary magnet, by 
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induction, and the filings arrange themselves as shown in Fig. 
21 , the north pole of one touching the south pole of the preceding 
particle, one after another, and all forming distinct curved lines 
extending from pole to pole. If the magnet be turned so as to 
bring another side against the 
sheet, the same result will bo 
obtained, and it is therefore 
inferred (and with truth) that 
these lines show the direction of 
the lines of force, and that they 
(the lines of force) completely 
fill the space surrounding the 
magnet. It is assumed that 
they issue from the north pole 
of the magnet, make a complete circuit through the surrounding 
medium, which is usually air, re-enter the magnet at the south 
pole, and then pass through the magnet to tlie north pole. The 
path, which is thus closed and comi)l(*te, is cidh^d the magnetic 
circuit, and every line of force is a closed curve and is in itself 



Fi(». 21. 



a complete magnetic circuit. The space surrounding a magnet 
and penetrated by lines of force is culhid a magnetic field. Note 
that the magnetic field includes only that space that is pene¬ 
trated by lines of force. 
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That the direction of the lines of force is from the north pole 
to the south pole is readily established by placing a small com¬ 
pass in the magnetic field. The compass needle will invariably 
place itself so that its axis will lie in a line of force, and it will 
point away from the north pole toward the south pole, as indi¬ 
cated in Fig. 22. 

86 , Reference to Figs. 21 and 22 makes clear the fact that the 
greatest density of lines of force is at the poles, where they are 
very closely aggregated. As the distance from the poles in¬ 
creases, whether in the direction of the axis of the magnet or at 
right angles to it, the number of lines ]>er unit of area decreases. 
If a right section be taken through a magnetic field, the number of 
lines of force passing through a square inch or a square centi¬ 
meter of the section is called the strength of the field or field 
density. It is desirable to have a uniform method of measuring 
the field density. This is expressed as the total number of lines 
of fon^c passing out of (or into) a pole-piece divided by the pro¬ 
jected area (area of a right section) of the pohvpiece. Thus, 
suppose 140,()()() lines of fon^e are passing through the north 
pole-piece of a magnet and that the projec^ted area of the pole- 
piecc is 3.5 square imihes; then, the field density = strength of 

fiehl = 140,000 3.5 = 40,000 lines of 

force per square inch = 40,000 max¬ 
wells per square inch. 

87. If, instead of placing the sheet of 
pai>er on the side of the magnet, as in 
Fig. 21, it is placed on one of the pole- 
pieces, as in Fig. 23, the filings will 
arrange themselves in radial lines, ex¬ 
tending outward from the center of the pole-piece. The greatest 
number of particles, and, consequently, the greatest density, 
will be at the center of the pole-piece, as shown. 

88 . Lines of Force Cannot Intersect. —Lines of force can 
never intersect, or cut, one another; this fact may also be shown 
by means of iron filings. Thus, if two bar magnets be arranged 
as in Fig. 24 (o), covered with a sheet of paper, and iron filings 
are sprinkled over the paper, then when unlike polos face each 
other, as at (a), the lines of force coalesce and extend from the 
north pole of one magnet into the south ix)le of the other. If 
like poles face each other, as at (6), the lines of force curve away 
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from one another, as though they were pushing the poles apart. 
A similar action occurs when like poles are placed so that their 
axes make an angle with each other, as at (c). 

The imaginary lines or paths formed by the filings are caused 
by the magnetic force of the magnet, which by induction, makes 
each little particle of iron a temporary magnet, and which imme¬ 
diately arranges itself so that its axis lies in (coincides with) the 
line of force passing through it. Also each particle attracts 
another particle, and thus makes a continuous chain that out¬ 
lines the line of force. 



Fi«. 24. 


89. Nature of Magnetism. —Just what, magnetism is, is not 
known; but the relation between magnetism and (‘lectricity is 
very close, in fact (hey may be difTereiit forms of lh(‘ same thing. 
It is certain that magnetism is not a fluid, though some of its 
proi)erties resemble those of fluids; and ])ecause of (his, field 
density is freciuently (allied flux density, the word flux meaning 
flow. The term magnetic flux means all the line's of force in the 
field, while flux density means the number of lines of forea^ per 
square unit (square inch or square centimeter) at the point of 
the field considered, the value being different for different 
parts of the field. 

Magnetism is not a material substance; for, if a magnet be 
used to make another magnet, as described in Art. 78, the original 
magnet retains all its magnetism; in other words, nothing 
material passes from the first magnet to (he second. In fact, 
the same magnet may be used to rnagn()tize any number of 
magnets without losing anij of its own magndism, 

90. Permanency of Magnets. —All permanent magnets will, 
in time, lose a part of their magnetism unless they are protected 
by an armature or keeper. The armature is a pic'ce of soft iron 
laid across the pole-pieces of a U-shaped or a horseshoe magnet, 
as shown in Fig. 25. The lines of force pass from the north pole 
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of the magnet into the armature, through the armature to the 
south pole, and then through the body of the magnet to the 
north pole again. A magnet thus protected by 
an armature will retain its magnetism at full 
strength indefinitely. 

If a piece of soft iron be placed anywhere in a 
magnetic field, the lines of force tend to crowd 
together and pass through the iron, because the 
iron offers very much less resistance than air or 
any other non-magnetic substance, and the iron 
becomes a temporary magnet by induction. But, 
if the iron be free from impurities, it will lose its 
magnetic properties as soon as the magnetic 
Fio. 25. stream or flow ceases or the iron is removed from 
the magnetic field. The iron tends to hold the 
magnetic flux in the same manner that a pipe holds water 
that is flowing through it. 



ELECTROMAGNETISM 

91. Magnetic Field Around Conductor.—Suppose a wire con¬ 
ductor, which may be either bare or insulated, be passed ver¬ 
tically through a sheet of paper that is kept in a horizontal 
position, as indicated in Fig. 20, where the white dot represents 
a cross-section of the conductor, 
and that iron filings are sprinkled 
over the paper. If, now, an elec¬ 
tric current be sent through the 
conductor, the iron filings will 
arrange themselves about the 
conductor in concentric circles; 
in other words, the space about 
the conductor becomes a mag¬ 
netic field, and the current in¬ 
duces magnetism in the filings. If a number of sheets of paper 
are strung along the w’irc, iron filings being sprinkled on each, the 
same result will be observed on all of the sheets, as indicated in 
(a), Fig. 27. To prove that a magnetic field exists, place a com- 
j>ass near the conductor, and the needle will be deflected, the needle 
pointing in the direction of the lines of force, the axis of the 
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needle lying in a line tangent to one of the circles. If the cur¬ 
rent in the conductor flows as shown by the arrow from 7 n toward 
n, the compass indicates that the linos of force nave the same 
direction as the motion of the 
hands of a watch; but if the cur¬ 
rent is reversed, flowing from n 
toward the direction of the 
lines of force is also reversed, 
and their direction is opposite 
to that of the hands of a watch. 

In the first case, the direction of 
the lines of force is called clock¬ 
wise or right-hand rotation, and 
in the second case, counterclock¬ 
wise or left-hand rotation. 

The field density is greatest 
at the surface of the <;onductor 
and decreases as the distance 
from the conductor increases. 

The lines of force form concentric 
circles about the (conductor, and 
throughout its whole length, as indicated in (h)^ Fig. 27; as in 
the case of magnets, they do not (cannot) iiit(us(‘(t< . 

92. Direction of Lines of Force. —It is important to know the 
direction of the lines of force around a (conductor, and this may 
always be determined by the following rule: 

Rule. —Place the mdex finger parallel to 
the conductor and point it in the direction 
that the current is flowing; the lines of 
force will then he clockwise aro^md the 
conductor. 

Thus, in (a). Fig. 27, the current is 
flowing from m toward n] pointing the 
index finger in this direction, as shown, 
the lines of force arc^ (^lo(;kwise, its indi¬ 
cated by the compass(\s and arrow¬ 
heads. In (?>), the directi<jn of the 
current is from n toward m; the lines 
of force are clockwise relative to the direction in whirdi the 
finger is pointing, but they are counterclockwise relative to (a). 
If the two conductors be considered as lying in a horizontal 
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position and the observer be considered as looking from m toward 
n in both cases, then, when the current is flowing away from the 
observer, the direction of the lines of force are clockwise; but, if 
the current is flowing toward the observer, the direction of the 
lines of force is counterclockwise. 

The wat(;h or clock is always supposed to be behind the lines 
of force; it is for this reason that the arrowheads in Fig. 27 (a) 
are reversed, the direction in which the reader is looking at the 
picture being down instead of upward, in the direction of the 
arrow. The (lorrect representation would be as shown in Fig. 28. 

93. Attraction and Repulsion between Conductors. —If two 

conductors, both carrying a current, are placed near each other, 

the conductors being parallel (or 
, nearly parallel), they will either 
attract or reix‘l each other, ac¬ 
cording to wliether the currents 
are flowing in the same or in 
’ opposite directions. In (a), Fig. 

29, the currents are flowing in 
; the same direction. As the lines 
of force spread out from the 
conductors, tlu^y meet and blend 
i (coalesce); they also tend to 
shorten, and this prodiu^es a pull 
that tends to bring the conduc- 
tors together; that is, they at¬ 
tract each other. In (6), the 
currents are in opposite direc- 
I tions; the lines of force are also 
in opposite directions, being 
clockwise about one conductor 
and counterclockwise about the 
other; they therefore cannot 
blend or coalesce, and since they cannot intei-sect, they are bent 
out of their natural position; the force required thus to distort 
them tends to push the conductors apart, and they therefore 
repel each other. 

94. Direction of Current in a Conductor. —Suppose a compass 
to be placed so as to point north and south, that is, the ends of 
the needle lie directly over the N and iS marks on the dial. If, 
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now, a conductor carrying a current be held over and parallel 
with the needle, and the direction of the current be from south 
to north, the north pole of the needle will be deflected to¬ 
ward the west The reason for this will be clear after study¬ 
ing Fig. 30. Before deflection, the needle is pointing in the 
same direction as the wire, and the lines of force about 
the wire are at right angles to the lines of force passing 
out of the north pole and into the south pole of the needle, which 
is a magnet. As a conse(juenc(% the needle swings so that 



the lines of force in its magrudic field will hhuid or (roalesce 
with those about the conductor. As shown in the figure it must 
necessarily swing tow'ard the west, since if it swung tluj other way 
(toward the east), the lines of force in one fi(dd would oppose 
those in the other. Notice that when the conductor is over the 
needle, the upper parts of the circles representing th(^ lines of 
force about the wire coalesce with those above the needle. If, 
however, the compass be held above the conductor, the bottom 
parts of the circles repres(*nting the lines of *‘orcc alK)ut the wire 
do not coalesce with the lines of force under the needle, and this 
makes the north pole of th(i needle swing toward the east. If the 
direction of the current in the conductor be reversed, flowing from 
n toward w, the direction in which the needle points will also be 
reversed in the two cases. 
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If, therefore, the conductor is over and parallel to the needle and 
the right hand be held so the index finger points north (parallel 
with the conductor) and the thumb is placed at right angles to 
the conductor, as shown in the figure, with the back of the hand 

up, then, when the current is flow¬ 
ing from south to north (from vi 
to n), the needle will point in the 
same direction as thumb; but if 
the current is flowing the other 
way, from n to the needle will 
point in the opposite direction. 
Hence, to find the direction of the 
current, place the conductor so that it will lie in a general north 
and south direction, place a compass under it, and in front of 
the observer; then if the observer stand at the south end of the 
needle and the needle points toward the west, the current is away 
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from the observer; but if the needle points toward the east, the 
current is flowing toward the observer. When speaking of the 
needle “pointing,it is always understood to mean the direction 
in which the north pole points. 

96. If the conductor form a loop so it can pass over and under 
the compass needle, as shown in Fig. 31, the direction of the cur- 
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rent in the upper wire will be opposite to that in the lower wire, 
and both wires will act to turn the needle in the same direction. 
In the figure, the current is produced by the cell shown at the 
right, and the direction is indicated by the arrowheads. The 
needle will evidently turn in the direction of the arrows. 

96. The Solenoid. —If a conductor carrying a current be bent 
into a loop and placed in, say, a vertical position, as in Fig. 32, 
and a piece of soft iron be suspended from a string attached to 
the iron at its center of gravity, the iron will turn until its axis 
coincides with or is parallel with the axis of the loop. The 
reason for this is that the lines of force about the (conductor all 
try to pass through the iron, which is much more permeable^ as 
it is termed, than the air; they do not all pass through, but many 
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of them do, with the result that they arc distorted and are no 
longer circles, but take the shape of the lin(\s of forc(‘ passing 
through a magnet. The piec(* of iron then becorn(\s a temporary 
magnet, having a north and south pole. 

This effect is better shown by bending the wire into a niimlx'r 
of loops or coils, all having the same diameter, the general shape 
being that of a helical spring. By returning the ends of t h(‘ wires 
through the helix and out at the middle, as shown in Fig. 33, 
and suspending from pivots at the ends, without br(*aking the 
circuit, the helix will be found to have the properties of a magnet; 
it will have a north and south pole, a neutral line, and it will 
swing so as to point in a north and south direction, the same as a 
compass; it will also attract and repel similar coils or magnets. 
Whenever a conductor is coiled into the form of a helix, the helical 
part is called a solenoid. 
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97. Poles of the Solenoid. —Referring to Fig. 32, note that the 
loop is wound like one turn of a right-hand helix or screw thread. 
The direction of the lines of force around the conductor is indi- 
cat(Ml by the arrowheads. The piece of iron distorts and bends 
th(ise lines, causing them to enter the iron at the end marked 
S and leave at the end marked N. The same thing happens 
when the wire is bent into a number of coils of the same kind, as 
in Fig. 33, except that the lines of force in the adjacent coils 
(^oalesc(), making numerous very long lines and increasing the mag¬ 
netic prop<irties of the solenoid. If, however, the conductor be 
revers(Hl, so that the coil or coils form a left-hand helix (corre¬ 
sponding to a left-hand screw thread), the direction of the cur¬ 
rent in the conductor will be opposite to that in the above case, 
th(j dire(;tion of the lines of force will be reversed, and what was 
the north pole of the solenoid will then be the south pole. There¬ 
fore, if th(^ direction of the current be known, the poles of the 
sol(*noid may be identified by the following rule: 

Rule.— Jjooking through the solenoid from the end at which the 
current entersj if the helix unnds clockwise away from the observer^ 
the conductor is wound into a right-hand helixy the current flows 
around in the direction of the hands of a watchy and the end nearest 
the eye is a south pole. IhUy if the helix winds counterclockwise 

away from the observery the conductor 
forms a left-hand helixy the current 
flows around in a counterclockwise 
directi on y and the end nearest the eye 
is a north pole. 

In practii'o, the best way to deter¬ 
mine the polarity of a solenoid is to 
hold a compass near one end; if the 
needle is repelled, that end of the solenoid is of the same kind as 
the end of the needle that is repelled (since like poles repel each 
other); otherwise, it is of opposite polarity. 

98. The Electromagnet. —If the conductor be wound around 
a cjdindrieal iron or steel bar, as shown in Fig. 34, the bar, which 
is callo<i a core, attracts the lines of force and greatly increases 
the magnetic pi-oj^erties of the solenoid. The bar becomes a 
magnet, and if made of steel and the current is continued for 
any length of time, it will become a p)ermanent magnet. If made 
of iron, the strength of the magnet will be greater than if made of 
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steel, but it will lose practically all its magnetism as soon as 
the current ceases to flow. Magnets made in this manner are 
called electromagnets. 

The strength of an electromagnet depends upon the strength 
of the electric current, upon the number of turns of wire in the 
coil, and upon area of cross section of th(' core. In practice, 
the coils are made up of a very large number of turns of very fine 
insulated wire, preferably, copi)er wire. The wire is insulatc'd 
to prevent a short-circuiting of the current; but tue insulation, 
does not insulate the lines of force —it insulates the <^urr(nit only. 
The wire is small in order to increase tlu' voltage of tlu' (nirrent. 
A small wire offers greater resistance than a larger wire; and sinc(^ 
by Ohm^s law, E = /ft, it follows that if the strength of th(» cur¬ 
rent remains the same, increasing the resistance iinuoases tln^ 
e.m.f. of the circuit. 



(f 

Fig. 35. 



99. Electromagnets arc made in many forms, one of whicdi is 
shown at (o). Fig. 35. Here iS^and /S^^are spools or bobbins madci 
up of a very great number of turns of fine, insulated copper wire. 
C' and C" are soft iron cores, which pass through \ ho spools and 
are held in place by the yoke Y. A is a soft iron arinatun?, or 
keeper, to which is attached a hook, from which w(^ights or 
loads may be hung. The wire is continuous, and after }M*ing 
wound around one spool, is continued around the oth(M% the 
connection between the two being at a. The manner in which 
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the winding is done is shown at (6), which represents a bar bent 
into the form of a U. The wire is wound around A, passes over 
the top at c, then under J5, at d, and around down to the end 
in the opposite direction. Observe that both coils are right- 
hand helixes, as they must be since the bar is a continuous one; 
if straightened out, it would look, with its winding, as shown at 
(c). According to the rule of Art. 97, the end A is the south 
pole and th() other end is the north pole. Had the winding been 
in the form of a left-hand helix, the poles would have been re¬ 
versed. Note that the arrowheads on the two coils point to¬ 
ward one another; they indicate the direction of the current. 

(/ontacit of the armature with the poles of the magnet greatly 
in(neas(\s th(i strength of the magnet, because practically all the 
lines of force pass through the armattire and, consequently, 
through the poles. If, however, the armature is separated from 




Fig. 3C. 

th(i poles by an air gapj many of the lines 
of force are diverted from the armature, 
and the number ])assing through the poles 
is smaller, which lessons considerably the 
strength of the magnet. 


100. The Electric Bell. —One of tin' 
practical uses of the electromagnet is the 
electric bell. Referring to Fig. 3(), C repre¬ 
sents a cell, either wet or dry, but preferably 
a dry cell. E is an electromagnet, whose 
armature A is attached to a spring S that 
ordinarily keeps the armature from contact with the poles of the 
magnet. The armature carries a spring #S', which presses against 
the pivot p. The push button B is kept from contact with the 
pivot p' by the spring jS", thus leaving the circuit open. When 
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the button B Is pushed down, the circuit is closed; the current 
flows from the positive electrode of the cell to the binding post a; 
enters the magnet at h and leaves at c; flows along the spring 
S and armature A to pivot p, to binding post d, and thence back 
to the negative electrode of the cell. But as soon as the current 
passes through the magnet coils, the poles of the magnet draw 
the armature A into contact with them; this takes the spring 
/S"' away from the pivot p and breaks th(' circuit. The coils then 
cease to be a magnet, and the spring draws the armature away 
to its former position, spring comes into contact with />, the 
circuit is again closed, and the armature is again drawn l.o the 
poles. The armature carries a cla])per the end G of whi(^h 
strikes the bell every time the armature is drawn to the poles. 
Therefore, the bell will ring as long as the ])ush button H is held 
down. On releasing it, the circuit is open, and the bell will no 
longer ring. 

101. Magnetic Leakage. —All the lines of force induced in an 
electromagnet do not follow a single path; some of them stray 
and take shorter paths, <^ven though they hav(» to pass through 
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the air. If, however, the armature is in contact with the poles, 
practically all the lines of force arc confined to th(j cor(‘ and arma¬ 
ture, as shown diagrammatically in Fig. 37 at (a). If th(‘ arma¬ 
ture is at some distance from the poh»s, Jis shown at (6), some of 
the lines will fail to cross the air gap to the armature, as indicated. 
The total number of lines (^f force, the flux, v. dl b(^ l(‘ss also. As¬ 
suming that the same magnet is used in lK>th cas(*s, the lifting or 
attractive power of the magnet in the second case is l(\ss than in 
the first case. If there is no armature, the result is shown dia¬ 
grammatically at (c). Here there are more ‘^stray^^ lines of force 
and a much smaller number of lines of force in the core; consc- 
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ciuently, the magnet in the third case is much weaker than in 
cither of the two other cases. 

Those lines of force that do not pass through the poles have no 
effect on the lifting or attractive power of the magnet; they 
constitute what is called the magnetic leakage. The magnetic 
leakage deix^nds upon the magnetic substance composing the 
core of the magnet, the uniformity of the material (freedom from 
and distribution of impurities), whether or not there is an arma¬ 
ture, whether or not it is in contact with the poles, and if not, 
upon the length of the air gap between the armature and the 
pol(js. The shorter the air gap the less is the magnetic leakage, 
and t-h(^ gr(;ater the strength of the magnet. This confirms what 
was stated in Art. 99. 


ELECTRICAL MEASURING INSTRUMENTS 


MEASURING CURRENT 

102, Galvanometers. —Any instrument that measures electric 
(airrents by the e^' cc^ts produced by the elect rornagnetic action is 
called a galvanometer. The word means galvanic measurer, and 
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was named after Alvisio Galvani. There are many kinds and 
makes of galvanometers, but only the D’Arsonval galvanometer 
named after its inventor, will be described here. The instru¬ 
ment is constructed as follows: 
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Referring to Fig. 38, at (a) is shown a permanent magnet P, 
which stands in a vertical position. Between the poles of the 
magnet is suspended from a fine silver wire a light, hollow rectan¬ 
gular frame, shown in detail at (b); the thickness of the frame is 
quite small as compared with its height and breadth. The frame 
is wound with many turns of fine, insulated wire, thus making it 
a solenoid. The wire suspension lo is pulled taut between the 
supports p' and p", so as to supf)ort the solenoid and leave' it, 
free to turn. The solenoid is arranged relative to i-hc poles of 
the magnet as shown at (a), with the axis A of the solenoid 
making an angle with the direeition of the linos of force between 
the north and south poles of the magnet. Within the soh'iioid, 
is a soft-iron, cylindrical core C, which acts as an armature to 
attract lines of force and makes a strong, uniform magnetic 
field. The silver suspension wire is connected to one (*nd of 
the coil at a and to the other end at b, and it is also connected to 
the circuit at p' and p"; thus when a current, is flowing through 
the circuit, it passes through the coil of the soh'iioid. Sime the 
lines of force through the solenoid makc^ an anglci with those 
passing between the poles of the magnet, the two sets of lines of 
force tend to coalesce, thus causing the solenoid to turn and t wist 
the suspension wire w. When the current is shut off (by op<'ning 
the circuit), the wire untwists, and th(‘ soh'iioid n'turns to its 
former position. Since the force r<'(|uir('d to twist tln^ wire in¬ 
creases with the amount of twist, an<l siiu'e the forc<? causing the 
twist increases with the strength of the (airnuit, it is i^vidi'iit that 
the angle turned through by the solenoid iiua eases or d(^cr('as('s as 
the current increases or decreases. To measuni the angh', a 
pointer or small mirror in is attached to tlu^ susjxuision wir(\ 
A beam of light thrown on the mirror from some })oint. in a line 
perpendicular to the plane of the mirror will Ix^ rc'fhxited back 
to the point from which it came; but, as the sohuioid turns, the 
mirror turns also, and the beam of light is reflected to soiik^ other 
point. Knowing the strength of the currc'iit at dilTcuc'nt time's 
and marking the points to which the light reflects, a se^ah? (am bo 
constructed that will measure the strength of an unknown curnuit.. 

Instead of a mirror, a pointer may be attached to tln^ wire, 
and a scale for measuring unknown currents may be constructc d 
in a similar manner. 

103. As previously stated, galvanometers are made? in many 
forms. While any instrument used to measure currents by 
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means of its electromagnetic action is a galvanometer, the 
terjii is usually restricted to instruments used in laboratories and 
in precise measurements. As will presently be shown, a galva¬ 
nometer can be so constructed that it will measure the e.rn.f. of 
a current in volts, in which case, it is called a voltmeter; or, it 
can be so(;onstructed that it will measure the strength of a current 
in amperes, in which case, it is called an ampere meter or ammeter^ 
the latter being the name in commercial use. 

104. The Weston Ammeter. —The Weston ammeter is a vspecial 
form of the D^Arsonval galvanometer; its construction is shown 
in Fig. 39. A perspective view of the entire instrument is shown 



Fio. 39. 

at (o); a perspective of the working parte, with a portion 
removed, is shown at (6); a plan view showing the magnet and 
soft-iron core is given in (c); and (d) is a perspective showing the 
solenoid, springs, and pointer. Referring to (6) and (c), R is a 
permanent magnet, which has attached to its poles N and S soft- 
iron pole pieces and S', the inner surfaces of which are curved 
to a circular arc. A brass plate A is screwed to the outer ends 
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of the pole pieces and carries a lug b to which the round iron core 
C is attached by the screws a' and a". The core C fits inside the 
solenoid F, shown at (d), in the manner illustrated in (b). The 
spiral springs s' and s", at the top and bottom of tlie solenoid, 
tend to prevent the solenoid from turning. To the upper part 
of the solenoid is attached a light aluminum pointer R that 
moves over the graduated scale it’, show'n in (a). When the cir¬ 
cuit is open, the springs bring the pointer to 0, the left-hand end 
of the scale which indicates zero; but w hen the ciix iiit is closed, 
the coil (solenoid) turns, as explained in Art. 102, carries the 
pointer with it, against the resistance of the s})rings, and the read¬ 
ing of the scale show’s the strength of tlHMairrent in amperes. The 
action is exactly the same as in llu^ D^Vrsonval galvanometer. 
The current enters the instrument at the l)inding post /*, W'hich is 
marked + on the instrunuuit, flows through the solenoid, and 
leaves the instrument at the binditig post r'. 

The distinguishing feature of any amnieler is its very low^ 
internal re.sistance; this is n(*cessa.ry, in order that tlio full 
strength of the current may pass through it. A Weston ammeter 
of the kind just describ(‘d, and which will indi(‘at(^ up to 15 am¬ 
peres, has an internal resistance of only .tK)22 ohm; luuice, when 
indicating to full capacity, the drop in voltage? b(?tw’een the 
two binding posts is, by Ohm’s law {E = IR) only 15 X .0022 
= .033 volt, and the lo.ss in power is only {P = I^'R) 15^ X .0022 
= .495 w’att, say half a watt. I’or lowin’ vahu‘s of /, the Io.ss 
is much less; thus, for 5 ampen\s, the drop in voltage is only 5 
X .0022 = .011 volts, and the loss in watts is 5‘" X .(K)22 - .055 
watt. Note, how’ever, that the entir(‘ currinit goes through th(? 
instrument. 

106. Ammeter Connections. —All the curnmt to be mcsasurini 
must flow through the ammeter; hinice, thi? ammi'ter must, be 
connected in series with th(‘ apparatus n*ceiving the current to 
bo measured, preferably hetireen the apparatus and the? source 
from which the current comes. Suppose', for exaiuffle, tliat it 
were desired to measure the current tliat flows through the 
lamp L in (a), Fig. 40. If C is the conductor cariyirig the cur¬ 
rent from the source to the lamp, tlie ammeter must he? placed 
on this wire, the binding post marked + being connected to that 
part coming from the source and the other binding post to 
that part leading to the lamp. All the current received by the 
lamp then passes through the ammeter. 
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If the connections at the binding posts were reversed, the 
pointer would tend to turn in the opposite direction, and the 
ammeter might either be damaged or destroyed. 

Suppose that by mistake the ammeter were connected in 
parallel with the lamp, as shown at (6), Fig. 40. If the e.m.f. of 
the circuit were 110 volts and the internal resistance of the am- 



Fi<i. 40. 


meter were .0022, the strength of the current passing through the 

E 110 

instrument would be, by Ohm’s law, ^ ~ = ^022 ~ 

amperes, which would completely destroy the ammeter by 
melting the resistance. 


106. The Weston Voltmeter.—The distinguisliing feature of a 
voltmeter is the extremely high internal resistance, which is 
necessary in order to make the current flowing through it ex- 
ctHjdiugly small. The resistance of a voltmeter that will record 
up to 150 volts is 18,000 ohms. Therefore, by Ohm’s law, when 
registering 110 volts, the strength of the current that flows 


E 

through it is only ^ ~ ~ 


110 

18 6W ^ ampere, and the 

J^2 


no* 

“ .672+ watt. 


power it absorbs in watts is “ 

The Weston voltmeter, which is illustrated in Fig. 41, resembles 
very closely the Weston ammeter. The chief difference in ex¬ 
ternal appearance is in the i>osition of the binding posts, one 
being placed on cither side of the magnet poles instead of both 
on one side, as in the ammeter. The solenoid is wound with 
finer wire, and there are many more turns. The current enters 
the instrument at the binding post r', which is marked +, and 
then passes to a high resistance R by the wire a; from i?, it goes 
to the solenoid F by wire b, and leaves the solenoid and the 
instrument by wire c, which connects with the other binding 
post r". The instrument frequently has a switch S, in the form 
of a push button, so that the instrument records only when the 
button is pushed, thus closing the circuit. The principal dif- 
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ference between the Weston voltmeter and the ammeter is the 
resistance R and the fact that the solenoid is wound with many 
more turns of finer wire; otherwise, the two instninients are prac¬ 
tically alike in their mechanical construction. 



(a) 


Fin. 41. 

107. Voltmeter Connections. —A voltmeter must always be 
connected in parallel (multiple) with the apparatus whosf^ (Mii.f. 
it is desired to measure; the e.ni.f. of the voltmetiT will then be 
the same as that of the apparatus (Art. 37). Tims, r(‘f(‘rrinj^ to 
Fig. 42, suppose it were desired to find the volta^^ of th(^ lamj) L, 
At o, a point near to where the curn^nt (int('rs tlu' lamp, a con¬ 
nection is made to the bindinjj; ))ost marked at /;, a point near 
to where the current leaves the lamp, a connei^tion is ma<lo to th<; 
other binding post. The current thus dividers at a and unit(*s at 
by and the voltage of the instrument is the saim^ as that of the 
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lamp. Observe that in the case of the ammeter, both connec¬ 
tions are to the same (the +) wire; but, in 'h(‘ case of the volt¬ 
meter, the connnectioiis are made to both (the + and the —) 
wires of the circuit. 

108. Watt Meters and Watt-Hour Meters.— Knowing the 
current in amperes and the e.m.f. in volts, the watts (electric 
power) can be found by multiplication, since P = /K, Art. 
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47. Insofar as the individual user of electric power is concerned, 
he does not wish to know the power for a particular time, but at 
any time; for this reason, instruments called watt meters are 
manufactured. The details of their construction and operation 
are somewhat complicated and will not be described here, fur¬ 
ther than to state that a watt meter docs not have a permanent 
magnet, but two sets of coils (solenoids), one lx?ing connected to 
the circuit in series (like an ammeter) and the other being con¬ 
nected in multiple (like a voltmeter). One of the coils is free to 
turn, while the other is fixed and takes th(^ place of a magnet. 
The effect in such that the pointer, as it moves over the scale, 
indicates watts instead of volts or amperes. For measuring the 
el(H;trical energy supplied to houses, offices, etc., what are called 
watt-hour meters arc employed. In these instruments a set of 
gcuirs is caused to rotate; and since each revolution is proportional 
to a certain number of watt-hours, the number consumed in a 
given time is recorded in much the same manner as in a gas meter. 
As previously statecl, the watt-hour indicates a (certain number of 
units of work or energy, and is the basis on which the consump¬ 
tion of electricity is bought and paid for. 

109. Detector Galvanometer. —When a galvanometer is so 
made that it merely detects the presence of a current and indi¬ 
cates its direction, b\it docs not measure its value in amperes or 
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volts, it is called a detector galvanometer. One form of such an 
instrument is shown in Fig. 43. A perspective view is shown at 
(o), / and r" being the binding posts. At (b) is shown one-half 
of the solenoid, which consists of two coils, both wound in the 
same direction, and formed of a large number of turns of very 
fine, insulated wire. The middle part of the frame on which the 
coils are wound is cut out, to permit the insertion of a magnetic 
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needle and its staff. The staff carries a long aluminum pointer 
at its upper end, the pointer being placed at right angles to the 
axis of the needle. The dial has two scales, one being divided into 
degrees and the other into parts that correspond to the tangents 
of the angles indicated by the d('grees. One of the halves of the 
pointer moves over the degree scale and the other over the tan¬ 
gent scale. When no current is flowing through the coils, the 
pointer rests over the zero mark in the middle of both scales; 
but, when a current is flowing, the needle is deflected to the right 
or left of the zero mark, according to its direction (-’eo Art. 96), a 
certain amount, the value of which d(^pends upon tlie strength 
of the current. The amount of the deflcMdion from z(to do<*s not 
vary in direct ))roportion to the angle turned througli when 
measured in degrees, but is in proportion to the tangent of the 
angle. 

To use the instrument., turn it until the pointer rests over the 
two marks indicated by 0; the needle t hen points north and sout.h. 
Now make connection with the circuit, and if a curnmt is flowing 
the pointer will move. Assuming that tlu^ coils an^ wound into 
a right-hand helix, a movement to the left of Oindi(’ates that the 
current is flowing away from thi^ observer, while a movement 
to the right indic^ates that the current is flowing toward the 
observer. 

The instrument, may be used to compare the strengths of two 
different currents. Thus, suppo.se that on being conne(;ted to 
one circuit, the needh^ deflects 21 d(‘gr(M*s; this c-orr(‘-sponds to 
.38 on the tangent scale. Suppose*, further, that, on l)cing con¬ 
nected to another cinaiit, the needle dedhurts .If) degnM\s; this 
corresponds to .73 on the tangent scale*. '^rh(* st rength of the (Mir- 

.73 

rent in the second (dreuit is then — 1.92 tim(*s that in t.h(^ 

first circuit. If the strength of tin* curr(*nts in the two circuits 
be denoted by /' and /" and the readings on the tang(*nt scale 

by T' and 7'", respectively, /' : /" ^ T' : 7", or /" - /' (y/) 

Since the value of /' is not generally known, the above ])roportion 

jn rptt 

is best expressed by writing it in tin. form j, = and since 

T' and T” are read directly on the scale, this will give the ratio 
of the currents in the two circuits. 

In one make of this instrument, the coil is wound with No. 30 
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B. & S. wire of such length as to give a resistance of about 30 ohms; 
it is so sensitive that a current of .00001 ampere will deflect the 
needle about 1 degree. These instruments should be handled 
very carefully. 


MEASURING RESISTANCE 

110, Rheostats.—It is frequently desirable to increase or 
decrease the strength of the current flowing through a circuit or 
a shunt or to obtain a current of some particular strength. From 
E 

Ohm’s law, I = and if Ej the e.m. f.of the circuit or shunt, 

remains the same, the value of /, the strength of the current in 
ampe^res, can be changetl by changing the resistance R. Any 
device for changing R without oi^ning the circuit is called a 

rheostat, which is derived from two 
Greek words—rheo (to flow) and 
statos (standing, stop); the word 
therefore literally means flow-stopper. 
An adjustable resistance or an appa¬ 
ratus for varying the resistance is a 
rheostat; it slows down the current 
by absorbing electrical energy, which 
heats the resistance and is thus pre¬ 
vented from doing useful work. 

111. A form of sliding contact 
rheostat, to be placed against a wall, 
is shown in Fig. 44. There are 16 
coils, the resistances of which arc 
known, and each coil is connected to 
one of the contact pieces A, which are 
arranged in an arc of a circle. The 
first two (left-hand) coils are con- 
contact piece, the third coil is con¬ 
nected to the next contact piece, and so on, all the coils being 
connected in series. The current enters at the binding 
post r', passes through the wire a to the end h of the swinging 
arm /i, then through the arm to the contact piece on which it 
rests, thence to the coil connected to the contact piece and all 
the other coils to the left of it; the first coil on the left coniu^cts to 
the other binding post r", which is connected with the circuit. 



Fig. 44. 

ncctcd to the left-hand 
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With the arm in the position J5', the current has to pass through 
all the coils; but, as the arm is moved to the left, the coils are 
gradually cut out. When the arm is in the position /?, only five 
of the contact pieces are in series, that is, the (*urrent passi's 
through only 5 + 1 = 6 coils. 

An adjustable resistance of a nature similar to the foregoing is 
frequently called a resistance box. Simre the resistance of eacih 
coil is known, the strength of the current can be varied almost at 
will. 

112. The Wheatstone Bridge.—A special forn; of rheostat 
that is used for measuring an unknown resistance is known as the 
Wheatstone bridge. To 
understand the principle 
of its operation, con¬ 
sider the diagram, Fig. 

45. The current is sup¬ 
plied by a battery it 
flows from D to a, where 
it divides, a part going 
through the upper shunt 
U-X and the remainder 
through the lower shunt 
L-A, Both shunts are Kk,. 45 

considered as being di¬ 
vided into two parts, the upper into U and and th(? lower into 
L and A, U is called the upper balance arm, L the lower balance 
arm, A is called the adjustable resistance, and A" is t in* unknown 
resistance, which is to be measured. The (Mii.f. in both shunts 
is the same (see Art. 37), the resistance in the arms V^ and A 

is known, and the resistance X can be found by proportion, as 
will now be shown. 

The fall of potential between the point a, where the? current 
divides, and d, where it unites, is the same for both shunts; and for 
the same proportionate distance from a, the fall of pot(mtial is the 
same in both shunts. Denote the fall be<w(‘en a anrl b hy (7, 
between h and d by A, between a and c by L, and bidween c and 
d by A] then, when U:X = L:A, the fall of pot(*iitial to h is 
equal to the fall of potential to c. Connecting a sensitive* gal¬ 
vanometer at h and c, as shown, current will divide at b 
whenever there is a difference of potential l)etween b and c; 
but, if there is no such difference, no current will flow between b 
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and c. Therefore, when the current passes through the bridge, 
there will usually a movomont of the galvanometer needle; 
but, by adding to or cutting out resistance in the adjustable arm 
A, the needle can be made to point to 0, in which case, the e.m.f. 
at h will be the same as at c, no current flows through the galvano¬ 
meter, and U : X = L : from which U X A = L X X, or 

X. A xl 

Thus, if the resistance U — 100 ohms, L " 10 ohms, and A = 547 
ohms, the unknown resistance is A" = 547 X = 5470 ohms. 
Again, if the resistance f/ = 10 ohms, L — 100 ohms, and A 
= 206 ohms, X — 206 X = 20.6 ohms. 

113. It\ practice, the resistances are made up of standard coils 
of known resistance and wound non-inductively. If a wire 
(insulated) be folded in the middle and both parts wound together 
into a coil, the curr(‘nt induces lines of force that circulate around 
the two parts in opposite dircHitions, thus preventing any mag¬ 
netic action; in other words, the coils will not be solenoids, 

and they arc then said to be wound 
non-inductively. The contact pieces, 
which form the arms, have a rectangular 
<Toss-se(Jtion and are of sufficient area 
to offer very slight resistance. Connec¬ 
tion is made by plugs /;, as indicated in 
Fig, 46, One end of the coils is con¬ 
nected to one contact piece and the 
other to the next adjacent one, as indicated by the top view in 
Fig. 47. When a plug is i/c, the current flows through it instead 
of through the coil, the resistance of which is much higher; but, 
when a plug is out, the current must flow through the coil to 
complete the circuit through the arm. Hence, a resistance is 
thrown into the circuit only when a plug is out. Referring now 
to Fig. 47, the arms of the bridge are arranged somewhat in the 
form of a letter M. The w ire from the battery connects at a, wffiere 
the current divides, a part going to 5, where connection is made 
with the galvanometer and the unknown resistance, and a part 
going to c, where connection is made w ith the galvanometer and 
the adjustable resistance. Evidently, ab corresponds to the 
upper arm, Fig. 45, ac corresponds to the lower arm, and cefghid 
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corresponds to the adjustable arm. For convenience, the upper " 
and lower arms are also made adjustabk?, so as to allow for a wide 
variation in the unknown resistance, there being thret' resistances 
in each of 10, 100, and 1000 ohms respi'ctively. The (^oils in the 
adjustable arm have resistances of 1, 2, 2, 5; 10, 20, 20, 50; 100, 
200, 200, 500; and 1000, 20(K), 

2000,5000,10,000 ohms. The 
sum of these resistances is 
21,110 ohms, and the plugs 
may be so set as to throw 
into the circuit from the ad¬ 
justable arm any resistance 
expressed by an integer from 
1 ohm to 21,110 ohms, and the 
range of the instrument is 
from .01 ohm to 2,111,000 
ohms. Thus, if the 10 plug 
is out in the \ipp(»r arm, the 
1000 plug in the lower arm, 

and the 1 plug in th<‘ adjustabh* arm. A' .1 ^ — 1 X 

= .01 ohm; or, if the 1000 })lug is out in llu^ iippcu* arm, the 
10 plug in th(^ low(M* arm, and all tlu* plugs arc* out of the ad- 

1000 

justablearm. A' = 21,110 X - 2,1 1 1,000 ohms. 

114. Measuring Resistance with an Ammeter and Voltmeter. 

The resistance of any part of a circuit mny be* d(*tc*rmined with 
a voltinetc*!’ and ammetcu* and ;in appli¬ 
cation of Ohm’s law. Thus, h‘t the 
diagram. Fig. 4H, reprc*sent a circuit, S 
being the source of the cmrrc'nt (bjitteiy 
or dynamo), and supposes it. is (’c*sir(*d to 
measure the rc'sistaiicc* l)etw(*(*n a and 6, 
the resistanct^ consisting of onc^ or more 
lamps, a motor, a rheostat, or anything 
else that o^ers resistance. (A)nnect the 
ammeter in series with the n‘sistance, 
so that all the current that go(‘s through the resistance goes 
through the ammeter; then connect the voltmetcrr in parallel 
with the resistance, the current being divided at a and united at 6. 
Be sure that the current enters both instruments at the binding 
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posts marked +. Read both instruments at as nearly the same 
instant as possible. Suppose that the voltmeter reads 216 volts 
and the ammeter reads 4.8 amperes; then, by Ohm’s law, R = 
E 216 

j “ 4 g ~ ohms, the resistance between a and b. 

Examplk 1.—Ilefi'rririK to Fig. 47, suppose the 10-ohm plug between a 
and b, the; lOO-olnii ping between a ami c, and the following plugs 1, 5, 50, 
200, 500, 1000, and 2000, between c and d are out; what is the value of the 
unknown resistariee? 

Solution".—" riie total resistance represented by the plugs that are out 
in the adjustable arm is 2000 + 1000 -f 500 + 200 -f 50 -f 5 + 1 = 3756; 

hence, by Art. 112, A' = 3756 X = 375.6 ohms. Arus. 

Examclk 2.—Suppose a voltmeter to be connected in parallel with the 
upper and lower carbons of an arc lamp and that an ammeter is connected 
in 8eri(;s with tlie same lamp. If, when the lamp is burning, the voltmeter 
reads 44 volts and the ammetiT reads 9.9 amperes, what is the resistance of 
the lamp whc*n hot? 

Solution. —The e.m.f. of the current flowing through the carbons is 44 
volts, and tin* strength of the currmit is 9.9 amperes; hence, bv Ohm’s law, 
E 44 

H — j <j g “ 4.41-}- ohms, vla.s*. 

The result just obtained in the last example is called the 
resistance hot of tlu^ lamp. The resistaiun^ when the carbons 
are cold is considerably higher, IxMuiuse the resistance of carbon 
decreases as the temperature increases. 

116. Ohmmeters. —What are called ohmmeters are instru¬ 
ments made on much the same principh' as voltmeters. The 
scales, howtn^er, read ohm.s instead of volts. The connections 
for an ohmmeter are the sameasfor a voltmeter, that is, the instru¬ 
ment is connecte<l in parallel with the resistance to be measured. 


EXAMPLES 

1. Show by a sketch how you would make an electro-magnet, indicating 
direction of current and the north and south i>oles. 

2. Why does a .solenoid behave like a magnet? 

3. What is the pur^Kise of a voltmeter? Of an ammeter? How is each 
connected in a circuit? What would hapijen to a voltmeter if it were con¬ 
nected like an ammeter? 

4. How much work is reciuired to run a grinder six days of 24 hours each 
if driven by a motor that takes an average of 460 amperes at 550 volts? 
Express the answer in kilowatts-hours and horsepower-hours. 

Am. 36,432 k.w.h.; 48,836 -f h.p.h. 
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ELECTROMAGNETIC INDUCTION 

116. Inducing a Current.— Let M, Fig. 49, be a magnet (either 
a permanent magnet or an electromagnet), and let AB be a con¬ 
ductor, the ends of \vhi(?h are coiiiKHded to a sensitive galvano¬ 
meter (j, thus making a comjdete circuit consisting of the con¬ 
ductor AJ?, the wires /ir' and r"A, and the galvanometer. Then 
suppose that the conductor be moved siiddcMily downward past 
and near one of the poles of the magnet, in this caso, the north 
pole. The galvanometer 
needle will be seen to 
deflect, say to the right, 
thus indicating that a 
current lias passcMl 
through the circuit. If 
the conductor be inov(*d 
suddenly upward, the 
neetllc will deflecd/ again, 
but in the opposite direc¬ 
tion, showing that a 
current has passed 
through the circuit in a 
direction opposite to 
that which flowed 
through it when the conductor passed downward. When an 
electric current is created in this manner, it is said to b(* created 
by induction^ and it is called an induced current, th(» entire 
process being called electromagnetic induction. 

The reason for the flow of current is b(^eaus(‘ the conductor 
as it passes through the magnetic, lines of fojii* issuing from the 
I>ole of the magnet has set up around it inagnr‘tic whorls, which 
correspond in every respect with tho.se s(‘t uj) around a conductor 
w'hen a current is flowing through it. If tlu^ (*ircuit is cfunplete, 
any conductor having magnetic w'horls around it must hav<» a 
current flowing through it. When the whr)r]s arci causcnl by lines 
of force coming from a magnet or elect romagn t, as in the pr(^sent 
case, the current is an induced current. 

117. To determine the direction of the current, suppose the 
lines of force to be capable of Iwing st Hitched and bent around. 
As the conductor moves dowm, the under sid(i presses against 
the lines of force, stretching them and tending to bend them 
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around the conductor in the direction of the hands of a clock 
hence, the lines of force in the whorls will have a clockwise direc¬ 
tion around the conductor, assuming that the observer be looking 
from A toward /i, and the current will flow from A to B. (See 
Art. 92.) When the conductor is moving upward, the top side 
presses against tlu' lin(\s of force, bending them around the con¬ 
ductor in a direction opposite to the hands of a clock, the lines of 
force in the whorls have a counterclockwise direction around 
the conductor, assuming the observer to l3e looking from A 
toward 7^, and the current flows from B to A, It may be con¬ 
sidered that t.h(^ lines of for(!C in the whorls are the same as those 
of the magnet that were touched by the conductor, that they were 
strot(di(‘d until they broke in two places, the ends uniting to 
mak(^ the lines of for<;e in the whorls. 

Another way to determine the direction of the current is to use 
Fleming\s rule, usually called the rule of the right hmid. Assume 
a bar magnet grasped at the north end, with the right hand, as 

shown in Fig. 50, with the 
index finger pointing in the 
direction of the linos of force, 
the thumb at right angles to 
the index finger, and the 
middle finger pointing down¬ 
ward at right angles to the 
thumb and index finger. If 
a conductor C, parallel or 
approximately parallel to t he 
middle finger, be moved 
across the magnet in front of 
its pole and in the direction of the thumb, the direction of 
the current will be downward from A to B, in the direction 
pointed by the middle finger. If the direction of movement of 
the conductor be opi)osite to that here indicated, turn the hand 
and magnet over, so the palm will be upward and the thumb will 
point in the direction the conductor is moving; the middle finger 
will then p)oint upward, showing that the current is moving from 
B to A. Hence, the rule: 

Rule .—To determine the direction of the induced current, place 
the thumb and index and middle fingers of the right hand at right 
angles to one another; hold the hand so the index finger will point 
in the direction of the lines of force, the thumb in the direction of 
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motion of the conductor, and the direction pointed to by the middle 
finger mil be the direction of the current. 

As an example, note the position of the fingers in Fig. 49. 
Applying the first method to Fig. 50, assume the observer is at 
B; the lines of force arc bent around the conductor counter¬ 
clockwise; hence, the current is flowing toward the observer, 
that is, from A to B. The observer is supposed'to be looking 
along the conductor from B toward A. 

118. The creation of magnetic whorls by tlie breaking of the 
lines of force is calUnl cutting lines of force; the more whorls 
there arc about the conductor, the stronger will be the (uirrent 
passing through it; therefon', the great( m* the number of lines of 
force that are cut in a given tinu^ the slrongia* will Ix' the (Uirrent. 
If the circuit is not c1os(hI, as in th(i (^ase of a wiii* moving across 
a magnetic field, no current can flow, but an ('l(x*t rical stress will 
be produced in the conductor; in otlua* words, an e.m.f. will be 
g(merat(Ml. C'onseiiuently, the voltage, or e.m.f., also depends 
upon the number of lines force cut i)er unit of time, say per 
second. 

119. Referring to Fig. 51, let. abed be a. U-shaped frame made 
of some conducting material and supported Ix^tween the poles 
of a magnet in such a manner that it will 
not cut lines of force; let C be a conductor 
resting on this framework, and caitting lines 
of force as it moves from b to a or from a 
to b. Bo long as C is stationary, no cur¬ 
rent will be generatixl, since it does not 
cut lines of force; Imt, wh<*n C moves, 
say, in the direction of the arrow toward 
a, it cuts lines of forc(?, and according to 
the rule of the right hand, the current will 
flow from / toward c, thence to b, c, and/, 
again. That part of the condm^tor that 
cuts lines of force and is represent(xl by ef 
is called the internal circuit, and tlx* part 
ebef of the frame through which tlu^ (airnmt flows is (udled the 
external circuit. 

The number of lines of force cut b}' any movement of the con¬ 
ductor depends upon th<^ flux d<*nsity fsee Art. 89), the Icuigth of 
the internal circuit, the velocity of tlu; conductor through the 
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field, and the direction in which the conductor cuts the lines of 
force. Thus, suppose that be = c/ = 6 inches, and that the 
points e, 6, c, and / all lie in a plane that is parallel to the planes 
of the pole faces. Suppose further that the lines of force are 
parallel straight lines. A movement of the conductor from b to 
e will then cut a greater number of lines of force than for any other 
position of the frame, because, the distance be remaining the same, 
if the frame be tipped so be lies lower than c/, the rectangle ebef 
will cn(;los(‘ a smaller number of lines of force than before; and 
the sariK; will be true if cf be lower than be. Therefore, the c^on- 
ductor will (uit the greatest number of linos of force for any par¬ 
ticular distance traveled when it cuts them at right angles. 
Evidently, also, tlui longer the internal cinaiit the greater will 
be the number (3f lin(*s of force cut; the greater the flux density 
tlu^ great(ir the number of lines of fon^e cut; and the greater the 
velocity of the conductor the greater the distan(;e it will travel in 
a unit of time, and the greater will be the number of lines of 
force cut in a unit of time. 

120, It will be evident from the for(‘going that an induced cur¬ 
rent is the result of motion; it <lo(‘s not matter whether the con¬ 
ductor is moved or whether the magnet is moved, so long as lines 
of for(^e are cut. If either move so that lines of force are not 
cut, no whorls will be generated and no current or e.m.f. will 
result. For example, suppose the conductor be moved in the 
direction of its axis, that is perpendicailar to the plane of the 
paper; no lines of force are cut and tlu^re will bi^ no induced cur¬ 
rent or induced (Mu.f. Th(^ same result wdll be obtained if the 
magnet be moved in the same direction, the conductor being 
stationary. 

121. Inducing Current in Closed Coil. —Let A BCD, Fig 52, 
be a continuous conductor forming a rectangular-shaped coil; 
if passed betwx'en the poles of a magnet in the direction of the 
arrow so one side can cut lines of force, magnetic whorls will be 
set up around the conductor, and a current wdll flow in the direc¬ 
tion of the arrows, Fig. 52. Suppose, however, that the length 
CR = DA is small compared wdth the wddth of the pole faces, 
the result being tliat HA aiul CD are in the magnetic field at the 
same time. The wdiorls around BA are produced by the pressure 
of the outside of BA against the lines of force and are clockwise; 
the whorls around CD are produced by the pressure of the inside 
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of CD against the lines of force and are clockwise also. Conse¬ 
quently, the current in CD will be from D toward and siiuu' the 
current in BA is from A toward B, tin? two curn^nts oppose each 
other. Therefore, if the flux density is uniform across the pole 
faces, making the flux density of the entire field uniform, there will 
be no current in the coil as 

long as the sides BA and _ 

CD are both in the field. 

If the field is not uniform, 
then that side which is in 
the part of the field of 
greater density will have 
the greater e.ni.f., there 
will be a difference of 
potential, and the current 
will flow from that side 
having the greater e.m.f. 
to that side having the 
smaller e.m.f. 

122 , Suppose a circailar coil to be placed in a uniform maj?nc^^c_^ 
field, as indicated in Eig. 03 , and suppose th(^ coil to turn on the 
diameter a 6 , the half E moving ba(*k and tlu' other half moving 
forward, ah being vtTtical. Wlu‘n the coil is in position (a), with 
the plane of its face parallel to tlui linos of force, none of them 
pass through the coil, and the slight(*st mov(^ment of the coil 
cuts them at right angh^s, thus geiuuatiug an (*.m.f. As th(* coil 
revolves, see ( 6 ), lines of force pass thnaigli th(‘ (a)il, and for the 

same amount of movtanent of 
the coil, the niimlaa* of lin(‘s of 
force cut deer(ais(*s; laaice, th(? 
(Mu.f. also decreases. 3"he 
number of lines of forc(‘ ctit for 
a given arc im»ved through Viy 
the <a)il, mid eoris(*()U(‘iitly, the 
e.m.f. gein »a1efl, continue to 
d(‘creaso until the eoil reac^hes 
the position (c), where the greatest niimlxT of lines of force 
pass through the coil and none are being cut for a slight move¬ 
ment of the coil. As the coil continues to turn, the niimber of 
lines of force being cut, and, con.sequently, the e.m.f. generated 
increase until they become a maximum when the coil again 
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reaches the position indicated in (a), with its plane parallel 
to the lines of force, and cutting them at right angles. Since the 
number of lines of force cut is continually changing, the e.rn.f. 
is also continually changing, and varies from 0, in position (c) to a 
maximum in position (a). Since there is a continual change in 
the e.rn.f., a current will flow through the coil, but the strength 
of the curnmt will not be uniform. If the coil turn about an axis 
passing through its center o and perpendicular to the face of the 
coil, th(ue will be no change in the number of lines of force passing 
through the coil, no lines of force will be cut^ no e.rn.f. will be 
generated, and there will be no current. 

123. Mechanical Work Necessary to Induce a Current.— 
l<]very electric current possesses energy, and this energy must be 
supplied from some outside source in some way. Every induced 
current prodiK^ed by electromagnetic induction is the result of 
motion; and sin(;e motion implies the action of a force through a 
distance, it follows that work is done in producing the motion, 

it being storetl up as electric 
energy. To do work, a force 
must act, and it is desired to 
ascertain the nature of the force 
in this case. 

Referring to Fig. 54, A is a 
cross-section of a conductor 
moving through a magnetic 
field at right angles to the lines 
of force. As the conductor 
moves, it bends the lines of 
force, and it continues to bend 
them until they finally break 
and become whorls around the 
conductor. This action in forming the whorls can be pro¬ 
duced only by the action of a force; in other words, the 
lines of force object to being broken and having their shape 
changed, and they react on the conductor with a force directly 
opposite to'that which moves it. The full arrow indicates the 
force that moves the conductor and the dotted arrow indicates 
the force that opposes the motion—the resisting force. This 
force multiplied by the distance traveled by the conductor is the 
work done by the conductor and equals the energy of the current. 

From the foregoing, it will be evident that to produce an elec- 
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trie current by induction, in the manner heretofore described, 
mechanical work must be done. In the case of a dynamo, the 
mechanical work is performed by the engine, waterwheel, or 
other prime mover that turns the armatare or field,whichever 
revolves. 

124. As another illustration, consider a circular closed coil. 
Fig. 55, and let a magnet M be moved into the coil, as shown. 
The coil v/ill (^ut the lines of force coming out of the north polo 
of the magnet, magnetic whorls will be set up around the coil, 
moving counterclockwise, and induce an e.in.f. A current will 
flow in the direction indicated, because as the magnet passes 
through the coil, the flux density dec^reascs, being gieatest at the 
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end, thus changing the e.m.f. and producing a movement of the 
currc'iit. Now referring to Fig. 32, it will be noticcHl t hat when a 
piece of soft iron is brought to the coil, the current, must flow in 
th(^ opposite direction around the coil in order that tluj iroi\ may 
be(^omc a temporary magnet, with its pol(‘H the sana^ as in I’ig. 

55. The direction of the current is therefore o[)posed to the 
magnetism, and tends to stop the movcamait of th(‘ magnet, into 
the coil. 

If the movement of the magnet bo stopped, thc^ current will 
also stop, since no lines of force are being cut. If the magnet 
be pulled out of the coil, the current will reverse in dirc^ction, 
it will act with the magnetism, and a forcu rmist be exertcal to 
pull the magnet out. These e'ects are more strikingly evident 
when a solenoid is used iastead of a coil. Thus, referring to Fig. 

56, let C be a solenoid, the ends of the wires being connected to 
the galvanometer G. On inserting the magnet il/, the galvano¬ 
meter needle will deflect, say to the right; when the magnet stops 
moving, the needle moves back to 0; and when the magnet is 
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pulled out of the solenoid, the needle deflects in the other direc¬ 
tion, to the left. The action is exactly the same as with the coil 
and magnet in Fig. 55, the coils that form the solenoid cutting 
the lines of force. If the magnet be reversed, with the other 
end entering the solenoid, the deflections of the needle will also 
be reversed. 

126. Referring again to Fig. 55, consider the sides of the coil 
that would be touched by flat plates laid against them, as the poles 
of a magnet. When the magnet is entering the coil as shown in 
the figure, the result of the induced current is to make the right- 
hand side a north polo and the left-hand side a south pole; but, 
when the magnet is pulled out of the coil, these poles are reversed. 
Since like poles repel each other and unlike polos attract, a re¬ 
pelling force tends to resist the magnet when entering the coil, 
and an* attractive force t(‘urls to resist it when leaving the coil. 
The same effect is produced in the solenoid. Fig. 56. 

The whole matter is summed up in what is called Lenz's law. 

The direction of an induced current is such that its magnetic field 
opposes the motion of the magnet that produces the field. 

126. Self-Induction.—What is called self-induction occurs 
whenever there is a sudden change in the current flowing through 
a circuit. For instance, suppose a steady current is flowing 
through a coil, the current being derived from a battery, dynamo, 
or other outside source; this current sets up a magnetic field about 
the coil and causes lines of force to pass through it. If the cir¬ 
cuit bo suddenly opened by, say, throwing a switch, the result 
is practically the same as withdrawing the magnet in Fig. 55, 
and a momentary current is induceil in the circuit. The same 
effect, though not so marke<l, will be observed if a resistance is 
suddenly cut out of the circuit. Or, if the current be suddenly 
increased, as by throwing the switch so as to close the circuit, 
an induced current will result, in the same manner as when a 
magnet is suddenly inserted into a coil. These induced currents 
are said to bo caused by self-mduction; they oppose the original 
current when the current is increased, and they add to the 
strength of the original current when it is decreased. It there¬ 
fore requires a small amount of time for a current to increase to its 
maximum or decrease to its minimum value on account of this 
self-induction, though the time is very short—only a very small 
fraction of a second. 



§2 


MAGNETISM 


105 


127. Mutual Induction. —When two coils, one carrying a 
current, are so situated relatively to each other that the magnetic 
field of the coil carrying the current encloses the other coil, a 
current will be induced in the coil not cariying a current by what 
is called mutual induction. The coil carrying the current is 
called the primary coil, and the other coil is called the secondary 
coil. The secondary coil is usually placc'd so as to enclose the 
primary coil within it, but it may be placed outside of the primary, 
both having the same size, as in Fig. 57, where p and s are the 

primary and secondary ___ 

coils, respectively. The 

current, in this case, is . 

supplied by the battery 7^, / 
and it flows through the * 
coil p (which is a right- ^ 
hand helix) as indicated by 
the arrows, that is, from 
the battery, through r/., 
through the coil, and tluMi 
through h. By the ruh^ of 
Art. 97, the end of the 
helix marked >> is the 
south pole, and the right-hand end of the soft-iron (^.m^ that passes 
through both coils is a north fwile. Tlu' liiu's of force then^fore 
have the direction indicated by the arrowheads, and some of 
them spread out so as to enter the other coil. The flux (huisity 
is, of course, greatest at the poles aS and N, Now if th(^ current 
be suddenly ‘^made’^ (turned on) by closing th(‘ switch k (i)resH- 
ing the key), the effect will be the sanui as though th(^ sc'condaiy 
coil 5 had b(^en suddenly moved along the c.ori', n(‘ar(*r the south 
pole S of the primary coil, since it tluui moves into a deriser 
field, and the number of lines of force passing througli th(' second¬ 
ary coil is suddenly increased also, thus inducing an e.m.f. in 
the secondary coil. If the external circuit rd ot th(^ s<*condary 
be closed, a current will flow through it. It is important to 
obseiwe that the current flows only during the short p(‘riod 
following the ‘‘make” or “break” of the circuit and ceases to 
flow as soon as the stability of the circuit is established. 

To determine the direction of the current, consider the turn 
mn of the coil and the line of force/. As mn moves to the right, 
it presses against / and bends it so that the direction of / around mn 
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will be clockwise; hence, by the rule of Art. 92, the current is 
flowing away from the observer, or from n toward m, as indicated 
by the arrowheads. The direction may also be determined by 
the right-hand rule, the hand being held over the coil, the index 
finger pointing down (the direction of /), the thumb pointing to 
the right toward N (the direction of movement of the secondary 
coil), and the middle finger pointing away from the observer 
(the direction of the current). The arrows indicate the direction 
of the current in the external circuit and coil of the secondary. 

Note that the direction of the current in the secondary is 
opposite to that in the primary. But, if the circuit be suddenly 
opened, by releasing the key fc, the number of lines of force pass¬ 
ing through the secondary will be suddenly decreased; the efect 
will be the same as though the secondary coil had been suddenly 
moved along the core to the left; vm will then press against the 
line of force /, which will wind around it counterclockwise, the 
direction of the current in the secondary will be reversed, and will 
be the same as that in the primary. Therefore, when the c.m.f. 
is increasingj the current in the secondary tends to move in a 
direction opposite to that in the primary; but when the e.m.f. 
is decreasing^ the current in the secondary tends to move in the 
same direction as that in the primary. 

128. From the foregoing, it is seen that an indiu^ed current may 
bo generated in three ways: by electromagnetic induction, by 
self induction, and by mutual induction. When generated by 
electromagnetic induction, it is the result of motion; when gen¬ 
erated by self induction or mutual induction, it is the result of a 
sudden change, usually by making or breaking the circuit, but 
will occur whenever there is a sudden change in the number of 
linos of force passing through the circuit. 

It is likewise clear that: (a) whenever an electrical conductor 
cuts magnetic lines of force, an e.m.f. (electromotive force) is 
induced in it; {h) this e.m.f. is greater as the number of lines of 
force cut per second is greater; (c) the direction of the magnetic 
field produced by the induced current alwaj's opposes the motion 
thai produces the fields and the e.m.f. produced is electrical 
energy derived from mechanical work. 
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DIRECT CURRENT DYNAMOS 

129. Principle of the Dynamo. —Referring to Fig. 58, M repre¬ 
sents a magnet, between the poles of which, a rectangular coil 
turns. The ends of the coil are attached to two metal rings whose 
centers lie in the axis of the coil and the axis of the shaft T, to 
which the rings are keyed. As the shaft T turns, the rings and coil 
turn with it. Pressing against the rings are two metal strips 
R' and R" each having attached to the o( her end a wire conductor 
leading to the galvanometer fr. The rings are called collecting 
rings, collectors, or slip rings, and the metal strips B' and B'\ 
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are called brushes. In the figure, ring e is connected to the farther 
wire ab of the rotating coil and ring / is connected to t.lu*. nearer 
wire dr. Suppose the coil is so rotating that when vi(*w(*d from 
the end T of the shaft, it turns counterchxikwise; that is, when the 
coil is viewed from the side, looking toward the poles N and S 
of the magnet, the farther wire ab is coming upward toward 
the observer and the nearer wire dc is moving downward and 
backward. 

When he coil is in the position shown (Fig. 58) with the end 
be horizontal, it is not cutting any lines of force* at that instant; 
but as ab moves up and cd moves dowm, they cut lines of fonie, the 
number cut increasing until the greatest (maximum) number are 
being cut when be is vertical, in the? j)osition indicated diagram- 
matically in Fig. 59 (a); here ab and ed are cutting the lines of 
force at right angles. As the coil continiu^s to turn, the number 
of lines of force cut decreases and becomes 0, a minimum, when 
be again becomes horizontal, as indicated at (6), at which point 
the coil has made one-half a revolution. Continuing the rota¬ 
tion, ed moves upward and ab moves dowuiwaid. and the number 
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of lincB of force cut increase and becomes a maximum when cb 
becomes vertical, as indicated at (c); here the coil has made three- 
fourths of a revolution. During the next quarter turn, the 
number of lines of force cut decreases to zero, a minimum, the 
coil completes the revolution, and it returns to its original posi¬ 
tion as indicated in Fig. 58. 

130. To determine the direction of the current induced by cut¬ 
ting the lines of force, note that during the first half-revolution, 
a6, Fig. 59(a), tends to make the lines of force wind counter¬ 
clockwise about it (when viewed from the end T); hence, the 
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current is flowing from a toward 6. At the same time, dc tends 
to wind the lines of force about so they will whirl clockwise; 
hen(!C, the current is flowing from c toward d. Since ])ot,h cur¬ 
rents are flowing in the same direction around the coil, the total 
current is the sum of the currents in the wires ab and cd; it 
leaves the brush R", which is therefore +, flows through the 
external (circuit, through the galvanometer, and back to brush 
/i', which is therefore —. During the secoml half-revolution, 
the current continues to flow in the same direction around the 
coil, as indicated by the arrows in Fig. 59(c), but it flows in the 
opposite direction in the wires ab aiul cd; the brush B' becomes 
+ and R" —, and the current goes through the galvanometer in 
the opposite direction. Hence, for one half-revolution, the 
current flows through the galvanometer in one direction and for 
the other half-revolution in the other direction; in other words, 
this arrangement generates an alternating current (see Art. 14). 

131. Graphical Illustration. —The current is proportional to 
the e.m.f., and the e.m.f. is proportional to the number of lines 
of force cut. When the current is going in one direction, say 
the first half-re volution, call the e.m.f. positive (4-), and when 
going in the other direction, call it negative ( — ). Draw a hori- 
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zontal line ae, Fig. 60(a), of any convenient length, ami let 
it represent to some scale the time of one revolution of the coil; 
the middle point c will represent the time of one half-revolution; 
that is, dc = first half and ce = second half. Gividiiig ac and 
ce into halves at 4 and 9, a4 represents the time for the first 
quarter revolution, 4c for the second quarter, c\) for the third 
quarter, and 9c for the fourth (luarter. Divide these (luarters 
into any convenient, number of equal j^arts, say 4; tlu'ii a 1 = 
1 2 = 2 3 = etc. = jf(jth of tlu^ linu' for oik' nwolution. 



Through each of these divisions draw V(atic.al liiu's (th(\y will 
he at right angles to ac), and on lh(‘in lay off the valu(‘s of the 
e.m.f. at those i)oints; wluai the (‘.in.f. is positive, lay it off 
above the line ac, but when it is negative', lay it oIT below ae. 
Thus, wlum the coil has inad(‘ ^fotl^ turn, the tiim^ in seeajnds 
will be represented by aj, and tlui (‘.in.f. in volts by and 

when the coil has made ~ ;\sth of a turn, the time' in 

seconds will be represented by a/;, and th(^ (‘.m.f. in volts by 
— kL At the beginning a, the middle c, and tlar f'nd c, the' o.in.f. 
is 0; at the quarter points 4 and 9, the e.in.f. is a maximum. 
The smooth curve drawn through the varif)us points al)ove and 
below ae shows at a glance the variation in e.m.f. as the coil 
turns. Thus, at a, the e.m.f. is 0; it increasv' until the point b is 
reached, then decreases to 0 at c, becomes negative and increjises 
numerically until d is reached, them decrejises numerically, l>e- 
coming 0 at c. During the next revolution, the curve is repeated 
identically, as shown at (b), Fig. GO, which represents (to a smaller 
scale three revolutions. 
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132. Changing Alternating to Direct Current. —Fig. 61 shows 
the coil in the same position as in Fig. 58, but there is only one 
collecting ring instead of two, as before, and this ring is split 
into two equal segnicnts having a small air gap between. When 
the plane of the coil is horizontal, as shown at (a), the coil is not 
cutting lines of force and the e.m.f. is 0; the brushes touch both 
segments across the air gap, as indicated at (6). With the coil 
turning in the direction of the arrows, the slightest movement 
brings segment ef in contact with brush 7>" only, and segment gh 
in contact with brush B' only, and this condition is maintained 



for a half-revolution, when the brushes again momentarily 
touch both segments, as indicated at (c), the e.m.f. again being 
0. During this half-revolution (the first half-nwolution), the 
current flows through the coil in the direction of the arrows and 
reaches the brush R' by means of tlie segment gh; it returns to 
the coil by the segment ef. At the beginning of the second half- 
revolution, the direction of the current in ab and cd rcverecs, 
and at the same time, the segments to which these wires connect 
reverse their contacts with the brushes, ef being in contact with 
R' and gh with R"; hence, the direction of the current flowing 
out of the brushes is the same as before, and, consequently, the 
direction of the current through the external circuit is unchanged. 
In other words, the current has been changed from an alternating 
to a direct or continuous current in the external circuit. 

138. The variation in e.m.f. may be represented gjraphically 
as before, as shown at (d), Fig. 61, which shows the curve for two 
revolutions, there are no values to be laid off below ac, because 
the e.m.f. is never negative in this case. The current increases 
from 0 to 46 in the first quarter, decreases to 0 at the half, in¬ 
creases to 9d at three quarters, and decreases to 0 again at c, the 
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end of the revolution. The curve is re[3eated identically during 
the next and subsequent revolutions, assuming that the speed 
of turning does not change. A current of this kind is direct and 
continuous, but is not constant, varying up and down; such a 
current is called a pulsating current. 

As will be seen, the e.m.f. fluctuates greatly, varying between 
0 and its maximum value for every half-revolution. This fluc¬ 
tuation may be greatly decreased and the average value of the 
e.m.f. greatly increasc'd by having two coils at right angles to 
each other and by dividing the collecting ring into four segments 
instead of two, as shown in Fig. G2. Here coil A' is vertical and 



A" is horizontal, and both arc turning in the same direction as 
before, the direction of the current being indicated by the arrows. 
A' is cutting the inaxiimun number of lines of fore.e and A" is 
not cutting any, wh('n in 11 h» position shown. The wire ah is 
connected to th(^ upper s('ginet\t .s' and the wire cd is connected 
to segment 5 " dianudric^ally opi>osite. At this instant, the 
brushes /i' and 7^" bear dinuflly on t he middle lines of the seg¬ 
ments, and the maximum current is going through the external cir¬ 
cuit. As the coils turn, the e.m.f. begins to d(u;rease until it 
reaches the split, whi(;h is one-eighth of a turn from the position 
shown. Here the brushes leave the segments s' and s" and bear 
on the segments Si and S 2 , which arc connected to the other coil 
A", the e.m.f. of the curn'ut in which is the same at this point Jis 
that of the current in A'; and since A" is ai)proa(;hing a vertical 
position and cutting a greater number of line.' of force, the e.m.f. 
immediately begins to increase, reaching its maximum value 
when coil A" becomes vertical, which it will do in another oik>- 
eighth of a turn. The e.m.f. then begins to decrease again for 
the next one-eighth of a turn, and then to increase, as segments 
s" and s' come into contact with the brushes. 
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The variation in c.in.f. is graphically shown in (6), Fig. 62. 
The curve ahcde is for the coil A" alone for one revolution, and 
the curve 6'4d'9/ is for coil A' alone during the same revolution. 
At the start, ah* is the e.m.f. (in volts) in coil A', while in A", 
the e.m.f. is 0. The e.m.f. then declines in A* and rises in A" 
until they become equal at r, where ar = one-eighth revolution, 
the value at this point l^eing rm. Here A* is cut out of the cir¬ 
cuit and the e.m.f, in A" takes its place, the latter increasing to 
its maximum value 46 at one-quarter revolution. While this 
was occurring, the e.m.f in A' has fallen to 0 at c. During the 
next eighth of a turn, the e.m.f. falls in A" and rises in A' until 
they be(!ome equal at s, the value at this point being sn = rm. 
This rising and falling is constantly repeated, the minimum 
value b(Mng rm = sn — etc., or about three-fourths of the maxi¬ 
mum value ah*. 

The fluctuation in e.m.f. is very much less than before; the 
average e.m.f. for one rcvolutk)n is considerably greater, as 
will be seen by comparing (6), Fig. 62, with (d), Fig. 61. If the 
curve has been acuairately diwvn, the av(*rage distance between 
ae and the curve (= average e.m.f.) is equal to Fig. (>2) the 
area ah*mhnd*odpfe divided by ac, and this is evidently much 
greater than (see Fig. 61) the area ahcde divided by ae. By 
further increasing the number of coils (and also the segments), 
the fluctuations become so small that the e.m.f. is practically 
constant. 

It is to be noted t hat the number of segments is tw ice the num¬ 
ber of the coils, since each <!oil has two ends and each (uid iiuist 
have its own segment; further, the ends of the coils must be so 
connected to tlu^ s('gmonts that the segment coniUMded to oik' end 
of any coil must be diametrically opposite to that connected to 
the other end of the same coil. 

134. Parts of a Dynamo. —The apparatus just desciribod is a 
dynamo; its coils are caused to rotate by some mechanical means, 
and os they cut lines of force issuing from the poles of the mag¬ 
net, they generate an e.m.f., which when the circuit is closed, 
causes a current to flow through it. In toys, the magnet may 
be a permanent magnet; but in practice, where the current is 
used to drive motors, light lamps, etc., the magnet is an 
electromagnet. The revolving coil is called the armature, the 
region through which the magnetic lines of force travel is called the 
field, and the segments that make up the ring touched by the 



§2 


MAGNETISM 


113 


brushes is called the commutator, because it commutes (trans¬ 
forms) an alternating current into a direct current. 

136. Increasing the e.m.f. —The e.m.f. generated by a dynamo 
such as just described would be very low, but may be increased 
in a number of ways: First, by wrapping the coils about a drum 
of some magnetic material, as soft iron, cast iron, mild steel; this 
attracts the lines of force, offers them a better and easier path 
than the air; and greatly increases the density of the magnetic 
flux. Second, curving the pole faces to an arc of a circle, thus 
lessening the average length of the air gap between the armature 
and the pole faces. Third, winding the poles of the field with 
many turns of wire; this in(;roases the strength of the field, since 
the greater the number of turns of ^\ire the greater will be the 
magnetic flux. Fourth, increasing the speed of rotation of the 
armature; the faster the armature turns the greater the number 
of lines of force the coils will cut per second. 

136. Bipolar and Multipolar Dynamos.—A dynamo having but 
two poles is called a bipolar dynamo (bi means two); if it has 



more than two poles, it is called a multipolar dynamo. All 
dynamos must have an even number of polco, since for every 
north pole there must be a corresponding south pole. Most 
dynamos in use have 4, (3 ,or 8 polos, and some have many more. 
A multipolar dynamo must have more than two brushes; in fact, 
it must have as many brushes as it has magnetic circuits through 
the field; and it will usually have as many circuits as it has poles. 
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A 4-pole dynamo field frame with its pole pieces is shown in Fig. 
63 (a), the armature being shown at (b). If pole 1 is a north pole, 
pole 2 is a south pole, pole 3 a north pole, and pole 4 is a south 
pole; that is, poles of opposite polarity are adjacent to one an¬ 
other. The winding must be in opposite directions around each 
pole, and must be carried from one pole to the next, so that the 
poles arc in scries with one another, as shown in the figure. This 
last is shown more clearly in the diagrammatic view of the field 
frame in l^'ig. 65, which will be referred to more fully later. Re¬ 
ferring to (6), Fig. 63, the coils and core of the armature are 
clearly seen. The (joils must be carefully insulated from one 
another and from the core; otherwise, the current will be short- 
circuited through the core and very little will go to the external 
circuit. In practice, a coil may consist of more than one turn, 
but is regarded as being a simple coil of one turn. 

137. Magnet Circuit in Dynamo.—Fig. 64 represents diagram- 
matically a bipolar dynamo, the armature being a hollow cyl¬ 
inder. The winding on both poles begins at the end nearest the 
armature, and since the same wire is 
used, it is necessary to wind the poles in 
opposite directions. According to the 
rule previously given (Art. 97), the right- 
hand pole is the north pole and the left- 
hand pole is the south pole, and the 
lines of force have the directions indi¬ 
cated by the arrovvlu^ads. As the lines 
of force enter the south pole, they 
divide, the upper half going through the 
uptKU’ part of the frame and the lower 
half through the lower part of the frame, 
uniting again as they enter the north pole. Consequently, 
two magnetic circuits are formed, as indicated, and two brushes 
are requiro<l on the commutator. 

Fig. 65 represents diagrammatically a 4-pole dynamo. As in¬ 
dicated by the winding and the direction of the current in the 
wire (shown by the arrowheads), 1 and 3 are north poles and 2 
and 4 arc south poles. The liiK*s of force pass from one north 
pole to an adjacent south pole in the manner indicated and back 
to the pole from which it came. There are thus four magnetic 
circuits, and there must be four brushes on the commutator. 
The brushes are so arranged that the two positive brushes are 
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diametrically opposite each other and are connected in parallt‘l 
so that their combined current flows to the external circuit. 
The two negative brushes are arranged and connected in a similar 
manner, the line (diameter) joining their points of contact on 
the commutator being at right angles to the line joining the 
points of contact of the positive brushes. 



138. The coils aixi wound on the armature core in such manner 
that the conductors (wires) lie on the surface parallel to the axis. 
The greater the number of coils, the greater the number of lines 
of force cut, and the greater the e.rn.f. generated. Supi)oso there 
are 50 coils in the armature of a certain dynamo; there will then 
be 50 X 2 = 100 segments in the commutator. If the outside 
diameter of the commutator is 12 in. the spa (!0 betw(‘on any two 
segments is .03 in. This width is so small that it is impra(;ticable 
to use an air gap between the segments; henc(i mi(;a strips are 
generally used. The segments must also be insulated from tlie 
shaft, to prevent short circuiting, and vulcanite; or rnicanite 
strips are generally used for this purpose. 

139. Value of Induced e.m.f. —When a cunductor cuts lin(;s 
of force at right angles, an e.rn.f. is induced in the conductor, and 
its value is proportional to the rate of cutting; the rate of cutting 
is equal to the total number of lines cut divided by the time in 
seconds taken to cut them. When the rate of cutting is 100,000, 
000 = 10* lines of force per secondly an e.m.f. of 1 volt is generatedi. 
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Suppose the projected area of the pole faces of a l)ipolar dynamo 
is 150 sq. in., the flux density (average) is 30,000 lines of force 
per square inch, the number of coils in the armature is 50, and 
the revolutions per minute of the armature is 2400. If the arma¬ 
ture is wound so that the wire passes over and through it, as in 
winding a ring, the wires passing inside the core do not cut any 
lines of forc(^, and there will be 50 wires on the outside that do the 
cutting. Each wire will cut the lines of force twice—once when 
passing the north pole and once when passing the south pole; 
hence, in one revolution the number of lines cut will be 150 
X 30,000 X 50 X 2 = 450,000,000; the number of revolutions per 
second is 2400 -t- 60 = 40; hence, the lines of force cut per second 
is 450,000,000 X 40 = 18,000,000,000 = 18 X 10»; and the e.m.f. 

generated is 18 X 10® 10* = ^ volts. 

E 

140. Strength of Current. —According to Ohm^s law, I = 

in which, for a dynamo, R is the resistance of the circuit through 
which the current passes. This may be divided into the internal 
circuit and the external circuit. The internal circuit is the total 
length of the conductors between the brushes and on the arma¬ 
ture, and the external circuit is the total length of the conductors 
forming the circuit from brush to brush. If the resistance of the 
circuit, both internal and external, in the case referred to in the 

180 

last article is 19.3 ohms, the strength of the current is 

= 9.326 + amperes. The internal circuit may also be defined as 
the length of the circuit from the negative brush (where the cur¬ 
rent enters the ilynamo) to the positive brush (where the current 
leaves the dynamo), and the external circuit as the length of 
the circuit from the positive brush to the negative brush, 

141. Strength of Field. —If a stronger magnetic field is desired, 
that is, if it is desired to increase the flux density at the poles, it 
may bo obtained in two ways: by increasing the strength of the 
current flowing through the field windings; by keeping the cur¬ 
rent at the same strength and increasing the number of turns of 
wire in the solenoids formed by the coils wound around the pole- 
pieces. For example, if a current of 1 ampere be sent through a 
coil of one turn, it will induce a certain magnetizing effect. 
If the strength of the current l>e doubled, the magnetizing effect 
will be doubled. If the length of the wire be doubled and wound 



§2 


MAGNETISM 


117 


into two equal coils, the current being constant, the magnetizing 
effect will be doubled also. In other words, the magnetizing 
effect is directly proportional to the product of the current in 
amperes and the number of turns in the coil, that is, it is propor¬ 
tional to the number of ampere-turns. For example, suppose 
a current of 8 amperes is sent through a coil having 150 turns; 
the number of ampere-turns is 8 X 150 = 1200 ampere-turns. If 
another coil have the same diameter and 400 turns, a current of 
3 amperes will give it 3 X 400 = 1200 ampere-turns, and sin(‘o 
both coils have the same number of ampere-turns, they will 
exert the same magnetizing effect. 

A little consideration will show the correc^tness of the preceding 
statement. Thus, a coil of one turn will make a solenoid of 
certain strength that is equivalent to a magnet of the same 
strength; two turns will be equivalent to two magnets of equal 
strengths or one magnet of twice the strength; n turns will bo 
equivalent to n magnets of equal strength, and since the turns are 
all connected in seri(\s and thcj current is the same in all, the result 
is a solenoid equivalent, in strength to n magnets. If the strength 
of the current varies, the strength of the n magnets will vary in 
proportion, and since' n is the numlxu* of turns (magnets), the 
strength of the solenoid is proportional to / X n, that is, to the 
number of ami)ere-turns, I being the streuigth of the current. 





P'lO. 60 . 

142. Sources of Field Current. —Direct-current dynamos are 
classified according to the source from which tl e field coils re(;eivc 
their current,—that is, according to the field excitation,—iis 
separately excited and self excited. When separately excited, 
the field current comes from some outside source, as a battery 
of primary cells, a storage battery, a special dynamo, etc. 

The connections for a separately excited dynamo are shown in 
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Fig. 66, in which (a) is a conventional representation of a bipolar 
dynamo and (b) is a diagram of the connections. In this case, 
the source of current for the field coils, called the field in the 
diagrams, is a storage battery, but might be a small dynamo. 
Ill the diagram, the loops between a and 6, marked field, indicate 
that the coils of the field are in series. It will be observed that 
the current flowing through the field coils has no connection 
whatever with the current flowing through the brushes and ex¬ 
ternal circuit; and the stronger the current through the field 
the greater the e.rn.f. generated by the armature, since the flux 
density will then be greater and the armature coils will cut a 
greater number of lines of force. A field rheostat or resistance 
box R serves to vary the strength of the current to the field to 
allow for fluctuations in the e.rn.f. of the line due to variations 
in the load. 

143. Self-excited Dynamos. —In self-excited dynamos, the 
field current is supplied by the armature of the dynamo itself; 
they are divided into three classes: shunt-wound dynamos, 
series-wound dynamos, and compound-wound dynamos. They 
all work on the principle of what is called residual volts, which 
will now be explaineMl. 

After a dynamo has once been operated, it does not lose all 
its magnetism when standing still, even if there is no current flow¬ 
ing through the field coils. (Consequently, when the armature 
is started revolving, its conductors cut a certain number of lines 
of force, thus generating a weak e.rn.f., which varies in value 
from 2 to 10 volts; those arc called residual volts. The manner 
of building-up the field will be describeil presently. 



(a) (b) 

Fio. 67. 


144. Shunt Dynamo. —The connections for a shunt-wound 
dynamo are shown in (a) and (6), Fig. 67. The field coils are in 
parallel with the main line circuit, the current dividing at the 
positive brush and uniting at the negative brush. The shunt 
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consists of the field coil winding, which is made up of a large 
number of coils of very fine wire, thus making a high resistance, 
so that only a small part of the current goes to the field coils, the 
greater part going to the line. 

When the dynamo is started, the conductors cut the lines of force 
due to the residual magnetism, thus creating the residual volts 
and causing a small current to flow through the shunt, that is, 
through the field coils, thus increasing slightly the strength of the 
magnetic field. The revolution of the armature in this increased 
field raises the generated voltage somewhat, whi(^h, in turn, 
sends a larger current through the field coils, thus increasing 
the magnetic field, the e.m.f., and the field (uirrent; this is called 
the process of building up the field. The building up of the 
field continues until the fields have enough magnetism to produce 
the maximum voltage, the value of whii^h dep(uuLs upon the 
speed of rotation of the armature and the number of ampere- 
turns of the fields. This process usually takes from 10 to 30 
seconds. 

After the voltage has become constants, it can be controlled 
or regulated to any definite value within the limits of tlu^ imu^hine 
by means of the field rheostat /?, see Fig. 07, which must, be 
adjustable. If the voltage is too high, it can be low(*red by in¬ 
creasing the resistance through th(^ rlu'ostat; this low(a*s the 
field current, which W(^ak(uis the magnethr field, lessens t.lui num¬ 
ber of lines of for(*(', and d(H*reases the voltage prodm^c^d in the 
armature conductors. Decn^asing the resistamre^ tlirough the 
rheostat will ])roduce the opposite elTect. The voltfige may also 
be raised by increasing th(‘ revolutions jxt minute (r.p.m.) of the 
armature, and it may be lowered by decjreasing the r.p.m. of the 
armature. 

146. Series Dynamo.—The connections for a series-wound 
dynamo are shown in (a) and (f>), Fig. 08. A small number of 
turns of large wire are used for fiehl coils, and th(\y conm^ct in 
series with the main circuit. The current leaves th(^ j)ositive 
brush, passes through the coils, out to lin<‘, and ba,<‘k to the 
armature through the negative brush. An^ (dningc in the 
resistance of the external circuit produces a change in tlui e.m.f. 
and current, the armature rotating at constant speed, IxMaiuso 
a change in current alters the field magnetism and thus (;hanges 
the induced e.m.f. in the armature conductors. In practice, the 
voltage of a scries dynamo is altered by suitable means to 
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suit circuit conditions, with the result that it becomes a constant- 
current dynamo, and is therefore well adapted to arc lighting 
circuits. It is obvious that a series dynamo will not self-cxcite 
when the external circuit is open, since no additional e.m.f. can 
then bo generated; neither will it build up, if the external re¬ 
sistance is very high. Scries dynamos arc not much used. 



Series J>^namo 
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146, Compound Dynamos.—The connections for a compound- 
wound dynamo arc shown in (a) and (6), Fig. 09. The field 
coils are wound first like a shunt-wound dynamo, with field 
rh(^ostat fine wire being used for the coil; on top of this, 
another winding of coarse, heavy wire is wound, as in a series 
dynamo. The (nirrent divides at the positive brush, the greater 
part going to the mains through the scries winding. 



The object of a compound-wound dynamo is to secure a con¬ 
stant potential. In the ci\se of a shunt-wound d>mamo, as soon 
as any current flows into the line, the e.m.f. falls a little; and it 
continues to fall, as more and more current is used, unless some 
means arc taken to prevent it. For every condition of load 
current, the voltage will be of a certain value, but it will alw'ays 
be less than the voltage at no load. To counteract this fall of 
potential as the load increases, is the object of the compound- 
wound dynamo. The magnetizing effect of the series coil is 
added to that of the shunt coil, both being wound on the same 
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pole-pieces; the greater the amount of current taken by the 
mains the greater the amount flowing through the scries field 
coils, and the greater the magnetizing effect, wdth a consequent 
increase in the e.m.f. to counterbalance the drop in the shunt coils. 
Thus the voltage is kept constant, no matter how much current 
(within the limits of the machine) is taken by the line. Most of 
the flux in the field is generated by the shunt coils, the series coils 
having just enough ampere-turns to increase this magnetism 
sufficiently tomake up for the tendency of a shunt-wound dynamo 
to lower slightly in voltage as the load increases. 

147. Commutating Poles. —In between the main pole-pieces, 
many of the modern ma(;hines have smaller pole-pieces, called 
commutating poles. These poles are iiittuukul to geiK^rate e.m.f. 
in the armature, their object being to keej) the brushes from 
sparking badly, which is likely to occur in shunt- or compound- 
wound dynamos when the load is heavy or they are running at 
high speed. The coils on the commutating poh^s are always in 
series with the armature, and the strength of the curnuit in them 
depends upon the strength of the current in the armature (!on- 
ductors. 


DIRECT CURRENT MOTORS 


148. Movement of Current-Carrying Conductor in Magnetic 
Field. —If a conductor be placed in a magmatic; fu^ld, as shown at 
(a), Eig. 70, and (;ircuit is open, the conductor will remain wliere- 
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ever it is placed and will have no tendency to move. If, however, 
the circuit be closed and a current be sent through it, as indi¬ 
cated by the arrows, flowing through the conductor from a 
toward 6, the conductor >vill move to the right, across the lines of 
force, in the direction of the arrows A. The reason for this 
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iiioveinerii, Ls simpler. Whnu the current flows through the con¬ 
ductor, it sots up magnetic whorls around it, as indicated by the 
dotted (dr(!l(^s, and when looking along the conductor from a 
toward b, those; whorls will bo (dockwise. Those parts of the 
whorls in front of the (;onductor, looking in the direction of the 
arrows R, have the same general direction as the lines of force, 
and th(;y make; tin; field in front of the conductor denser; those 
parts of the whorls back of the conductor have a general direc¬ 
tion opi)osifo to the lines of force, with the result that the mag¬ 
netic fi(;ld is r(;nd(;r(;d less dense. Since the conductor tends 
to move from a point of greater density to one of less density, 
if fr(‘e to mov(;, it will, in this case, move in the direction of the 
arrows A, as indicated at (6), which is a view looking down the 
(!onductor from a to h. 

If tin; dire(;tion of the current in the conductor be r(;versed, the 
direcd.ion of whoils will also be rovers(;d, and the conductor will 
move in the dir(;(d ion of the arrows B; the same will bo true if the 
dir(;ction of the (uirrent in the fi(;ld coils of the magmd be reversed, 
since this will r(;vers(; the magncHii; poles. But if both currents 
be reversed, there will be no change in the movement of the 
conductor, which will then move in the direction of the 
arrows A. 

The force which acts to move the conductor will be directly 
proportional to the strength of the current in the conductor, the 
strength of the magnet rcmiaining the same. If the strength of 
the current be doubh'd, the force will be doubled; and if the 
strength be halved, the force will also be halved. 

149. Direction of Movement of Conductor. —To determine the 
direction of movement of the conductor when carrying a current, 
use the left hand in the same manner that the right hand was 
used in finding the direction of an induced current. Place the 
thumb, index finger, and middle finger of the left hand at right 
angles to one another; point the index finger in the direction of 
the lines of force, the middle finger in the direction of the current, 
and the thumb will point in the direction that the conductor 
moves. The manner of using the left hand to find the direction 
of the conductor in Fig. 70 is clearly showm in Fig. 71. Here the 
left hand holds the north end of the magnet, with the index 
finger pointing in the direction of the lines of force, the middle 
finger points down (the direction of the current in the conductor), 
and the thumb indicates the direction in which the conductor will 
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move. Note that the direction of the conductor is opposite to 
that which it must have in order to induce a current in the con¬ 
ductor from a toward h; this is why the left hand must be used to 
determine the direction of movement of a conductor. 



160. WTiy a Motor Rotates. —A motor differs from a dynamo 
only in certain mec^hanical details, it does not differ in ])rinciple. 
Any dynamo can be used as a motor if an eh'ctric current V>e 
sent through the brushes, the armature, and th() field coils. The 
wire wound around the (?ore of the armature parallel to the axis, 
forms a series of conductors, all paralh'l to one another, and the 
current sets up magnetic whorls around (‘ach conductor, thus pro¬ 
ducing the saiTu^ effect as d(*scribed in conne(;tion with Fig. 70. 
These whorls being in a magnetic fic'ld are aerted on by the lines 
of force passing Ix^twcnai the j^ole pieces, and the (conductors are 
forced to move, that is to rotate; and tluc armature, to whicch the 
core is attacched, rotat(\s also. The direction of rotiition (can 
always bo determined by placing the fingers of the left hand as 
instructed in Art. 149. 

161. The Commutator. —It is just as necessary to liavo a 
commutator on a motor, when the current driving th(c motor is 
direct, as on a dynamo. In the case of the dynamo, wluai a 
conductor passes one pole, the current lias a (pertain dinection, 
and when it pass('s the next polo, the current has the opposite 
direction, and without the commutator, the current in tine line 
would be alternating. The current in the armature is always 
alternating; hence, if the armature is to be made to rotate by the 
action of an electric current, the curnmt must be supjilii'd in such 
a way that when any conductor passes a poh^ th(^ curnait in it 
must be opposite in direction to that which it will hava when the 
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the conductor passes the next pole; and this result is obtained 
by means of the commutator, which reverses the current at 
just the right instant. 

162. The voltage of direct-current dynamos and motors may run 
as high as 000 volts, and in special cases, as high as 1500 volts, 
but th(iy are not adapted to much higher voltages. It is fre¬ 
quently desirable to generate current at much higher voltages 
than this, particMdarly for long distance transmission of power, 
and when such is the case, alternating-current machines are 
used. If t he motor be driven by an alternating current, it will, 
in many cas(\s, have no commutator. 

Sinc(^ the motor is used to drive other machines, the el(H;tric 
(energy supplied to the motor is converted into mechanical energy. 

163. Motor Connections. —As in the case of dynamos, motors 
may be shunt-wound, series-wound, or compound-wound, the 
connections being the same as in the corresponding type of dy¬ 
namo. In a shunt motor, the armature and field are connected in 
parallel, the current dividing, with a part of it going to field and 
the great(u* part to the armature. In a series motor, the field 
and armat.ure are conneeded in series, the (uitire current going 
through both. The compound motor is a combination of both 
of these. 

164. Speed of a Shunt Motor. —If a shunt motor be connected 
to a circuit having a constant e.m.f., current will flow throiigh the 
field <H)ils and create lines of force in the field; a current will also 
flow through the armature conductors, and the armature will 
rotate. As the armature rotates, the conductors cut lines of 
forct' and induce ane.in.f. that acts in the opposite direction, which 
is known as the back or counter electromotive force {counUr 
c.ni./.); this fact might be inferi*ed from the last sentence of Art 
149. Th<^ counter e.m.f. is opposite in direction to the e.m.f 
supplied by the current; hen(H>, the voltage that is forcing a 
current at any instant through the revolving motor armature 
is not the voltage of the line, but the e.m.f. of the line minus the 
counter e.m.f. in the armature. To apply Ohnds law to this 
case, let / = current through armature, E = e.m.f. of line —coun¬ 
ter e.m.f. of armature (in volts), and R = resistance of armature 
(in ohms); then, 
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The faster the motor runs, the greater is the counter e.ni.f.; 
consequently, when the motor is speeded up to a point where t he 
counter e.m.f. is nearly ecjual to the supplied e.m.f., the current 
in the armature will greatly decrease, and the motor will not t end 
to speed up further. The shunt motor then runs at a const ant 
speed, which is slightly loss than the speed it would have when 
running as a dynamo and generating the same line e.m.f. that, is 
being supplied to it as a motor. If the line e.m.f. be kept, con¬ 
stant and the field of a shunt motor be weakened, connect ing 
a resistance (rheostat) in series with the field (thus lessening the 
field current), the motor will run faster; because, if the field is 
weakened, the motor must run faster in order to generate the same 
counter e.m.f., the counter e.m.f. being })roport ional to the 
strength of thi* field and the speed of rotation of tlu^ armature. 

If when a shunt motor is standing still it is (^oniu^cted to the 
line, the current that flows through the armatures winding will 
be limited only by the resistance of the winding, jis tlu^n^ can then 
be no counter e.m.f. 'rhe current will be (^\c(\ssive, and, in the 
case of larger sizes, injurious to the motor; for this r(‘ason, a 
starting box (see Art. 167) is uscmI. As soon as tlu' motor spec'ds 
up, the counter e.m.f. prevents a large current from flowing. 

166. Speed of a Series Motor. —As has l)(*en (explained, due 
to the countcu’ (Mn.f.,the current through th('arma1 ureof a shunt 
motor bec()m(‘S less and less, as it sp(H'<ls up and until a point is 
reach(Ml where its spcM'd remains constant. This o(;curs wlum the 
counter e.m.f. balances the e.m.f. of the line, which may be called 
the applied e.m.f. 

As a series motor speeds up, the current through the arnniture 
becomt^s h\ss and less, be(!ause of the counter e.m.f.; but, sincci the 
armature and fi(‘ld are connected in series, iho current in th(5 
field also becomes less, and the strength of th(» field (th(» flux d(Mi- 
sity) becomes less. Since the counter e.m.f. d(^p<inds upon the 
strength of the field, it will bcconu' less when t he field is weakcuied. 
Therefore, if a series motor without load bo conncHdcMl to the 
line, it will tend to speed up more and more, but it (^an never 
reach the point where the counter e.m.f. will Lelance tlu* applied 
e.m.f. Hence, when a serie.s motor is used, it must be connrjcted 
to heavy machinery, to keep it from excessively speeding up or 
‘"running away.’^ 

166. D. C. Motor Speed Independent of Dynamo Speed.— 

If a d.c. (direct-current) motor have no load or if it have a defi- 
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uite load and its field and armature circuits are kept constant, 
the speed of the motor will depend only upon the e.m.f. of the 
supply circuit, that is, upon the applied e.rri.f. If the applied 
e.m.f. be increascnl, the motor speed will be increased, and vice 
versa. The spe(Ml of a d. c. dynamo supplying power does not 
affect the motor speed as long as the e.m.f. of the current supplied 
to the motor remains constant. 

157. Starting Box. —When starting a motor of any size, large 
or small, it is not safe to throw the full line voltage across it at 
om^e. Th('> armature has a veiy low resistance; hence, the full 
liru^ voltage would force a large current through it and burn it up. 
It is therefore micessary to put a box containing an adjustable 
Hisislaiuje, called a starting rheostat or starting box in series with 
th(^ armature, in order to cut down this current. This rheostat 
is always arranged so that, as the motor gets up speed, the re¬ 
sistance can be gradually cut out; and when it is entirely cut out, 
the full line voltage is across the motor. The counter e.m.f. then 
takes <;are of the line current. 

A d. c. motor is started with a strong field, but a d. c. 
dynamo is started with a weak field. 

158. Speed Control of Series Motor. —Since in a series motor 
all the current that flows through the armature flows through the 
field, the specnl of rotation is controlled by a separate resistance, 
in series with the field. Increasing the resistance, with the cur¬ 
rent flowing, reduces the voltage at the terminals of the motor, 
and thus re<luc(»s its speed; decreasing the resistance increases 
tin? spt'ed. The current first pjisses through the adjustable 
rlieostat, next through the field, and then through the armature. 

Series motors are used where a widely varying load is to be 
taken care of and where a strong starting effort without drawing 
exce.ssive curn'ut is nee<le<l; they are therefore used on street 
cars and for every kind of traction work, on electric cranes and 
elevators, electric automobiles, etc. 

159. Speed Control of Shunt Motor. —The shunt-wound motor 
luis two excellent points; (a) nearly constant speed at all loads; 
(6) possibility of controlling the speed by field resistance and 
armature resistance, as explained in Art. 153. 

To decretise the spcH'd of a shunt-wound motor, resistance may 
be inserted in the armature circuit; this cuts down the poww of 
the motor, which makes it an expensive method of control. 
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To increase the speed, simply insert a resistance in series with 
the field coils. This decreases the flux density and increases 
the current in the conductors of the armature; the difference 
between the applied e.m.f. and the counter e.m.f. becomes gi'eater, 
and the speed increases. In fa<’.t, if all the current is cut out 
from the field of a shunt motor, b^" inserting too much resistance 
or by opening the field circuit, the sp(K>d of the armature becomes 
so great that it flies apart and wnn^ks the macdiinc. 

Motors are now made iti which the field may be weakened to a 
groat extent and large changes in speed made possible by means 
of an adjustable rheostat in series with the field; such a motor 
is calk'd an adjustable speed motor, and it is made with com¬ 
mutating poles, such as were mentioned in Art. 147. 

By reason of its tendency to run at constant si)ced, the shunt- 
wound motor is used on pulp grinders, pumps, heaters, machine 
tools, printing presses, and other machinery, such as the con¬ 
stant spiked line of a paixn* machine, wluu'e a steady si)eed of 
rotation is necc'ssaiy. Some macdiinory n(^eds to be run at 
different spf^nls at different time's, but s((‘adily at the speed re¬ 
quired at any particular lime; for such cases, the adjustable 
speed motor is most suitable, the Ix'st that can be used. 


EFFICIENCY AND CAPACITY OF MOTORS 

160. Motor Losses.- -It was stated in Art. 61 that no machine 
could give out as much work or j)ow<ir as it n^ceived; consf'- 
qucntly, all the energy supplied to a motor cannot l)c utilizcnl 
in doing useful work. The cfficiemy of a motor is always k^ss 
than 1, or 100 p('r cent. The difference between the input and 
the output is called the motor losses, and these arc usually 
grouped under three headings: 

(а) The copper or PH, losses are those required to furnish 
the power used to force the current througli the copper wini in 
the armature and field windings. These losses may 1x5 calculated 
if the resistance of the armature and fujld coils and the strength 
of the current flowing in ('ach circuit are known. 

(б) The friction and windage losses represent the power 
required to overcome the friction of tluj Ix'arings and brushes 
and by the rotation of the armature in the air. 
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(<0 The core, or iron, losses are due to the alternations in the 
flux passing through the iron magnetic circuit in the core. 

It is not the individual losses just specified t hat are considered, 
so much as the sum of the three?, which is called the total losses. 
The latter may be? found if the? input and output of the motor are 
known, and it is to determine these that motors are tested. 

161. Efficiency of Motors. —The input and output can be 
determined with th(? aid of a watt meter. By measuring the 
power required to run the motor at no load and at different loads, 
the eflici(?ncy of the motor under different conditions can be 
found by using formula (1), Art. 61, which may be written 

e = losses evidently ecpial input— output. 

All losses result in heating the motor; and if a machine is com¬ 
pelled to (k‘liver more pow<u* than its rated capacity, that is, if it 
is overloaded, it heats more and mon?, and may become seriously 
damaged. A mac^hine und(?rloaded is also less efficient than when 
running iit its rated (capacity, whic‘h is the load for which the 
machine was d(?signe(l. A small motor is l(‘ss (‘ffieient than a 
large one of the same type. For motors running at their proper 
speed and und(‘r th<?ir pro|)er load, the efficiency varies b(?twe(*n 
.05 ami about .91^ that, is from (>5% to according to size. 

Dynanio loss(»s tire of th(» same natuit' as motor lossc^s, and the 
efficiency of dynamos is al>oiit the same as for motors of similar 
size and type, 

162. Relation of Capacity to Load. —It is worth while here to 
note a point that sometimes is not fully understood concerning 
electri(!al apparatus in general. 'Fhe output of a dynamo, motor, 
or transforimu’ at any particular time is the load that is required 
of it at that linu"- no more and no less. The input is the load 
plus the lo.s.ses. A lOO-K.W. dynamo may, at some particular 
time, have only one 40-watt lamp on its circuit; the dynamo is 
not then generating 100 X 1000 = 1(X),000 watts, but 40 watts 
(the load) + all the losses necessary to operate the d 3 mamo and 
carry the current to the lamp. These losses wdll be a large part 
of the losses incurred when running under full load, and the 
efficiency under such a condition of operation will be corre¬ 
spondingly low. 

The capacity of a motor is determined hy the temperature of 
the wires, commutation, insulation, etc. The rated, or full 
load, capacity is the load that the motor (or d^mamo) was de- 



§2 


MAGNETISM 


129 


signed to carry to secure the greatest efficiency. The only rela¬ 
tion between the load and the rated capacity of a motor (or any 
machine) is that it is not economical to run it either much under¬ 
loaded or much overloaded; the best way is to run it as nearly 
as possible at its rated load. 

163. Electrol 3 /tic Processes. —Besides the conversion of electri¬ 
cal energy into heat energy (as in a lamp) or mechanical energy 
(as in a motor), electrical energy may he changed to chemical 
energy and do chemical work. This has been mentioned in 
connection wnth storage batt(uies. If a direct current of proper 
voltage be passed into a cell (see Fig. 1) through a plate of a 
metal, as silver, and a solution containing the same metal, an 
article of another metal may be suspended in the solution to 
act as the other pole and silver, for example, will be deposited 
on the article. This is electro-plating. 

The pulp and paper industry is more interested in electrolysis 
(see Chemisinjj also Bleaching of Pulp)y the breaking up of a 
chemical compound und(‘r the infliK'Uce of an electric current. 
Thus, if a din^ct (uirrent is passc^l into a solution of (Common salt, 
the chlorine will be lil)orated and pass off as a gas to be used in 
bleaching pulp, while the .sWram, whi(^li is simultaneously set 
free, will combine with water to form caustic soda. This product 
may ))e used for cooking rags or wootl, or sold for its chemical 
value. 


ALTERNATING CURRENT GENERATORS 

164. Simple Single-Phase Alternator. —ma(diine that 
transforms niechani(;al erua-gy into el(‘(5tri(!al energy and delivers 
it as a direct current is calhjd a dynamo; hut when it is th^livered 
as an alternating current, the machine is called an alternating- 
current generator or, more simply, an alternator. In this sec¬ 
tion, a direct-current generator will be calh'd a dynamo, as 
heretofore, and an alternating-current gon(‘rator will he called 
an alternator. It is frequently desirable to abbreviate the 
terms direct-current and alternating current to d.c. and a.c., 
respectively. Some writers on electrodynamic^s use the word 
‘‘dynamo^’ to include both the generator and the motor, what is 
here called a dynamo being called a d. c. generator. The defi¬ 
nition of dynamo as above given is preferred by the writer, and 
is one used in this Section. 
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A simple single-phase alternator has already been described 
in Art. 129, and illustrated diagrammatically in Fig. 58. The 
variation in e.in.f. is shown by the diagrams in Fig. 60. Instead 
of a commutator, the one-piece collector rings, commonly called 
dip ringa, and denoted by e and / in Fig. 58, are used to take off 
the current. Such a machine is called a single-phase alternator, 
because only one curve can be drawn to show the variation in 
the c.rn.f. In other types, two and even three such curves may 
be drawn, in which case, the machines are called two-phase and 
three-phase alternators, respectively. The single-phase alter¬ 
nator supplies current to the external circuit from a single, con¬ 
tinuous armature winding. 

166. Alternator Field Excitation. —Since the magnetic flux 
must always have the same direction, the current in the field 
coils must be a direct current, the same as with a dynamo. But 
the alternator armature supplies only alternating current; hence, 
the field-exciting current is supplied from a separate source, such 
as a small dynamo, which may be driven from the same engine 
or other mechanical source of power that drives the alternator; 
or it may be driven from a separate source. Both methods are 
used in practice. 

166. Armature Windings of an Alternator. —The armature of 
an alternator is wound in a very different manner from the arma¬ 
ture of a dynamo. This is necessary in order to secure a power¬ 
ful alternating current. A brief explanation of this difference in 
winding will now be given. 

Referring to (a), Fig. 72, suppose a flat coil be moved across 
the pole pieces of a U-shaped magnet, the movement being from 
left to right. When the coil is in position 1, no lines of force arc 
being cut and no e.m.f. is being generated; this corresponds to 
position 0 on the line ag in (6). A slight movement to the right 
causes the edge a of the coil to cut some lines of force and create 
whorls in a clockwise direction around the conductors of the 
coil, and the number of lines cut increases as ea(‘h layer of the 
coil passes the edge m of the magnet. A furtlKu* movement of 
the coil causes the edge b to cut lines of force going into the south 
pole of the magnet; and since the whorls around the conductors, 
which are created by this action, are counter clockwise, the in¬ 
duced e.m.f. has the same direction around the coil as that in¬ 
duced when the edge a cuts lines of force, and the total e.m.f. 
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is the sum of the two. This increase in e.m.f. is represented 
graphically by the line ab in (b). The e.in.f. now continues fairly 
uniform until the edge a of the coil reaches tlie edge n of the 
magnet, as indicated by the lino, he in (b ); but from this point on, 
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the e.m.f. decreases, as indicated by the line cd in (6), until, 
when the coil has r(?ach(*d position 2, it is no Iong<‘r cutting lines 
of force, and tin* e.m.f. is 0. Edges a and h now occupy positions 
a' and b\ A further rnoveinent to the right , and a' b(‘gins to cut 
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lines of force; but, since these are flowing in the opposite direc¬ 
tion, the direction of the e.ni.f. is reversed. If a second magnet 
be placed alongside of the first, so that the distance I between 
any two consecutive poles is the same, the line defg in (6) repre¬ 
sents graphically the variation in e.m.f. while the coil is passing 
from position 2 to position 3. The curve defg is symmetrical 
to abed with refenuu^e to the point d as the center of symmetry; 
it is located below the line ag to indicate that the e.m.f. is opposite 
in (linuttion. Any further movement of the coil to the right will 
result in a repetition of the curve abedefg, l^eginuing at g. 

It will b(^ noted that when the coil is in position 3, it occupies 
the saiiui relative position as regards the north pole that it 
occupi(Hl in position 1; in other words, the curve in (b) represents 
a complete cycle of changes in the e.m.f. Any further move¬ 
ment to the right from position 3 will start another cycle, and 
if more magnets are placed alongside the two shown, a new cycle 
will be started every time the center line of the coil passes the 
center line of a north pole of a magnet. 

167. Referring again to (a), Fig. 72, suppose that the four 
coils under the two magnets be connected in series. The manner 
of doing this is illustrated diagrammatically in (c), where the 
partial rectangles represent one turn of each coil and the dots 
represent a cross-section of the lines of force, the whole corre¬ 
sponding to a bottom view of the coils in (a). Note that the 
corres[)onding (inner) edges a, a', c, and c' are connected, and 
that the outer edges are siiTiilarly connected, except the first and 
last, which are (HJiinected to the external cirtmit through the 
slip rings J{' and The direction of the current is indicated 
by the arrows, when the coils are moving in the direction of the 
arrow A. The e.m.f. in the conductors (V and C" will evidently 
be that due to the sum of the e.m.f.'s in the four coils. If more 
magnets arc placed in line with the two shown and at the same 
distances apart, the e.m.f. curve will resemble that shown at (6). 

It may here Ih' remarked that the outline of the e.m.f. curve 
may have various shapes, depending upon the construction of the 
alternator, but one half-cycle will always be symmetrical to the 
other half-cycle with respect to the point where the curve crosses 
the base line ag, Fig. 72(6). 

168. If the magnets be arranged in a circle and the coils be 
placed in slots cut in the circumference of a wheel, as shown in 
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Fig. 73, the same conditions will obtain as in Fig. 72 when the 
wheel revolves and the magnets are stationary. The wheel IF 
with the coils make up the arniat.ure, and the magnets and sta¬ 
tionary frame constitute the field. The wires of the coils arc 
heavily insulated, the coils are insulated from the iron core in the 
manner indicated by the bhu^k sectioned parts and are kept 
in place by the wooden plugs p. The coils are connected in 
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series and the terminals arc? connected to the slip rings R' and 
JB" in the manner shown. The armatun* is supposed to be 
revolving counterclockwise, as indi(‘jile(l by ’hc‘ arrows. It will 
be noted that this alternator has 12 poles and 12 coils. 

169. Alternations and Frequency. —Every time th(j (centerline 
of a coil passes the c(‘nlerline of a poI(‘ pi(‘C(‘, tlucre is a change in 
the direction of the e.in.f., and the e.m.f. curve j)ass(cs from one 
side of the base lin(‘ to the other; this is called an alternation, 
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and there are evidently two alternations for every cycle (see 
Art. 14). Consequently, the coil must ptuss two poles, one north 
and one south, to complete a cycle; and for every revolution, 
there will be as many alternations as there are poles, and the 
number of cycles will be half as many as the number of poles, 

or o* where p is the number of poles. The number of cycles per 

second is called the frequency; and if F is the frequency, and /? 
is the number of revolutions per second made by the armature, 


( 1 ) 


N 


If N is the number of revolutions per minute, n = and 


F = ^ X (2) 

^ 2 ^ GO 120 


If the frequency and number of poles are known or have been 
decided on, tlu^ number of nwolutions per minute can be found 
by solving formula (2) for N, obtaining 



(3) 


For example, how many revolutions per minute must the 
armature of the alternator of Fig. 73 make to give a frequency 
of 60 cycles per second? Here the number of poles is 12, and 

F =* 60; substituting in formula (3), iV" = =600r.p.m. 

The frequency most used is 60 cycles per second, though 25 
cycles per second is much used; frequencies of 30, 50, 125 and 
133 cycles per second are also employetl. The number of poles 
used varies from 4 to 80, the larger machines usually having the 
greater number of poles. 


170. Revolving Field Alternators. —An inspection of Fig. 73 
will make it clear that insofar as frequency, cutting lines of force, 
and generating e.m.f. are concerned, it makes no difference 
whether the armature is revolved or the field is revolved; hence, 
the coils and poles might be interchanged jis regards position, 
and the field revolved. When this done, as is frequently the case, 
the stationary part carrying the coils in which the e.m.f. is 
induced is called the stator, and the i*evolving part, which carries 
the magnets, is called the rotor. 
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171. Two- and Three-Phase Alternators. —Referring to Fig. 
74, the full line represents the c.m.f. curve for a single-phase 
alternator, such as has just been described. Instead of letting 
the base line ac represent the time for completing one cycle, sup¬ 
pose it to represent one circle, or 300®; then the point 6, midway 
between a and c, will be 180®, and ah represents a semicircle; 
the point a', midway between a. and h, will be 00®, and aa' repre¬ 
sents a quadrant. P>ery cycle may b(‘ represented by a circle 
of 360®. In the case of a bipolar machine a coil in going through 
one cycle goes through a circle of 300®, from the north polo, say. 



to the south polo and back to (he north i)ol(' again. In the case 
of an 8 pole machine as in Fig. 75, th(' coil goes from one north 
polo passing a south pole and to th(‘ jH'xt north pole in com¬ 
pleting one cycle. Now for conv(‘ni(‘nce in figuring, the an? 
from the center line of on<* j)ol(‘ to that of th(‘ next like pole is 
considered to l)e divid(*d into 360 <‘(|ual spaces and to eliminate 
confusion th(‘S(? spac<'s are call(‘(l electrical degrees. In a bi¬ 
polar machine it is readily schmj that, an elect rical degree is equal 
to a circular d(‘gn‘e. In a four-i)ol(‘ machiru' an (‘l(»ctri(?al (higret? 
is only 1 2 circular d('gr(*(*, in a six-poh machiiu' and so on. 
Hereafter difference of phase will lx? expr(\ss(?d in ele(?trical 
degrees. 

Now suppose that th(» coils on the armature of an alternator 
were so connected that they formed two s(?ts, the coils of (‘ach 
set being connected in series, and each s(?t supjilying its own cir¬ 
cuit in the lino. This may b(? done by pla(?ing the s(M?ond set 
midway between the first set. The result of this is that the cy(?le 
for the e.rn.f. curve (shown dotted) of the s(‘cond set. Fig. 74, 
starts at a' instead of a, the e.rn.f. being 0 when the e.ni.f. of the 
first set is a maximum; 90® farther, and the c.m.f. of the secorul 
set will be a maximum, while for t he first set it is 0; etc. In other 
words, there are two different phases, and the? s(?cond set (or, 
rather, the e.rn.f. of that set) is said to be 90° out of phase with 
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the first set; the phase of the second set being 90° behind the 
first set, since its cycle begins 90° after the first cycle. 

172. One form of connection for a two phase alternator is 
shown in Fig. 75. There are 8 poles and two sets of coils, 4 in 
each set. There are also 4 slip rings. Note that the coils B 
are so placed that their center lines are 90° ahead of the center- 
lines of the coils A. Coils A are connected in series, and their 
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terminals are connected to the two inner slip rings by the con¬ 
ductors c' and c". The coils B are also connected in series, and 
their terminals are connected to the two outer slip rings by the 
conductors Ci and In reality, the slip rings are all of the same 
diameter, different sizes of circles Ixjing used here to separate the 
rings. It should be noted also that each pair of slip rings serves 
its own circuit. 

178. In the three-phase alternator, the phases are 120° apart, 
the second being 120° behind the first, and the third being 120° 
behind the second and 240° behind the first. The e.m.f. curve 
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for this arrangement is shown in Fig. 76. Here 3 cycles are 
shown for curve A, the first phase; curve B represents the second 
phase and starts 120° after A ; curve C represents the third 
phase and starts 240° after A, the distances ab = be — cd repre¬ 
senting 360°. The number of slip rings may be 6, 4, or 3. When 
6 slip rings are used, each phase su})plies its own external circuit. 
When 4 slip rings are used, three wires lead to the external cir¬ 
cuits, and all have a (common return win*. Wh(*n 3 slip rings are 
used, one end of eac^h phase (set of (‘oils) is joiiu'd to a common 
connection, and the oth(*r ends an* joined to the three rings; 
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or, the phases are connected to form a closed (ai caiit, the slip rings 
being attached (,o tlu* points where the pha.s(*s join. Both methods 
of connecting when 3 slip rings are used give tin* same* output in 
watts, but the forin(*r method giv(*s a higlua* voltage, while the 
latter rnetliod gives a higher (airr(*nt. 

The thn*e-phas(* alt(‘rnator is tlu* type of polyphase* generator 
most used in ])ractice, polyphase in(*aning mon* than one phase, 
and the three-slip-ring typo is the one almost universally used 
in three-phase alternators. 


ALTERNATING CURRENT MOTORS 

174. Alternating current motors may lx* divid(‘d into two 
general classe's: synchr()?ious inolors and ifidncfioti tnotors. 

The word synchronous means at tlu^ saim^ time, that, is, simul¬ 
taneous, and has ref(*rence in this conn(*(^tion to the fact that the 
motor must run in phases with the currcuit that is supplied to it; 
in other words, the alternations of both must b(* (‘(}ual and 
simultan(X)us. 

176. Synchronous Motors. —Synchronous motors may be 
operated on either a single-phase or a polyphase systfun, but the 
field must be excit(*d i^y a separate direct-curr(*nt from some 
source. If a single-i)hase motor be connected to a single-phase 
alternator, the motor will not start up and run, because the cur- 
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rent in its armature is rapidly alternating in direction; this tends 
to make the armature turn first one way and then the other, and 
it does not get starteil from rest. If, however, some means 
are employed for starting and bringing the armature up to speed, 
then the motor will operate, provided the armature is supplied 
with the proper alternating-current voltage of correct frequency, 
and its field is sui)plied with the proper direct-current voltage. 
A polyphase motor, however, will start and run up to synchron¬ 
ism, wh(‘n th(' armatun* is supplicnl with alternating current of the 
prop(*r voltage, frecpiency, and number of phases and its field is 
supplied with the proper direct curnuit. 

176. Disadvantages of Synchronous Motor. —The principal 
disadvantage of the synchronous motor is that its speed is not 
adjustable, since it depends upon the gemerator frequency and 
not upon any variation in tin* cMu.f., as in the case of d.c. motors. 
In other words, the motor must run in synchronism with its 
supply current, which means that the motor speed must be that 
which it would have if running as an alte^rnator and supplying 
current of the same frequency. Hence, variations in the speed 
of the motor depend upon varialions in the speed of the alter¬ 
nator that supplies the current. Another disadvantage is that a 
synchronous motor must be stipplied with both alternating c\ir- 
rent and direct current, the first for the armature and the second 
for the field; in many cases, this is not only inconvenient but 
also expensive. The start ing process is more complicated than 
with other forms of motors, whether run with alternating or direct 
current. The syiudironous motor, however, is very valuable in 
cases where a constant speed motor can or must be used. 

177. Speed and Direction of Rotation. —The speed of a syn¬ 
chronous motor may be found by the formula 


in which N == revolutions per minute of armature, F = fre¬ 
quency, and p = number of poles. Thus, if the frequency is 

120 X 30 

30 cycles per second and the number of poles is 8, iY = -g- 

= 450 r.p.m. Observe that the formula is the same as formula 
(3), Art. 169. Consequently, if a motor have the same number 
of poles as the alternator that supplies its current, the speed of 
both will be the same. 
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A synchronous motor will run in cither direction; but the 
direction in which it actually turns will be that in which it 
revolves when started by its auxiliary motor. If a synchronous 
motor be started by simply allowing current to flow throup;h its 
armature, the direction in which it revolves will depend upon the 
way in which the terminals of the armature coils are connected 
to the external circuit. 

178. Induction Motors. —The induction motor works on the 
principle of mutual induction, which was explained in Art. 
127. SiH'h motors are generally operated on two-phase or 
three-phase circuits, but may l)(‘op<M-at(‘<lon single-phase circuits. 

Induction motors always consist of a stationary part, called 
the stator, and a rotating part, calhnl the rotor. 'Fhe current 
is usually led to the stator, the (‘oils on which form the field, and 
which are also calhnl the primary; th(‘ rot.or consists of the iron 
core and conductors, whicdi are also (\‘ill(‘d th(‘ secondary. The 
names primary and secondary hav(^ tlu^ sanu^ nu'aning as in Art. 
127. Eitlier the primary or the secondary may revolve, but they 
may always be distinguished by the fac^t that the pi'iinary is the 
part that rec^eives the current. Th(' usual arrangement is for 
the secondary to rotate, and this will bo assumed to bo the case 
in what follows. 

179. It will help in understanding the action of Jin induction 
motor by considering vvliat will hapi)en to a direct-current motor 
under the following conditions. Suppose t he motor to hjive, say, 
four poles, and that the field has Ix'cn excited and a current sent 
through the brushes in the usual maninu'; thc^ arnuiture will 
rotate, and the gr(*ater the load on the motor tlu^ gr(\‘iter must 1x3 
the current strength through the hruslu's. It will Ixi noted that 
in this case the armatur(3 is caus(‘d to rotate by th(3 r(‘a(;tion 
between the magmitism of the field and the whorls s(‘t up by the 
current through the conductors of the armature and roanxed 
through the bru.shes. Now suppose Unit the brushes be dis¬ 
connected and that the entire outside sui'fac(‘ of lhf‘ commutator 
be enclosed by a copper ring, with whi(;h it forms close contact; 
this connects together the ends of all the armatuni (ronductors, 
short-circuiting them, and making (‘ach coil a closed ciremit. 
If the armature be fixed, so it cannot rotate, and the field be 
revolved about it, the linos of forcjo from the field pol(3-pieces 
will be cut by the conductors on the armature, and an e.m.f. will 
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be set up in the armature coils; and since the coils are all short- 
circuited (connected in parallel with the copper ring on the arma¬ 
ture), a heavy current will be set up in them, which current will 
react on the field, producing a heavy drag on the armature. If 
the armature were not fixed, this drag would cause it to turn, 
following the field. The armature, however, cannot turn at the 
same rate as the field, for if it did, the armature coils and field 
coils would l)oth be turning at the same number of revolutions 
per minute, and no lines of force would be cut; hence, the arma¬ 
ture must always turn slower than the field. The difference in 
the relative speeds of the armature and field is called the slip, 
which is usually expressed as a per cent. Thus, suppose the 
speed of the field is 480 r.p.m., speed of armature is 460 r.p.m.; 

20 

then, 480 — 460 = 20, and = -04^^^ = 43^^%, the slip. 



180. Much the same effect can be produced by a stationary 
field and a two-phase or three-phase alternating current. For 
instance, suppose an arrangement similar to that in Fig. 77, 
in which P is a stationary field having 8 pole-pieces, wound so as 
to make two phases of 4 poles each. Poles 1, 3, 5, and 7 belong 
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to one phase and 2, 4, 6, and 8 to the other phase, the second being 
90° out of phase with the first. If, now, an alternating two- 
phase current, one phase being 90° ahead of the other, be sent 
through the field coils, the e.in.f. in the coils will rise and fall in 
exactly the same manner as it was generated in the alternator. 
Thus, it will rise in the coils of poles 1, 3, 5, and 7 until it reaches 
its maximum value; then as it falls in the coils of the odd num¬ 
bered poles, it rises in the coils of the even-numbered poles, the 
result being practically the same as though a direct current were 
sent through the field coils and the fields were revolved. The 
effect is mu(4i the same as in the case of a moving electric sign, 
whore a light ahead goes on as the one b(»hind goes out, producing 
an appearance of movement, as of a snake; there is no movement, 
but there appears to be one. Opposite the poles of tlie field are 
the poles of the armature, the eruls of the (^oils being joined at. a 
and tt', thus making each coil a (closed circuit. The rise and fall 
of the e.m.f. in the field coils (the primary) induces a current 
in the armature coils (the secondary) in exactly t he same manner 
as described in Art. 127, and as the magnet ism goes from one s(it 
of poles to the other, it drags the armature (rotor) after it with a 
turning force, called the torque, that is proportional to the slip; 
the gn^ater the p(,‘rcen1ag<‘ of slip the gn^aUu* the toniue. The 
resistance of the (‘ondin^tors of the rotor is so small that the cur¬ 
rent is vory heavy, with the result that the percentag(i of slip 
is quite small, varying from about 1% at no loa<l to about 5% 
or 6% at full load on the motor, and being greater for small 
motors than for large ones. 

181. The rise and fall of the e.m.f. in the field coils, in the above 
case, may Ik* represented graphically in the same manner as in 
Fig, 74. Whiles the fi(*ld is stationary, the effect is the sann^ as 
though the field n^volved, as in Art. 179; hence, this apparent 
movement is called the revolving field. The speed of rotation 
of the revolving field is tlu* same as that of an alternator of the 
same number of poles that produces a like current. Therefore, 
it is customary to consider this revolving fi(*ld as producing lines 
of force that are cut by the rotor conductors, thus generating 
an e.m.f. in them. In reality, however, the current in the rotor 
conductors is caused by mutual ind\iction. 

182. Induction rnotois are not usually made in accordance 
with the arrangement described in connect! ion with Fig. 77. 
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Instead of polc-pieces projecting out from the inner surface of 
the stator, slots are (uit in the stator, and the coils are placed in 
the slots, as shown at (a), Fig. 78. Further, each pole is usually 



Fia. 78. 


subdivided into 2, 3, or 4 parts. For example, if the poles of a 
6-pole, 3-phase motor were subdivided into three equal parts, 
there would be 3 X 6 = 18 pole spaces, and the number of slots 
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would be 3 X 18 =54. Oue method of connecting the windings 
is shown in (6). Although the poles here appear to overlap one 
another, they really do not, on account of the difference in phase. 

The rotor is show'n at (c). The conductors c are usually 
heavy copper bars of rectangular cross-section; placed in slots 
in the rotor core. The ends of the bars are fastened to the copper 
rings r, thus short-circuiting the conductors and connecting them 
all in parallel. On account of its resemblance to a squirrel cage, 
a motor having this kind of a rotor is called a squirrel-cage motor. 

The rotor of an induction motor may be a wound rotor, 
especially where it is desirable to obtain small variations in 
speed or where a high starting torque is desired combined with 
a low starting current. The windings must be well insulated. 
When bars are used in the rotor of the squirrel-(\*ige motor, they 
should be very well insulated or very well grounded. The 
practice is not to insulate, but ground them well. 

183. On account of the comparatively large sizti of the copper 
conductors of the rotor, the resistance is very small, thus making 
the current very heavy. This current is (a)ntined to the con¬ 
ductors, moving in a short, closed (drcuit, and produces |)owerful 
magnetic effects, with the consequence that a small pc^rcentage 
of slip will result in a strong torque, thus enabling th(^ motor to 
pick up a heavy load. It is to be noted that th(*r(j are no slip 
rings aiul no commutator, and that the motor if ])oly[)has(^ is 
self starting. A single phase induction motor is not sc^lt starting. 

The induction motor is essentially a constant sp(*(*d motor, and 
is not adapted to us(^ where variable sp(M‘ds an* ([(‘sin'd. In 
some forms of these motors, variations in si)e(‘d may !>(* s<*(;ured 
by inserting a variable secondary resistam^t^, but th(i variations 
in such cases should be moderate. 

One of the many advantages of the induction motor is that it 
does not require any direct-current supply; it is operated (uitirely 
on alternating current. This greatly simplifies its use in mills, 
and it makes possible the use of small individual motors in placets 
where it would not be possible otherwise, on account of complica¬ 
tions and expense. 

The power factor (Art. 192) of the current taken by an induc¬ 
tion motor is low when operated at less than full load and in¬ 
creases as the capacity of the motor is approached. It is lowei 
for small than for large motors of the same speed, and is lower 
for slow speed than for high speed motors of the same (capacity. 
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Polyphase alternators and motors have the great advantage 
that they are w(?ll adapted to use on high voltage circuits; this 
is largely due to the absence of a commutator. Alternating- 
current motors are made that will operate on voltages as high 
as 13,200 volts, though the more usual voltages are 220, 440, 
550, 2200, and 6600. 

184. Single-Phase Motors. —Without going into details, it 
may be stat(jd that a direct-current series motor will run if used 
on one phase of an alternating-current circuit; but if intended to 
run on an alternating-current circuit, the construction is some¬ 
what different, to gain in efficiency and in operation. The 
series a.c. motor is used for the same purpose as the d.c. series 
motor—railways, cranes, hoists, etc. 

In small sizes, scries motors are often made so as to operate 
about eciually well on either a.c. or d.c. circuits, and are then 
called universal motors; such motors are used for driving small 
fans, electric drills, etc. 

Whiles the single-phase synchronous motor is not self-starting, 
the alternating-current single-phase series motor is s(4f-starting. 
Special forms of induction motors are manufactured that are 
self-starting and operate on single-phase circuits, with constant 
speed characteristics that arc similar to the polyphase induction 
motor and the direct-current shunt motor; but these motors are 
used only where it is not easy to obtain polyphase current, and 
their construction usually involves commutators or somewhat 
com])li(rated mechanism in the rotor, which often makes them 
undesirable for general use. 


TRANSFORMERS 

186. Object of Transformer. —It has already been shown that 
when power is transmitted at a low voltage, the voltage drop and 
power loss arc considerable, unless the wires (conductors) are 
very large and, hence, expensive. (See Art. 70.) Direct cur¬ 
rent dynamos are usually not made for voltages higher than 600 
volts, but alternatora can be built for voltages as high as 13,000 
volts, and even this is not high enough for transmitting large 
amounts of power long distances. For this reason, a device is 
employed to raise the voltage for transmission and to lower it 
for use. Devices of this kind are called transformers. When a 
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transformer is used to increase the voltage it is called a step-up 
transformer and when used to decrease the voltage it is called a 

step-down transformer. 

With a step-up transformer, the voltage may bo increased to as 
high as 220,000 volts, but the more usual voltages for powc'i* 
transmission are 22,000, ()G,(X)0, or 110,000 volts. At the point, 
where the current is to be used, these an* st('])i)e(l down to 110, 
220, 550, etc., volts. Similarly, transformers are often used to 
step down from, say, 550 volts (which is suitable for the motors 
in a mill) to 110 volts (which is suitable for the lamps), thus 
using the same source of power for both motors and lights. 

It is to bo noted that (assuming t.luu-e an' no loss('s) tlu' t rails- 
former does not alter the power of the curri'iit. Thus, by I ormula 
(2), Art. 47, P = IE; hence, if E is increased, I is decreasi'd 
in the same proportion. For instance, if the dynamo giuu'rates 
20 amperes at 1000 volts, and the transformi'i* steps this ui) 
to 20,000 volts, the voltage has lieeii iiuai'asi'd 20,000 1000 - 

20 times, the stn'iigth of the (uirrent has lu'en reduced 20 tim(*s 
and is 20 -r- 20 = 1 ampere, and th(^ jiower in both (^avS(‘S is 
p = IE = 20 X 1000 = 20,000 X 1 = 20,000 watts = 20 k.w. 

186, Principle of the Transformer. —Tlu^ t ransfornu^r ai^ts 
on the jirinciple of mutual induction, explain'd in Art. 127. 
Referring to I'ig. 79, let A 


be the primary coil and B 
the secondary coil, f' lieing 
an iron cor(\ If an alter¬ 
nating current be sent 
through the primary, the 
increase and decreasi^ in 
its e.m.f. will induce a 




current in the secondary; 


Vir,. 7\i. 


and if the secondary bo 

made of the same size of wire of the same numlM'r of turns as t he 
primary, the voltage will be the same in both, as may lie as¬ 
certained by connecting a voltmeter to tin' tijrininals ot thcj 
secondary; and the curnmt in both will alsi; bo th(^ same. Now 
assume that there is no loss of power in the transtormatiou, 
then, if the number of turns in the secondary b(^ doulih^l, the 
resistance will be doubled, and by Ohm’s law, the current will 
be halved. But, since the power docs not change, if the current 
is halved, E must be doubled, in order to keep the power con- 
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slant. Consequently, the ratio of the voltages in the primary 
and secondary must equal the ratio of the number of turns in 
them. For example, if the primary have 200 turns, the secondary 
1200 turns, and the voltage of the current supplying the primary 
be 110, the voltage of the secondary will be 660 volts, because 

1200 ~ from which E = 660 volts = voltage in secondary. 

Evidently, a transformer cannot be used on a direct-current 
circuit, since there would then be no variation in the e.m.f. of 
the i)rimary and no current could then be induced in the 
secondary. 

187. Diagram of Step-down Transformer.—Fig. 80 represents 
in diagrammatic form a transformer that steps a current of 2200 



volts down to 110 volt«, for use on a lamp circuit. The number 
of turns in the primary coil .4 will be 20 times the number in the 
secondary R, because 2200 110 = 20. The iron core abed 

is made in one piece, as shown. The current from the alternator 
enters the primary at terminal and leaves at terminal 
The external circuit is connected to the two terminals of the 
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secondary in the manner shown. It will be observed that 
the circuit taking the current is not electrically connected to the 
supply circuit, the current in the external circuit supplying the 
lamps and motor being an induced current. 

188. A perspective view of a transformer of the shell type is 
shown in Fig. 81. The iron core C is made up of a large number 
of sheet-iron punchings. The 
primary coil is made in two 
parts, connected in scries, as 
indicated by the wire s; and the 
secondary coil, also made in 
two parts, is placed between 
the parts P' and P" of the 
primary. The terminals of the 
primary are indicated by and 

The terminals of the 
secondary S' arc a and b, and of 
the secondary S" are c and d; 
consequently, the two secjondary 
coils may .be connec.ted in series or multiples, as (U^sired. 

189. Efficiency of Transformers. —Tlu^ transformer is one of 
the simplest and cheapest of ele(d.ri(*al devic(‘s, chiediy because^ 
there arc no moving parts. As a conse(|U('nce, th(*r(^ ar(i no 
losses due to friction, but there ani otlaa* losses, (a)mi)aratively 

small, which cause tlu^ efficaeiuty to be 
less than 100 ixu* (xuit., as in ('very 
case of transformation of (aangy, 
though no usef\d work is done. Small 
transformers have a loW(‘r effici(*n(;y 
than large on('s; the efhcriency of a 
small transformer may b(^ as high as 
.95 , or 95 jx'r cent., and of a large oiu^, 
as high as 99 per camt. 

When tlie transformer is well made 
and the coils are firopculy insulated 
from each other, ii requires pra(di(ailly 
no attention; simply an inspection once or twice a year. 

190. Autotransformers. —What is called an autotransformer 
uses only a single coil; it is shown diagrammatically in Fig. 82 
and operates on the following principle: The coil S encloses 
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an iron core, which forms a complete magnetic (iron) circuit. 
The current from the alternator enters the coil at the terminal V 
and loaves at One wire of the secondary is connected at 
and the ot her at some point between the two terminals of the 
coil. If the di "crcncc in voltage between and be E and 
between /'and^'" be E\ and if n = the number of turns in the 
coil and n' = the number of turns between t' and then 
E ': E = n' : from which, 

A" 

n 

For example, if E = 600 volts, n = 240 turns, and n' = 60 

turns, E* = volts = voltage in the secondary 

(iirc.uit. The voltage in the secondary is here that in the 
primary; hence, the current in the secondary is 4 times that in 
the f)rimary. 

Th(^ principle use of the autotransformcr is for starting alter¬ 
nating current motors, where a low voltage is required to start 
and wliile running up to speed; it is for this reason that they are 
also ealh'd starting compensators. The chief advantage of auto- 
transforiTKM-s is their cheapness and small size. They are not 
adaj)! ed to \ise on power and lighting circuits, because the second¬ 
ary and jiriinary have direct electrical connection; and since 
the volt age of the primary is very much higher in s\ich ceases than 
the volt age of the secondary, it would be dangerous to have the 
secondary (arcaiit in connection with the primary. 


POWER FACTOR 

191. Real and Apparent Power of Alternating Current. —As 

has been shown in Art. 131 and Fig. 60, the e.m.f. of an alter¬ 
nating current starts at 0, increases to a maximum in one direc¬ 
tion, decreases to 0, then increases to a maximum in the other 
(opposite) direction, and falls to 0 again, this sequence being 
repeated over and over again. It has also been shown that the 
strength of the current in a closed circuit depends upon the 
applied e.m.f., the greater the e.m.f. the greater the current, 
other conditions remaining the same. Consequently, as the 
voltage increases in value in one direction, the current also in¬ 
creases in the same direction; when the voltage decreases, the 
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current decreases, and when the voltage (e.iii.f.) is reversed aiul 
increases in the opposite direction, the current likewise reverses 
and increases in that direction. Therefore, if the resistance is 
constant, the current is proportional to the e.in.f,, and the rise 
and fall of the current may be indicatetl l)y means of a curve 
that will be exactly similar in outline to the curve of e.m.f. in 
Fig. 60. If the only opposition to the flow of current in the' (cir¬ 
cuit is the resistance, the e.m.f. and the current will both reacli 
the maximum value at the same ^ 

or JE» 

instant, and they will both de¬ 
crease and become 0 at the same 
instant. In such case, the e.m.f. 
and the current will be running 
along together, so to speak, and an^ 
then said to be in phase. 


(a) 


9<f 

.A 




0 >) 



<«) 

Fig. k;i. 


This condition may be indi(\at(‘.d o 
graphically as in Fig. <S3 (a), when^ 
the horizontal line OK n^pn^sc'ut.s 
the number of volts to any (uin- 
venient scale. ]^)r examide, if (h(‘ 
scale is 100 volts == 1 inch, then if 
OE is to represent 220 volts, its 
length must be 220 100 = 2.2 

in. The current may be laid off 
in the same manner, and for the same instant, on the same line. 
For example, if the curn^nt is 16 amperes and a s(;ale of 16 
amp. = 11n.be selected, lay off 01 — ir> —* 16 =- 1 in. At 
this instant them, OK represents the e m.f. (220 volts) and 01 
represents the current (16 amperes). 

If there is any inductance in the circuit and an e.in.f. is applied 
to it, the current will not immediately reach its full vaha? of / 
E 

= an appreciable time elaps(*s bdon^ this value is attained. 


Hence, when an alternating-current (Mu.f. is applied to a dreuit 
containing indindance, the current will not readi its maximum 
value until after the e.m.f. has done so; the current is tluni .said 
to lag behind the e.m.f. The time reipuiid for the (Mu.f. to 
complete the curve (Fig. 60) from 0 to the maximum in one 
direction and back to 0, then to the maximum in the otluir diresv 
tion and back to 0 is considered as 360®; from 0 to a maximum 
in either direction is I'i X 360® = 90®. (yonsecpiently, if the 
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current does not reach its maximum until the voltage has de¬ 
creased to zero, the current lags 90°, and no power can be trans¬ 
mitted. This effect is shown graphically in Fig. 83(6). Here 
OE is a horizontal line representing the e.m.f. and 01 is a line 
at right angles to it representing the current. If the current 
reaches a maximum when the e.m.f. is half way between its 
maximum and 0, the line 07, which represents the current, will 
then make an angle of 45° with OE, as shown in Fig. 83(c), and 
the current is said to lag 45°. In such case, the effective power 
called the real power, will not be that due to the current 07, but 
that represented by the projection of 07 on OE, represented in 
the figure by 07'. The power resulting from the current repre¬ 


sented by 07 is called the apparent power. 


The ratio 


07' 

07 


real power _ 

apparent power 


f is called the power factor. In (a), Fig. 83, 


07 


07' = 07, and the power facdor is / = = 1 


100 %; in 


(b), or = 0, and / = ^ = 0; in (c), 01' = X 01 = 

707 -I- V 07 

.707 + X 07, and / - ^-= .707+ =70.7 %. 


192. The Power Factor. —In alternating currents, that part of 
the total current which is in phase with (in the same direction as) 
the e.m.f. is the only part that will perform useful work in con¬ 
junction with the voltage; this is the reason why the component 
parallel to the e.m.f. is called the real power. In (a), Fig. 83, 
it is evident that 100% of the current is in phase with the voltage 
(e.m.f.); hence, in this case, the useful current is 100 % of the 
total current, and the real powder equals the apparent power. In 
(6), it is evident that there can be no part of the current in phase 
with the voltage, the useful current is 0% of the total current, 
and the real power is 0. For any lag between 0° and 90°, let 
6 = angle of lag; then, by trigonometry, 07' in Fig. 83(c) is 
determined by the equation 07' = 07 X cos and the power 
factor is equal to 


/ = 


07 X cos B 
07 


= cos 6 


If the angle of lag is 30°, / = cos 30° = = .866+; if 

the angle of lag is 45°,/ = ^^\/2 = .707+; and if the angle of 
lag « 60°,/ « cos 60° = = .5. In lig. 83(6), 6 = 90°, cos 
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90° = 0, and / = 0; in Fig. 83(rt), 0 = 0°, cos 0° = 1 and / = 
1. In the foregoing expressions, cos is the abbreviation for 
cosine. 

The power factor is usually expressed as a percentage, in 
which case, a power factor of, say, 05% means that the angle of 
lag is one whose cosine is .65, which corresponds to an angle of 
about 49° 28'. 

Equation (2), Art. 47, ^ = AT, holds only for direct currents 
or for alternating currents whose power factors are 100 per cent. 
The real power (useful power) of an alternating current circuit 
is expressed by 

P = FIcosO ^ fhl (1) 

This formula is true only for single-phase circuits. In a two- 
phase circuit, the real power is not equal lo twice the power of 
either phase, but ‘\/2 = 1.414+ times the real power of one 
phase; that is, 

P = \/2A7cos e - 1.414/A.r (2) 

For a three-phase cirtniit, the real power is expressed l)y 
P = V3A7(;os e = 1.732/A7 (3) 

Example. —What is the real power of, the usofiil powiM- delivered liy, a 
single-pliase generator, if the c.iii.f. is 2200 volts, tin* current is 3(K) amperes, 
and the power factor is (a) 80%, (h) (»0%, and (r) 100%? 

Solution. —Applying formula (1), 

(a) P = .80 X 2200 X 300 = .528000 watts = .528 k.w. An^. 

(b) P = .00 X 2200 X 300 - 30()000 watts == 30() k.w. d/w. 

(c) P = 1.00 X 2200 X 300 = 0(i00(K) watts - 000 k.w. Ans. 

Thus, it is seen that with a power factor of 100%, the real pow(?r delivered 

by the generator is 000 k.w., but when the power factor is 00%, the real 
power delivered by the generator is only 300 k.w. 


BUYING ELECTRIC POWER 

193. The Time Element.—When buying elnctrical energy, 
it is just as neccs.sary to sjx^cify a ibTinite quantity tis when buying 
coal, gasoline, or any other eonunodity. If, for example, one 
should attempt to buy a kilowatt of i)ower at a central station, 
it would be impossible to tell the cost until the length of time 
that it was to be used had been stated. Power is a relative term; 
hence, the time element is always considered in the sale of elec¬ 
tric power, and the kilowatt-hour (k.w.h.) is generally the unit 
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employed in making out the charges, except where large amounts 
are used. 

194. Cost per Kilowatt-Hour. —The common price for elec¬ 
tric energy used for lighting and other household purposes is 
10 cents per k.w.h. It may be higher for some steam-power 
plants and less for some water-power plants. When used in con¬ 
siderable (luantities for power purposes, the charge may be 1 
or 2 (;ents per k.w.h. The wide difference in the two prices is 
duo to the fact that lights are used, as a rule, for only a few hours 
during the day; but the electric company must nevertheless keep 
its apparatus ready and running at all times to supply the current 
when wanted. Thus a lighting load on an electric light plant 
generally means considerable idle apparatus for the greater part 
of the day. This, of course, is expensive, and hence, electricity 
for house lighting must be charged for at a higher rate than when 
used continuously between definite hours for power purposes. 

196. Cost of Lighting. —Suppose a room in a mill requires 
9G0 c.p. (candlepowor); if 60 carbon lamps of 16 c.p. each bo 
used, each lamp will reepure about 31^ watts per (*andlcpower, or 
3.125 X 16 = 50 watts for eaclx lamp, and the total watts for 960 
candlepow('r will be 50 X 60 = 3000 watts. If the lamps are 
burned 10 hours each day and the price eliarged for the curnuit is 
2 cents per k.w.h., the cost per day will be no? X10X2 
= 60 cents. For a year of 365 days, the cost will be 365 X 0.60 
= *219.00. 

If 12 80-candlcpower tungsten lamps are used, each lamp will 
take about 1 watt per c.j)., and the number of watts required will 
bo 960, or .96 k.w. At 2 cents per k.w.h. and 10 hours per day, 
the cost ]ier day will be .96 X 10 X 2 = 19.2 cents; the cost per 
year will be 365 X 19.2 = 7008 cents = $70.08 and the saving 
over the carbon lamps will be $219.00 — $7008 = $148.92. 

196. Cost of Operating a Motor. —Suppose that it is found 
that a certain pulp grinder uses 500 horsepower; what will be the 
cost of operating it by an electric motor? Since 746 watts 
== 1 horsepower, 500 horsepower = 746 X 500 = 373,000 watts 
= 373 k.w. If the motor has an efficiency of 90%, the input to 
the motor must be 373 .90 = 415 k.w., nearly. If the power 

charge is 1 cent per k.w.h. and the motor is operated 24 hours 
per day, the cost per day will be 415 X 24 X 1 = 9960 cents 
= $99.60 per day. 
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197. Block Power. —These methods of calculating the cost of 
electric power are employed when rather small amounts of power 
are used. Whenever large amounts of power are required, to be 
used throughout the year, it is customary to sell the power in 
blocksj as it is termed, the unit being the horsepower-year. Tor 
instance, suppose a mill requires an available maximum of 
2000 horsepower; it might arrange with an electric company to 
pay, say, $25.00 per h.p. per year; the bill would then be $50,0(X) 
per year, since 2000 X 25 = $50,000. The mill would have to 
pay this amount, whether the 2000 h.p. were used all tiie time or 
whether, as is usually the case, the 2000 h.p. were used only a 
part of the time or even not at all. Sui)pose that the average 
amount of power used all the time throughout the year were 1000 
h.p.; this would cost $50,000, as per (N)ntract. Bui/ at 1 cent 
p(U’ k.w.h., assuming the mill to run 300 days per year and 24 
hours per day, th(^ cost would bo 1000 X .740 X 24 X 300 X .01 
= $53,712, or $3,712 more. 

If th(j av(*rage horstq^ower us(h 1 throughout, the yc'ar Wfu*e 
1500, the cost at 1 c(mt per k.w.h. would b(‘ 1500 X .740 X 24 
X 300 X .01 = $80,508, and the saving would tluui 1)0 $30,508. 

198. The Fixed-and-Meter Rate. —Anottua’ method of buying 

power is by what is called a fixed-and-meter-rate contract,. 
The fixed rate is, say, $9 per h.p.-yr., and is dc^signed to covc^r the 
investment charges on the pow^c'r h(4d in reserves for the custoriKU’; 
this fixed rate is applied either to tlu^ m:iximum demand or to 
the connected load ((combined rating of motors, lamps, <4,c.); 
the former is generally b(4ter for tla^ customer, since most 
plants have more motor capacity than th(>y actually re(|uire. 
If, therefore, the maximum deman<l in the example of the last 
article w^re, say, 2000 h.p., the fixed chargi^ would be $9 X 2000 
= $18,000 i)cr year. The motor rat(‘ is (l(‘signed to cf)V(ir the 
generating expenses of the power company; for hydro-eI(*(dric 
power, this is about 0.7 <^cnts per k.w'.h. This may again be 
modified by using a sliding .scale, the rate decTcasing as (consump¬ 
tion of power increase's. If the average load is 1000 h.p., the 
pow'er used would be at the rate of 1000 .740 X 24 X 300 

= 5,371,200 k.w.h. per year, or5371200 4- 12 == 447,600k.w.h. per 
month. The meter rate might be, say, 1 cent per k.w.h. for 
the first 100,000 k.w\h. per month, 0.6 cent for the second 100,000 
k.w.h., and 0.3 cent for any amount above 200,000 k.w.h. per 
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month. Under these conditions, the cost of power in the above 
case would be 

Fixed charge, $18,000 -f- 12 = $1500.00 per month 

100,000 k.w.h. at 1 cent = 1000.00 per month 

100,000 k.w.h. at 0.6 cent = 600.00 per month 

247.600 k.w.h. at 0.3 cent = 742.80 per month 

447.600 Total = $3842.80 per month 

The total cost under these conditions is $3,842.80 per month, or 
$46,113.60 per year, asaving of 53,712.00 — 46,113.60 =$7,598.40 
per year over the fiat rate of 1 cent, but 50,000 — 46,113.60 
=* $3886.40 less per year than under the block power rate, for 
the conditions mentioned. 

If an average of 1500 horsepower were used throughout the 
year, the average meter rate per month would be 671,400 k.w.h 
Then, 

Fixed charge $1500.00 per month 

100,000 k.w.h. at 1 cent = 1000.00 p(^r month 

100,000 k.w.h. at 0.6 cent = 600.00 per month 

471.400 k.w.h. at 0.3 cent = 1414.20 per month 

671.400 Total = $4514.20 per month 

The total cost per month would then be $4514.20, or $54,170.40 
per year, which is $4170.40 more than under the block power 
rate. 

If the average horsepower used throughout the year is about 
1240, the cost by either method will be the same; if less than this, 
the fixed-and-meter rate will give a lower total cost, but if greater 
than this, the block-power rate will give a lower total cost. 


EXAMPLES 

1. A 4-pole dynamo armature has 100 conductor segments (50 coils) 

and makes 2000 r.p.m., the cross section of each polo piece is 120 sq. in. 
and the average flux density 26,000 lines of force per sq. in. What e.m.f. 
will be generated? Ans. 200 volts. 

2. Referring to example 1, what will be the strength of the current in 
amperes if the resistance of the circuit (internal and external) is 120 ohms? 

Ans. 1?3 amps. 

3. What is the speed of a 0-polo .synchronous motor on a 60-cycle circuit? 

4n«. 1200 r.p.m. 
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4. An alternator generates current at 550 volts, which is to be trans¬ 

mitted at 22,000 volts and used on a motor designed for 440 volts. What must 
be the ratio of turns in primary and secondary coils in (a) the step-up trans¬ 
former? (6) in the step-down transformer? / (a) 1:40. 

\ (6)1:50. 

5. ^Vllowing for Sundays and holidays, a mill requiring 2000 h.p. on 
full load but taking an average day load of 1500 h.p. is operated 300 
days per year. In addition, 30 h.p. is used all the time (365 days) for lights, 
fans, etc., and 150 h.p. is required in the finishing room, which runs only 8 
hours a day. What will be the yearly rate at It^ cents per k.w.h. for 
power actually used, and (6) at block power rates, 2000 h.p., at ?40 per h.p. 
per year? (c) How much is saved per year by the cheapest method of buying? 

[ (a) $127,821 13. 

A ns. j (6) $80,000. 

i (c) $47,821.13. 
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EXAMINATION QUESTIONS 

(1) When a conductor carrying; a curnuit cuts magnetic linos 
of force, (a) what happens? (b) What is the effect prndu(‘ed by 
increasing the velocity of the (‘ondm tor? (c) What effecd. is 
produced by increasing the strength of the h(‘ld? 

(2) What changes must be made in an al((‘rnatf)r to make it 
deliver a direct current? 

(3) Referring to Question 2, how can th(» (‘urrent he made prac¬ 
tically continuous, that is, without pulsations? 

(4) What (a) is th(^ field of a motor or g(‘n(‘rator? (/>) What 
is meant by the term rcvolvinij field? 

(5) What part does the fi(4d play in the o])eration (a) of a 
dynamo or alternator? (6) of a motor? 

(()) What effect would be produced on the e.m.f. g(*n(‘rated by 
a dynamo if, instead of soft iron for ])oi(‘ ])i<‘c(‘s, an iron much 
less permeable to th(‘ lines of fonu' wen^ uscal? 

(7) A paper machine is driven by several motors, all of which 
run continuously, except that on th(» windc'r. Winm th(‘ winder 
is started, what will be tlie c4Tc‘ct on th»' sjx'i'd of th(‘ machine* if 
the generator thiit sui)pli<‘s tin* current to all thi^ motors is (a) 
shunt wound? (b) compound wound? 

(8) What is meant by an induced curr(»nt? i^lxplain fully 
and state in what ways a current may be induc(*d. 

(9) A wire carrying a current is laid in a g(m(*ral (*ast and w(*st 
direction; a compass is placixl over Ihc^ wire and there is no de¬ 
flection. (a) Which way is the current flowing? (b) Why is 
there no deflection? (c) If th(» wire w(‘re ; irned clockwise, so 
as to point north and south, what effect would this produce* on 
the compass needle? 

(10) (a) What is the rheostat and for what is it used? (b) 
What becomes of the current that flows through it? 
fZ 
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(11) It is desired to measure the resistance of a certain coil. 

An ammeter connected in series with the coil registers 12.525 
amperes, and at the same instant, a voltmeter connected in 
parallel with it registers 107.64 volts; what is the resistance of 
the coil? Ans, 8.594 ohms. 

(12) A Wheatstone bridge of the kind illustrated in Fig. 47, 
is used to measure a resistance. The 100-ohm plug is inserted 
between a and 6, the 1000-ohm plug between a and c, and the 
following plugs are out in the adjustable arm: 2, 5, 20, 50, 100, 
200, and 500. What is the unknown resistan(‘e? 

Ann. 8052.5— ohms. 

(13) If an 8-pole alternator have a frequency of 133 cycles per 

second, how many revolutions per minute must the armature 
make? Am. 1995 r.p.m. 

(14) What is the real ])ower of a thnn'-phase alternator that 
delivers 125 amperes at 660 volts, if the pow(‘r factor is 70%? 

100 k.w. 

(15) The maximum consumption of power by a mill when 

everything is operated at full load is 2500 k.w. Th(^ average 
consumption throughout the year, based on 300 days of 24 hours 
each, is 1650 k.w. The block power rate is $35 per horsepower 
per year; the fixed and meter rate is $10 pc^r horsepower per 
year, and 1.2 cents p('r k.w.h. for the first 100,000 k.w.h. per 
month, 0.9 cent for the se(!ond 100,000 k.w.h., and 0.45 crent for 
all additional power, Undc^r these conditions, (a) which rate 
will be the cheap('r? (b) If th(» cheaper rate is selectcal, what 
will be the saving in one year? Ans. (5) $15,920.19. 
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ELEMENTS OF CHEMISTRY 

By T. L. CROSSLEY, F.C.I.C 

(PART I) 

CHEMICAL REACTIONS 

INTRODUCTION 

1. Necessity for a Knowledge of Chemistry.—A knowledge of 
the leading principles of cheniistry is of great valium in connection 
with any of the applied arts; it is partieulaily A'aluablc to the 
maker of paper or pulp. In these* days of eh^se* (‘onipcitition and 
high costs, the chemist is an important pcMsonage* in any paper 
mill, and his work is much more valuable and (dlicient if his 
fellow workmen understand enough of tlu* sul>j(*et to cooptu'ato 
with him. By analyzing and t('sting the mafcuials purchased, 
he can advise regarding the best methods for employing them and 
the correct amounts to use. By applying this same proc^edure 
to the samples before purchasing, h(^ can advise regarding their 
quality, the amounts to be purchased, 1h(* probal)l(? efTocts that 
will result from their use, etc. This, with tlu^ intc'lligent coopera¬ 
tion of each workman will produce not only a more uniform 
quality of the product but it will also gieat ly n‘ducr(? the cxpf'nse 
of operation and the exp(*nse of purchasing supplies. When 
trouble occurs that is not due to d<‘fects in machinery or to 
manual operations, the cause an<I th(^ rf‘medy can usually be 
determined by the chemist; it may be determined in some other 
way—by experience, for example, or by prolongc'd investigation 
and reasoning—but wit h the aid of a chemist, the cause wall usually 
be more quickly located and the difficulty »'^ niedied more easily, 
thus saving time and money. 

It should not be inferred from the foregoing that a chemist is 
an absolute necessity to a pulp or paper mill; but if a mill is to 
produce a uniform product at the lowest margin of costs, it must 
{3 1 
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employ a chemist, whether a regular employe of the mill or not. 
A man can make a steam engine without the aid of working 
drawings and without designing (calculating the strength and 
sizes of) the various parts, but he would be foolish to do so; and 
another man who made his engine from well executed drawings, 
with each part carefully dcisigned, would soon triumph in compe¬ 
tition. Similarly, a paper mill that employs a chemist will turn 
out a more uniform product at lower cost than one that does not. 

2. Object of This Section.- —The object of this work is not to 
make chemists ])ut to give some practical ideas as to how chemis¬ 
try <!an be applied to pulp-mill and paper-mill conditions, and 
to indii^ate and explain its foundation principles. With a knowl¬ 
edge of thesci principles, the millman will find it much easier to 
understand the '^why^' of some of the things he does, and he will 
b^' better able to prevemt, trouble, to detect it, and to suggest and 
apply nunedies, all of which make him more efficient and valuable 
and makes hia work much more inter(\sting. 


CHEMICAL COMPOUNDS AND EXPERIMENTS 

3. Physical and Chemical Properties of Matter. —In Physiesy 
it was explained that matter is believed to be (composed of 
extremely small particles called molecules; molecules, in turn, 
are believed to be (composed of still smaller partic^les called atoms. 
Roughly speaking, physics may be regarded as covering the 
principal changes that take place without changing the identity 
of a body. For example, if h'ad l)e luxated to a temperature 
sufficient!}^ high, it will medt and become a licpiid, but it is still 
lead. If the temperature be still further increased, the body 
becomes a vapor (gas), but it is still lead. These (changes are all 
physical changes, because* the molecules have not been altered— 
only the distaiu^o between them has been change<l. 

Again, if ordinary table* salt be dissolved in water, the distance 
between the molecules of salt is increased, and the salt molecules 
and water mol(*cule.s are so blended that no difference in the 
liquid can be distinguished by the eye or with a microscope. A 
difference in taste, however, will be perceived, unk^ss the anxount 
of the water is very great compared with that of the salt. That 
the salt is still there, and unaltered, no matter what the propor¬ 
tions of the water and salt, may be proved by prolonged heating 
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of the water, which causes the water to vaporize (evaporate) and 
pass off, leaving the wsalt behind; wluui the salt has been thor¬ 
oughly dried, it will be found to be exactly the same in every 
respect as it was before it was placed in the water, and there will 
be no change in weight or volume. In both of these examples, 
the changes undergone by the two bodies were physical changes. 

4. Those peculiar characteristic's that belong to and distin¬ 
guish bodies one from another are called properties. In the case of 
salt two properties have been noted: (1) it dissolves in vvater, and 
(2) it has a peculiar and characteristic taste. Other characteris¬ 
tics or properties that may be immtioiH'd are its color, white, 
its density or specific weight, the east' with which it may be 
powdered (pulverized), its degrc'c* of hardru'ss, (‘tc. Ad the prop¬ 
erties of salt so far mentioiual an* physical proper! i(\s. Some' of 
them are common to white* sand, but not (ill of thean. If two 
bodies are compared and an* found to have* e'xactly the same prop¬ 
erties they are said to be* olil'e; eathe'r might be* v part of the* e)th(*r 
or both might be a part e>f seune* third bexly. Hut if one* be)ely 
differs from the* othe*r in one* e)r me>n' of its proper!i(‘s, the* two 
bodie's are different. (V)nse‘epie*ntly, then, a boely or substance 
may be ielentified by its propertie*s. 

What arc called chemical changes e)ccur when alt.eratiors are 
made in the medecules of boe]i(*s. Thus, as will pre'sently bo 
,she)wn, water may bo de*ce)?npose'd into two gase*.s-oxygen anel 
hydrogen—and salt may be* d(*e'e)m}>e)se'el into a se;lid, .se)elium, anel 
a gas, chlorine. In be^th these case*s of <l(*e-o?nposit,ion, the me)le'- 
cule.s of the original boelie^s have* be‘e*n cliange*d, a matter whic,h 
will 1)0 eliscusse'd fully later. The important pe)int h(*ro is that 
bodies possess both e*hemical anel physie\‘il pn)i)eatie\s; and it is 
the provine-c of chemistry to finel, ele*scribe*, (classify, anel m(*asuro 
the eliffcrent chemical and some e)f the physical prope^rtie*s of 
bodies. Knowing these, boelies can 1)0 ielentified, and the manner 
in which they act on other be)elie\s eran bo preelicteel. 

6. The word analysis is eleriveel from two Ore^ek worels that 
mean to loosen up; it means to te*ar apart -tnei investigate. To 
analyze a watch, for example, it would first be* taken apart, all 
the wheels, bearings, si)rings, etc. examine*d, and their reflations 
to one another noted; this would bo a physical analysis, and it Is 
similar to what the chemist does, but in a eliffe;rent way and using 
different tools. His object is to find and classify the different 
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properties of bodies, note how they react on each other, and 
particularly whether they can unite or be decomposed so as to 
form new substances. When two substances A and B unite to 
form one or more new substances possessing different properties 
from cither A or B, the process is (iallcd a chemical reaction or, 
simply, a reaction. Thus, hydrogen and oxygen may be made 
to unite to form water, a substance that has very different proper¬ 
ties from either hydrogen or oxygen. No other substances than 
hydrogen and oxygen can be made to unite and form water; simi¬ 
larly, no sulxstances other than sodium and chlorine can be made 
to unite and form salt, l^ivideiitly, then, the reactions of bodies 
are extrenu'ly important in connection with any chemical anal 3 "sis, 
since if two bodies give the same reactions they are identical, 
chemically speaking. An unknown body, therefore, may be 
identified by its reactions. 

A body may frecpiently be klentified by a physical analysis. 
Most beater men can tell alum from soda ash by combining sight 
and taste. If a substance looked like alum and tasted like alum, 
and was lying around in more or less of a movss in or near the 
beater room, they could, by combining observation, taste, and 
reason, be practically certain it was alum; but they would not bo 
able to determine in this manner the quality, /.c., the degree of 
purity, which would have to be reserved for a chemical analysis. 

6. Elements and Compoimds. — Any substance that cannot be 
decomposed into two or more other substances is called an 
elementary substance, or an element. Four elements have been 
mentioned so far—hydrogen, oxygen, sodium, and chlorine; 
three of these are gases and the other, sodium, is a solid at 
ordinary temperatures and i)rossures. Another well-known 
element is mercury (sometimes called quicksilver), which is a 
liquid under ordinary conditions. None of these sul)stances, 
elements, have ever been decomposed into other substances. If 
a substance is composed of two or more elementary substances, 
that is, if it can be decomposed into two or more elementary 
substances, it is called a compound substance, a chemical com¬ 
pound, or a compound. Two compounds have been mentioned— 
water and salt. As the total number of elements so far recog¬ 
nized is only 83, and some of these are exceedingly rare, it follows 
that most substances are compounds, the number of which is 
practically limitless. An important substance that is not a 
chemical compound is the atmosphere (air), which is a mixture 
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consisting principally of nitrogen (a gaseous element) and oxygen, 
but also containes several other elements (gases) in very minute 
quantities, and a small proportion of water vapor and carbon 
dioxide (a gas), which is a compound of carbon (a solid element) 
and oxygen. 

7. In order to identify a substance—to determine whether it 
is an element, a compound, or a mixture, and if either of the 
latter two, the nature and proportions of its elements—a series 
of operations is performed that is d(\signated by the word 
experiment. When an experiment has been succ(\ssfiilly per¬ 
formed, the various st('ps, operations, pn'caiitions, etc. are noted 
so it may be repeated in exactly th(‘ sam(‘ manner. If the* same 
results are invariably ol)tained und(U‘ the same conditions, 
then the experiment may be re]i(Hl on as a st(‘p in th(^ analysis: 
in fact, every chemical analysis may be regarded as an experi¬ 
ment or the result of several experiments. 


CHEMICAL EXPERIMENTS 

8. Precautions to be Observed. —'Flu' experiments herein 
described may or may not lx* p<‘rform(Ml by th(‘ student, a(?(*.ord- 
ing to whether or not he has the ne<x\ssary af)paratus, (?h(‘mi(*als, 
and facilities; but, in any case, Ikj should n'ad the descriptions 
very carefully, paying particular attention to the illustrations. 
This will greatly assist him in understanding the subj(*ct. If he 
perform any of the experiments, the following hints will he of 
value to him; 

(1) You will not always got tho rosulfs rallcMi for on tlni firHt Jittoinpt. 
Don't let this discourage you; try again. 

(2) Pierced rubber stoppers are much superior to bored cork; it is diflicult 
even for a practiced han<l to make tight connections with corks. 

(3) Rubber, either in ttibes or stoppers, d<H*s not slij) readily over dry 
glass tubes; wet the glas.s tube a little. Do not put hand avor the end of 
glass tube to push it into a hede, and don’t bend the tube when pushing. 
Broken glass makes a bad cut. 

(4) Glass tubes can be readily broken, with a j.'oraJ srpiare break, if first 
nicked by rubbing the edge of a .sharp file acro.s.s the tube at light angles to 
the axis. Hold firmly, with the end.s of the thumbs touching and with 
thumbs behind the scratch, and push the thumbs forward. 

(5) The sharp edges of the glas.s tubes should be held just inside the flame 
of a Bunsen burner or of a spirit lamp, to round them oft a little. 1 his will 
make a great difference in fitting and will prevent cut hands. 
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(6) Glass tubing may boat be bent in the luminous flame of an old-style 
fish-tail gas burner. At first, the cool glass causes a condensation of the 
carbon in the flame (blackens the tubing), which forms a covering for the 
part to be bent and distributes the heat, resulting in neat, well-curved 
bends. If the hot non-luminous flame (Bunsen burner) be used, the bend is 
generally flat or creased, and such bends usually break when the apparatus 
is put togfither. In any case, the glass should be well softened before 
bending. 

(7) Use small quantities of reagents at first; a large dose may reverse the 
reaction and spoil the experiment. 

(8) If you do not gcd. n;sults, irash up and begin again; don’t me.ss with 
things. Be sure* tliat all test tubes, etc. are dean l)efore using. 

(9) Don’t try to boil tlu^ contents of a t(‘st tube that is more than half 
full; otluTwise it is liable to boil over. 

(10) When heating liquids in test tubes, try to heat them uniformly; 
don't heat only on the bottom, but warm up from the top down, reversing 
freciuently. When the bottom oidy is heated, there is a tendency for the 
contents to shoot out wh(*n the vapor is formi'd rapidly. Hold the mouth 
of the tube away from you, and be sure it is not aimed at any one else. 

(11) If not successful, try again; but do not change more than one condi¬ 
tion at a time. 

(12) When diluting acids, alivaya pour the acid slowly into the water; 
this precaution is particularly necessary when diluting sulphuric acid. 

9. Analysis of Water. —To tear apart tlui inolo(^ulos of water 
in order to find out what is inside thcuii and how they will then 
act, in other words, to docioinpose water, is not easy, but it may 
be done with the aid of an electric current. A special apparatus 
called a voltameter (because it may be used to measure the 
quantity of a current) is used, as described and explained in the 
following experiment. 

Expeiiimknt 1. -The apparatus consists of a U-shapod glass tube, to 
which is united a somewhat longer tube C, p'ig. 1; the apparatus is so placed 
on a stand that the three arms A , /f, and C will be vertical. The upper ends 
of A and B may be clos(*d by means of stop cocks a, while the upper end of 
C is bulb or funnel-shaped. As water is a very bad conductor of electricity, 
a little sulphuric acid, say 1 part acid to 20 parts of water, is added to some 
water, which then becomes a good conductor and is called a dilute solution of 
sulphuric acid, or the water may be said to be acidulated. The cocks a are 
opened and the solution is poured into the funnel D, filling the tubes (arms) 
A and B and driving out the air through the openings b. As soon as the 
solution appears at fo, the cocks are closed, but the solution is poured in until 
the funnel 1) is partly full. Note that the level in D is higher than in A or 
B; consequently, there is a specific pressure on top of the liquid in A and B 
equal to the difference of level multiplied by the weight of a cubic unit of 
the solution. Near the bottom of A and B are placed platinum plates c' 
and c'Vwhich are connected to wires passing through the tubes and leading 
to the cell or a battery of cells E, The current flows from the + plug d' 
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through the wire to the positive plate c\ the anode, through the solution to 
the negative plate c", the cathode, and then back through the wire to the — 
plug. Shortly after closing the circuit, tiny huliblcs will be seen rising from 
both plates; these bubbles are gas, which comes from the solution ami collects 
in the top of the tubes .1 and li; but, oddly enough, there is twice as much 
gas in tube /?, which contains the 
negative plate, as in tube /t, which 
contains the positive plate, as 
indicated by the difTerence in 
level of the solution in the tubc*s. 

Now why is there twice as much 
gas in one tube as in the other? 

If the connections to the cell K 
arc reversed, so that the* wire 
leading from c" is attached to 
plug d' and the wire from r' is 
attached to plug plate c' will 
then be the negative plate and 
c" the positive plate. Opcaiinir 
the cocks «, letting the gases out, 
and filling the tubes as befon*, it 
will be found that when the (dr- 
cuit is closed twice as much gas 
collects in .1, which now contains 
the negative plate, as in B. It 
is evident, therefore, that the 
amount of gas in a tube depends 
upon which plate, tlu' jiositive or 
negative, is in it; but, why? A 
complete answer t<J this (|ues1inn 
cannot be given here, but a par¬ 
tial answer may be obtain(‘d by 
further experiment. 

In the first place, both 
gases are invisible; if allowed 
to go into the air, th(\v soon 
mingle with it and disap- [ 
pear, insofar as t hey can be 
used for experimental pur¬ 
poses. Suppose the cock in the tube containing the n(*gative 
plate be opened slightly; it will be found that the gas (the 
double-volume) coming out has no odor. It a lighted match be 
applied to it, there will be a light ‘‘pop'' and a tin}, faint, blue 
flame will be seen—a verv hot little flame, by the way- -which 
will become yellow shortly by action on th(* glass. If a cold sur¬ 
face be held near the flame for a moment, the surface will show 
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a dimness, such as occurs when breathing on a windowpane; and 
it can be shown that this dimness is due to the condensation 
of water on that surface. The double volume gas, then, has 
been shown to have the following properties: 

It is invisible 

, It is odorless 

Hydrogen 

It produces water when it burns. 

It is from this last property that it gets its name—hydrogen— 
derived from two Greek words ‘‘giving birth to water.It is 
formed in pulp mills that make bleach by passing an electric 
current through a solution of .salt and water. 

Examining the gas in the other tube that contains the positive 
plate, the single volume gas, open the cock slightly and let the 
gas out slowly as before. It has no odor. When a lighted 
splinter of wood is applied to it and withdrawn, there is no flame 
—it does not burn. But, curiously^ the splinter itself burns 
far more brilliantly. If the flame of the splinter be extinguished 
and the glowing end bo held in the glass, it will increase in bright¬ 
ness and perhaps burst into flame again. This gas is therefore 
said to support combustion; it has been shown to have the fol¬ 
lowing properties: 

It is invisible 
It is odorless 
It. cioos not burn 
It helps things to burn. 

The name of this gas is oxygen. It was formerly supposed that 
oxygen was essential to all acids, and it received the name from 
two Greek words meaning “giving birth to acids.^^ 

10. It will be remembered that the solution decomposed was 
not all water—20 parts being water and 1 part sulphuric acid. 
How then can it be determined whether the gases came from the 
water or the acid or both? One way to determine this is by 
varying the proportion of water and acid; within quite wide 
limits, it will be found that the ratio, 2:1, of the gases is constant, 
and the weights of equal quantities of the gases at the same tem¬ 
perature and pressure is also constant; that is, a liter of the oxygen 
always weighs a certain amount (1.429 grams at 0®C. and 760 
mm.) and a liter of hydrogen under the same conditions, called 
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standard conditions, always weighs .08987 grams regaidless of 
how much acid there is in the solution. Secondly, it can bo 
shown by proper weighing that the amount of acid in the solution 
at any stage of the process is unaltered; that is, if, say, 1 gram of 
the acid is dissolved in 20 grains of water, then after, say, one- 
half of the solution has been decomposed into its gases, there will 
still be 1 gram of the acid in the remainder of the solution. The 
gases, then, come from the water and not from the acid. 

11. This process of analyzing water (or any other substance by¬ 
passing an electric? current through it) is called electrolysis, 
which means ‘‘electro analysis.” The addition of the acid is 
necessary in order to make the water a good conductor of the 
electric current; whatever substance? a(‘complish('s this is called 
an electrolyte. 

From the analysis just made and from other oxpoririionts, the 
following facts may be recordcnl: 

Is a liquid at ordinary t(*mp(‘rature8 
It does not burn 
It does not help things to burn 
It bc'comes a solid at 0°(3. 

It beccmies a gas (steani) at I00°C. 

Is a gas at ordinary teinpcn-atures 
It burns 

It does not hedp things to i)urn 
It becomes a liciuid at —2r)2.7°C. 

It becomes a solid at—2o9°C. 

Is a gas at ordinary' temp(*rat,ures 
It does not burn 

It helps things to burn (suppoi ts combustion) 

It becomes a lupiid at— 1S2.9°(J. 

It becomes a solid at —23.o°('. 

12 . Having shown that water is (rouiposed of oxygen and 
hydrogen, it may be asked if these two gas(‘s, from v)hatever source 
derived, can be combined to form water, and if so, will the water 
so obtained be the same as the water that falls from tlu; clouds? 
To answer this question, get hydrogen and oxygen from some 
source other than water, and then sec if they can be combined to 
form water. Hydrogen may be obtained in many ways, one of 
which is described in the following experiment: 


Water 


Hydrogen 


Oxygen 
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Experiment 2. —Place a few grams of zinc turnings or clippings in the 
bottom of a test tube A, Fig. 2, and add aliout 10 c.c. (cubic centimeters) of 



Fio. 2. 


dilute sulphuric acid. If a brisk effervescence (a term used to 
describe the rapid liberation of a gas in the solution, as in 
soda water) does not occur, warm the tube slightly. When 
the gas is coining off freely, apply a lighted mateli to the mouth 
of the test tube; the first time this is done, there will probably 
be a sharp little report, due to the mixture of air and gas in 
the tube, but subsccpient firings will be quieter. When the 
gas burns slowly in the tube, put in the rubber stopper />, 
through which the glass tube T has been passed. Hydrogen is 
very light—the lightest substance known—hence, it may be 
collected in an inverted test tube Ji in the manner shown. 
Being lighter than air, it rises to the upper part of the inverted 
tube and pushes out (d is places) the air in the tube. In a 
minute or two, remove the test tube B, but keeping it vertical 
with the mouth down, and ignite it, light the gas coming 
from it. The gas is hydrogen, as may be proved by other 
tests; and if it is pure, unmixed with air it will burn slowly 
with a faint blue flame. 

Cauiinn: Don’t try to ignite the hydrogen coming out of 
the tube C] if there should be any air mixed with it, an ex¬ 
plosion might occur, and you would, in that case, find your 
apparatus destroyed and might be compelh'd to go to an 
oculist. If an explosion should occur, and some acid should 
get to your face and eyes, batlu* the spots with a solution of 
baking soda or even dilute ammonia. 

13. It can bo shown that the hydrogen comes, in 
this case, from the acid and not from th(^ water; at 
this stage, it will be necessary for you to take this 
statcunent on the word of the author. Having secured, 
in the manner described, as much hydrogen as is 
needed, the next step is to get some oxygen; but, 
instead of preparing it separately and mixing it with 
hydrogen—in wdiich case, the result would be merely 
a mixture and not a chemical compound—both gases 
are prepared in the same apparatus, but in different 
parts, and they unite to form water in the manner 
described in the following experiment: 

Experiment 3.—The apparatus consists of a flask C of 
about 300 c.c. capacity. Fig. 3, which has a wide mouth that is 
fitted with a rubber stopper pierced with two holes, through 
one of which is passed a long glass tube having a funnel- 
shaped end (called a thistle tube) and through the other hole 


passed a short bent tube, as shown. 


I'he tube D should go within about 


in. of the bottom. B is an 8-ounce, wide-mouthed bottle or jar, fitted 
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with a two-hole rubber stopper; tlirougli one hole, a bent glass tube is 
passed that extends nearly to the bottom of the jar, and through the other 
hole IS passed a bent glass tube, one eiui of which extends a short distance 
into the jar and the other end passes througli a rubber stopper, which fits 
one end of a straight, •'.(-inch, hard glass tube .1, 8 inches long, of special 
non-combustible, non-melting tubing, whieli is supported t)y a clamp. At 
the other end of .1 is a rubber stopper, through which pasw's another bent 
tube //, the open end of which is inserted into the test tube T. L is an 
alcohol lamp or Bunsen burner. E is a stand, which has an adjustable arm 
for supporting the jar E and lamp but this may be replaced with blocks 
of wood, (r is a piece of rubber tubing. 



Fit;. 

The materials used are zinc turnings or filings, dilute sulphuric acid, 
calcium chloride, and iron rust, the latti'r being a (duMiiical coinpound of iron 
and oxygen. The zinc is placinl in the flask (' and the sulphuric iicid solu¬ 
tion is poured into the funnel of the thistle tube J). As the hydrogen is 
generated, it mixes with the air in the fla.sk and passes out through the con¬ 
nection Q into jar Ji, tliencc into tube .1, and finally is dischargetl into the 
atmosphere through tube //. 'Flic gas mixture eannot jiass through the 
thistle tube, because the level of the solution is higher tlian the bottom of 
the tube and acts as a seal. After working a few minutes, all the air will 
have passed out of thi* fla'^k and only pure hydrogcTi will be diwdiarged 
through H. To determine when this hajipens, remove the test tube 7\ 
turn up the tube If^ collecting and testing the in tlie test tube as de¬ 
scribed in Experiment2. Do nut ignite the gas as ii eomes f*om tube//; a 
terrific explosion might take place; if the gas in the apparatus were still a 
mixture of hydrogen and air. When it bums (piietly in the test tube, place 
H and T in the position shown and light the lamp or burner b. The tube A 
should be inclined slightly and the iron rust placed in the middle of it, as 
shown, filling about one-third of the tube for about 3 inches of its length. 
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The jar B is filled nearly full with granules of calcium chloride, a substance 
that has a very decided liking for water, but has no affinity for hydrogen; 
hence, if the gas has any water vapor in it, it will be absorbed by the calcium 
chloride, and dry gas will enter the tube A. Heat the tube A slowly. The 
flame of the lamp L heats the nist to a sufficiently high temperature, so that 
as the hydrogen passes over it, oxygen combines with the hydrogen, and 
issues from the tube // as water, falling drop by drop. 

14. That oxygen has been obtained from the iron rust in the 
above experiment can be proved in various ways. In the first 
place, iron rust is not magnetic; but, after the water ceases to 
form, the residue in the tube A will be found to have all the 
properties of iron, including that of magnetism. Moreover, this 
residue will weigh much less than the original substance that was 
placed in the tube. The hydrogen comes from the acid, as in 
Experiment 2. The calcium chloride will be unaffected, un¬ 
changed in any way, except for what little water vapor it may 
have absorbed; it is a drying agent. That the product obtained 
is water may be proved by testing it. It looks like water, has 
the same density as water, tastes like distilled or rain water 
(practically tasteless), freezes at 0°C., and boils at 100°C., and 
is just like natural water in every respect; it is water. 

It may be here remarked that chemists use the metric system 
exclusively and generally use the centigrade thermometer for 
measuring temperature; they also generally use the gram calorie 
(small calorie) in heat measurements. This custom will be 
observed throughout this Section, unless English units are dis¬ 
tinctly specified. This will help the student also to understand 
other works on chemistry that he may study or consult. 

As the result of Experiment 1, it was shown that water is 
composed of two gases, hydrogen and oxygen; and as the result 
of Experiment 3, it was shown that these same two gases can 
be united to form water. It was also shown that a gas may be a 
constituent of a solid or liquid substance. Since the proper¬ 
ties of water are very different from either oxygen or hydrogen, 
it follows that water is a chemical compound of oxygen and 
hydrogen. 

16. Having shown how to prepare hydrogen separately, it 
now remains to be shown how oxygen may be obtained. One 
way is to use the same apparatus as in Experiment 2. 

Experiment 4. —Into a test tube put a mixture of manganese dioxide 
and potassium chlorate, one part of the former to two of the latter. Both 
these substances should be in the form of a powder; but if not available in 



§3 


CHEMICAL KEAC’TIONS 


13 


powdered form, they should be ground separately in a porcelain mortar, 
and thoroughly mixed. Be sure not to pound tlic potassium chlorate; rub 
it, since if pounded, it is likely to explode. The test tube should be filled 
to a depth of about 1 or 1^2 inches; then heat should be applied, using a 
spirit lamp or Bunsen burner, gently at first, and gradually increasing the 
intensity. After heating a short time, light a splinter of wood, let it burn 
long enough to leave a glowing end after blowing it out, and insert the glow¬ 
ing end in the tube. If the mixture has been sufficiently heated, oxygen 
will be coming off, the glowing end of the splinter will become brighter, and 
may even burst into flame. It will be not<‘d that while there is a flame 
present, and that it increases in intensity when placed in the oxygen, the 
oxygen itself does not burn—it simply supports combustion. 

16. The last experiment shows (hat oxygen does not burn and 
that it supports coinbiistion. To prove' that the ('xaet opposite 
is the case with hydrogen, perform the following experiment: 

Experiment 5.—Fill a wide-mouth bottle or cylindrical jar (a bottle 
such as olives come in will do) with hydrogen by disjilacing the air, as was 
done in Experiment 2. Keep th(^ bottle inverted and insert in it a small 
lighted candle (such as are u.sed on birthday cak(*s, for ('xamiile), and which 
can be held by bonding a wire around it. As the cai.-lle is brought to the 
mouth of the jar, the hydrogen catche.s fire and burns; on pushing the lighted 
end farther into the jar, the candle flame is extinguished; luit it is lighted 
again by the burning hydrogen when it is withdrawn with a slow movement. 
This shows conclusively that while hydrogen burns readily it does not sup¬ 
port combustion. Best results are obtaimsl with a n'asonably large jar, 
and the mouth should pr(‘ferably be not wider th.an about 1 inch. If the 
mouth is too wide, contact with air will be so great that the entire contents 
of the jar will burn up at once. 

17. It has now been proved that water is composed of two 
gases, and it is now desirable to ascertain the proportions of these 
gases in water. In Experiment 1, it was noted that the volume 
of the hydrogen was twice that of the oxygen, and it is required 
to ascertain whether this was accidental to that particular 
experiment or whether it is an invariable (-onsociuenco of the 
dissociation of water. The best way to ascertain th(* facts 
is to measure carefully c(3rtain amounts of the two gases, make 
them combine to form water, if pos.siblo, and note the relative 
amounts of gases used. This will give b(?tter results than to 
decompose the water, becau.se when this irudhod is used, c(3rtain 
factors not heretofore mentioned enter int' the problem, which 
complicate it very materially, if exact results are sought. Two 
experiments will now be made to show that hydrogen and oxygen 
unite in a definite proportion to form water. 

Experiment 6 . —The apparatus is shown in Fig. 4; it consists of a flask 
B, a two-hole rubber stopper through which passes a thistle tube D and a 
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short bent tube which is connected to a long straight tube //, bent at the 
other end, so that, when in the position shown, the end will point vertically 
upwards. A is a tank that is nearly filled with water; a movable bridge E 
extends across the tank below the water level, and has a small hole through 
it, through which the end of the tube // passes. A wide-mouth jar C is 
filled with water by placing it in the jKisition C’\ it is then revolved, as 
indicated by tlio arrow, to the position ('") keeping it in a v(*rtica] position, 
it is raised until th<j mouth is nearly even with the level of the water; keeping 
the mouth below the water level, the jar is placed on the bridge over the 
hole, HO that the end of the tube // will extend into the jar. The jar will 
remain filled with water indefinitely, the water being held up by atmospheric 



pressure. G is a piece of rubber tubing, to give flexibility to the tube U. 
I is an iron stand with an open top, to hold the flask and allow a spirit lamp 
or Bunsen buriior to be placed under it. A piece of }«-inch wire net, about 
4 inches square, should he placed between the flask and stand, to distribute 
the heat from the burner, as it is not advisable to allow the naked flame to 
touch the bottom of the flask, especially when generating the oxygen. The 
other materials required are aliout 100 grams of oxygen mixture (manganese 
dioxide and potassium chlorate, as in Experiment 4), al)out 25 grams of 
ainc, and about 150 c.c, of 1 to 1 sulphuric acid (1 part acid to 1 part water). 
This apparatus may be used for generating both the oxygen and the hydro¬ 
gen. But, bcf(»re generating the oxygen, be sure that the flask is drj’^, 
heating it, but not too hot, to evaporate and drive out any moisture that 
may be present. When generating the oxygen, do not use the thistle tube; 
plug the hole with a sealed glass tube or a glass rod. 

As the gas is generated in the fljisk, it discharges through tube H, rises in 
bubbles thmugh the water in jar C and displaces (pushes out) the water in 
the jar; this jar should preferably be a straight, cylindrical, transparent, 
glass cylinder, but in any case, the mouth should be as wide as possible. 
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Before allowing any gas to enter the jar, it should be tested for purity, as 
described in Experiments 2 and 4. 

To perform the experiment satisfactorily, three jars should be provided; 
these are to be marked with white chalk as follows: First jar is marked at 
points that will divide it into 3 equal parts; the second jar is similarly divided 
into 2 equal parts; the third jar, like the first, is divided into deipial parts. 
First generate the hydrogen, and when it is discharging pure, let it into the 
first jar until the water level in it has been lowi'red to llie first mark. SI.do 
the jar along the bridge and leave it there; the. water will stand at the same 
level indefinitely, i.c., the volume of the gas will remain unaltered ns long 
as the mouth of the jar stays at the same distance below the water level of 
the tank and the jar is kept vertical. The sivond jar is filled to the half¬ 
way mark, and is also placed to one si<le. 'Klui third jar is filled to the second 
mark, so it is two-thirds filled with hy<lrogen. 'I'he flask is now emptied, 
dried, and the oxygen mixture is placed in it. 'PIu* oxygen is generated, 
tested, and when it is found to be pure, it is <iischarged into tlie three jars 
until the wafer level is down to the botbmi marks. 'I'he first jar then con¬ 
tains one volume (one part by volume) of liydiog'm and two volumes of 
oxygen; that is, one-third of the contents (gas(‘ous) is hydrogen and two- 
thirds is oxygen. The second jar contains (Mpial vohina*s of both gases, 
one-half the contents being hydrogen and the oth(*r half oxygen. 'Fhe third 
jar contains two volumes of hydrogen and one of oxygem; that is, two-thirds 
of the contents are hydrogen and one-thivd is oxyg(‘n. 

It would be a<lvisable for you to take the writ(‘r’s word for this exporinuait 
or have it performed by some om* who has doin' it before; this will save time, 
and probably glassware and possibly eyebnnvs. In any (!as(‘, usi? small jars 
with wide mouths. 

The first jar is now removed from the wat<*r, first pla.eing a flat glass 
plate under the op(*n end, say a piece of wiinlow glass, th(* whole being 
lifted out. Holding the jar vertical ami inverb'd, place it over a lighted 
candle, and remove the glass plate. The gas in the' jar will ignite (juickly, 
but not explosively, rerform the same operation with th(^ second jar, and 
the mixed gases will burn sharply. Note that in both thes(^ eases, there is 
more than one part oxygen to two parts hydrogen in the mixture. When 
the thinl jar (which should be wrapped with a towel) is brought to the 
candle and the glass plate removed, there is a .sharp detonation, and the 
gases instantly vani.sh, indicating a perfect chemical union, neither gas 
being in excess to dilute th(‘ other. The result is water, and if it could be 
accurately weighed, it would be found to have the same weight as the mix¬ 
ture of the two gases. This indicates that the proportion of hydrogen and 
oxygen in water is two volumes of hyilrogen and one volume of oxygen. 
Under the same conditions of temperature and pressure, the proportions by 
weight will be 1 of hydrogen and 7.94 of oxygen, hh - 1 to S. Consequently, 
since there were two volumes of hydrogen and only one of oxygen, it is 
evident that the oxygen is about 2 X 8 = lb times as heavy as hydrogen 
(actually, 2 X 7.91 -- lo.SS times as heavy). These proportions mean that 
if any given volume of water be de(;om|K)sed into its ga.ses, one-third of the 
volume of the resulting mixture of ga.ses will be oxygen and two-thirds will 
be hydrogen. 
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18. As may be supposed, accurate results could scarcely be 
expected when using the apparatus as described in Experiment 6; 
and since it is necessary, when establishing a law by observation 
of facts ascertained by experiment to take every precaution 
to secure accuracy, particularly in measurements, an instrument 

called the eudiometer is used to per¬ 
form the foregoing experiment. 
This instrument is made in several 
forms, one of which is shown in 
Fig. 5; it is used in the following 
manner: 

Experiment 7.—The eudiometer con¬ 
sists of a U-shaped tube, the leg A being 
grarluated to read cubic centimeters and 
fitted with a stop cock D. The other 
leg H is a little longer than A and is 
open to the atmosphere. Mercury is 
poured into the open end until both tubes 
arc filled to the height of the stop cock, 
which is then closed; there is then no 
air in tube A. A certain amount of 
hydrogen is then admitted to tube A; 
this pushes down the mercury in A and 
causes it to rise in H. By opening cock 
C slightly, the mercury in Ji will dis¬ 
charge until, when it stands at the same 
level in both tubes, cock (’ is closed; the 
hydrogen in A will then be under atmos¬ 
pheric pressure, and its volume can be 
read on the graduated scale. O.xygen is 
then admitted to A, and the height of 
the mercury in the two tubes is balanced 
as before. Tube A then contains a 
mixture of hydrogen and oxygen under 
Fio. 6. atmospheric pressure, and the volume 

can be read on the scale. The amount 
of oxygen present is found by subtracting from the total volume the 
amount of hydrogen that was previously read off the scale. Thus, 
suppose the amount of hydrogen was 27.4 c.c. and the volume of the 
mixture was 42.7 c.c., the volume of the o.xygen would be 42.7 — 27.4 
« 15.3 o.c. At f?, near the top of tube A , are two platinum electrodes (plates), 
which are connected to the terminals of a high tension induction coil. On 
completing the circuit, a spark passes between the plates, igniting the hydro¬ 
gen, which immediately unites with the oxygen to form water. The amount 
of water so generated is so small that the space it occupies may be neglected 
in practice. The pressure of the atmosphere on top of B forces the mercury 
up tube Af to fill the space taken up by the gas mixture. If the volumes of 
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the gases were as given above, and 2 volumes of the hydrogen unite with one 
volume of oxygen, the amount of oxygen required for the combination is 
27.4 -r 2 = 13.7 c.c. Since there was present 15.3 c.c., there ought to be 
left after the combination 15.3 — 13.7 = l.b c.c. of o.\ygen, as shown by the 
scale, and this will be found to be the case. Had the amount of oxygen present 
been 13.7 c.c., the entire mixture of gases would have been converted into 
water, there would have been an explosion, and the mercury acting as a 
cushion, would prevent the shattering of the instrument. If the volume of 
the hydrogen is greater than two-thirds of the original gas mixture, some 
hydrogen will be left after the combination; and if it is less than two-thirds 
of the original volume of ga.s mixture, there will be some oxygen left; but 
when the hydrogen is exactly two-thirds of the original volume, the com¬ 
bination will be complete and there will be no excess of either gas. This 
always happens, and the experiment has been performed so often and by so 
many different men that this reaction is known to be an example of a natural 
law, which is called the Law of Definite Proportions. This is one of the 
fundamental laws of chemical science, and will be fully discussed later. 

19. The oiidiomctor may bo used to doinoiistrato another 
important law which is also one of the fundamental laws of 
chemistry, as in the following experimemt: 

Experiment 8. —Water is a gas (steam) at temperatures above lOlPC. 
and atmospheric pressure. As was previously stated, when two bodies 
combine chemically, the process is called a rea<;tion. Most chemical reac¬ 
tions result in the liberation of heat; thus, when a fire burns, there is a 
chemical reaction, the carbon of the wood uniting witli the oxygen of the air, 
and as everyone knows, there is a large amount of lu^it generated. During 
the reaction by which oxyg(.*n and hydrogen unitii to form water, a cornfiara- 
tively large amount of heat (large as compared with the weights of the 
gases) is liberated; this heats the water and changtis it into a gas (steam). 
If, therefore, the eudiometer he wrapped in some non-conducting inattTial, 
the temperature of tfie wat(T will be above H)0°(’., the water will be present 
in tube A as a gas, and another strange fact may be noted. Two volumes 
of hydrogen unite with one volume of oxygen to form steam; it \\ould be 
natural to expect th.'it there would be throe volumes of .steam after the 
reaction, assuming that the temperature of the ga.ses before the reaction was 
greater than 1()0°C. and the temperature of the steam has been redu(;ed to 
the same figure. The instrument automatically makes the i)r(?ssurc the 
same after the reaction. However, strangely enough, it will be found that 
there are only Itvo volumes of steam in.stead of three. For instan(;(i, if there 
were 10 c.c. of oxygen and 20 c.c. of hydrogen, there will be ordy 20 c.c. of 
steam, i.c., 30 c.c. of the gas mixture have become 20 c.c. of the compound 
gas. What has become of the other 10 c.c.? It has not escaped, because 
if weighed, it will be found that the steam weighs exactly the same as the 
gas mixture. Before this question can be answered, it will be necessary to 
inquire more closely into the structure of matter. 

20. Atoms and Molecules. —The word moleculesconies 
through the French and Latin, and means a little heap or a srnail 
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mass; the word “atom” comes through the Latin and Greek and 
means canH be cuty indivisible. The atom, then, is indivisible 
by chemical (or, of course, by physical) means, and is the small¬ 
est particle of matter that can enter into chemical combination; 
a collection of atoms, properly selected and arranged, makes up 
one or more molecules, a molecule being the smallest particle 
of matter that can exist as such and retain all its properties. 
It can be shown that a molecule of common table salt contains 
one atom of sodium and one atom of chlorine; a molecule of 
water contains two atoms of hydrogen and one atom of oxygen. 
Molecules are exceedingly small; their size is unknown, but it 
has been estimated that a cubic ccntimet(‘r of any gas at ordinary 
temperature and pressure contains 18 quintillion molecules 
= 18,000,000,000,000,000,000 = 18 X 10'« molecules, an almost 
inconceivable number; and an ordinary teaspoon holds less than 
3 C.C.! 

Atoms of elements do not usually exist as individuals; if there 
is no other kind of atoms handy, they form little partnerships 
among thernscdves—marry in the family, as it were,—and the 
firm is calked a molecule. A cubic centimeter of hydrogen, then, 
consists of a very large number of molecuk's of hydrogen, each 
consisting of two atoms of hydrogen. The same is true of oxygen 
and many other elements. 

21. Avogadro’s Law.—In 1811, the Italian scientist, Avogadro, 
formulated the following law, which has since been known by his 
name: 

Under the same conditions of tempernliire and pressurej equal 
volumes of all gases contain the same tmmber of molecules. 

This is one of the fundamental laws of chemistry; it applies to 
any substance in the gaseous state, whether it be an element 
(as hydrogen, oxygen, chlorine, etc.) or a compound (as carbon 
dioxide, acetylene, water vapor, etc.), and it virtually implies 
that all molecules are of the same size. Consideration of this 
law will show what happened w'hen the hydrogen and oxygen 
united to form water. Representing one hydrogen atom by 
H, one oxygen atom by O, and letting H 2 represent two hydrogen 
atoms, suppose there are three vessels, each containing 10 c.c. 
of gas at the same temperature and pres.sure, two of the vessels 
containing hydrogen and one oxygen, like this: |H| |H| |0|. 

These volumes of gas are not composed of atoms, but of mole¬ 
cules, like this: iHs! H 2 * lOr- The number of molecules in 
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each of the three vessels is the same, say each contains n 
molecules; then, there are molecules or 6n atoms in the 
three vessels. The molecule of water, however, contains 3 
atoms—2 of hydrogen and 1 of oxygen—and may be repre¬ 
sented by H 2 O; that is, two atoms of hydrogen unite with one 
atom of oxygen to form one moletuilo of water. Since there are 
only 2n atoms of oxygen, only 2n volumes of water can be formed 
from the 6n atoms of both gases, and the three original volumes, 
or 30 C.C., of the two gjises are reduced to two volumes, or 20 c.c., 
because, according to Avogadro’s law, equal voluimis contain the 
same number of molecules. Before coml)ination, there were 3n 
molecules and three? volumes; after combination, tht?re were 2n 
molecules and 2 volumes, which may be represented like this: 
SHsO] |H 2 ^. Although the volumes have been reduced from 
30 c.c. to 20 C.C., it is to be noted that the weight has not 
changed; the weight of the three volumes of gases jind of the 
two volumes of wat(u- vapor is the same. In other words, the 
d(?nsity has changed, hut not the imiss, which contains the same 
number of atoms in either cjise. 


PROPERTIES AND USES OF WATER 

22. Action of Water. —Quite a little has been stated so far 
regarding the chemical composition of water, but pra(;ti(?ally 
nothing has been given that relates to its properties, some of 
which will now be considered. 

As is well known, wat(?r is a great <lissolver of things. Any 
substance that will dissolve another is called a solvent; hence, 
water is a great solvent. So much so is this the case that when 
it is said or stated that a substance is soluble and no solvent is 
mentioned, it is understood at once that the substance (lan be 
dissolved in water; otherwise, the? name of the solvent must be 
mentioned. Thus, rubber is soluble in carbon disulphide; other 
substances are soluble in ether, alcohol, or glycerine, and may or 
may not be soluble in water. 

23. Some substances have such a liking for water that when 
exposed to the air, they will absorb moisture from the air and will 
gradually liquefy; such substances are said to be deliquescent 
(verj^ thirsty). There are some extreme cases, the compound 
calcium chloride, for example, which in moist weather actually 
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dissolves in the water it attracts to itself from the air. Ordinary 
table salt is moderately deliquescent, as may be proved by listen¬ 
ing to some of the nimarks that are made in boarding houses when 
an effort is made in the summer time to shake it out of the salt 
cellar; it absorbs moisture from the air, becomes sticky and soft, 
and will not shake out. Paper also has this property, which is 
partly due to the fibers and partly to the various substances used 
as size and filler; hence, paper should be stored in warehouses 
having well-regulated ventilation, which tends to reduce the 
amount of moisture in the air. Envelope makers, lithographers, 
printers, and binders experience trouble with paper that has been 
badly stored or which contains small quantities of dc'liquescent 
substances, ("alcium chloride has already been mentioned; some 
of this Hubstan(;e is formed when the fibers are bleached; some is 
formed when the rags are cooked with lime; and sometimes it is 
present in the river water used. For this reason, great care 
should be exercised in washing pulp, to remove all the foreign 
matter introdu(!ed in the course of manufacture, and the water 
should l)e treated to remove such foreign substances; otherwise, 
a sheet that left the maker, in fine dry weather, crisp and well 
finished, may reach the printer limp and “whiskery,on a 
stuffy, muggy day. Look out for deliqiK'scent substances; 
they bring forth the same kind of harvest as does the sowing 
of wild oats. 

Alum helps in cases of this kind, and some should be added to 
take care of this property in the half-stuff. First, wash the stock 
well to clear it of rc'sidues; second, ascertain the composition of 
the water used, so Jis to be able to calculate the amount of alum 
required. This matter will be discusseil in greater detail later. 
Compounds of calcium, of which bleaching powder is one, are 
commonly referred to as lime compounds. 

24. Bleaching powder is also a deliquescent substance; it 
should therefore l)c stored in a dry place or, as is usually the case 
now, be packed in tight iron drums. Sulphuric acid, frequently 
called oil of has an exaggerated thirst of this kind, amount¬ 

ing to a positive mania. A drop of this acid placed on paper very 
soon chars it, showing a black spot. Paper fibers of all kinds are 
made of the same com|x>und, cellulose, which Is composed of the 
elements carbon, hydrogen, and oxygen, the hydrogen and oxygen 
being present in the same proportions that they are in water. 
The thirsty vitriol works itself into a perfect frenzy, tosses the 
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carbon aside, assimilates the water produced, and then settles 
down to a little quieter destruction at its leisure. The carbon 
that is left behind is what causes the black spot. The writer 
recalls a case where a drop of dilute sulphuric acid was spilt on a 
page in a book; it wjis not removed, and worked there for years, 
eventually going clear through the book. 

25. The action of dilute sulphuric acid on cellulose is not so 
drastic as that of the strong (concentrated) acid; it seems only to 
break down the cellulose molecule in part, taking out some of the 
water, and leaving the remaining substance dry and powdery. 
Sulphuric acid does not evaporate', except at temperatures above 
that of the boiling point of water; but if dilutc'd, the water evapo¬ 
rates up to a certain point, when the chemical action l)egins. 
This process, that of taking out water from a substance, is called 
dehydrating. 

26. The opposite process can he applied to cellulose; that is, 
its molecule can be mad(^ to accommodate the elements of water, 
which can be done by kf'eping the cellulose in intimate contact 
with water, as in prolonged beating to [)roduc(* bonds and bank 
papers, and (when carried to extremes) gr('ase-proof and parch- 
mentized papers. See Art. 223. This (‘ffect can also bo secured 
by introducing moisture during cakmdcuing, \vh(*n the decorative 
mottled papers are i)r()duc('d, by forcing th(' water into intimate 
contact with th<^ celluloses under the pr(‘ssure of the cak'uder 
rolls. This process is known as hydration, or putting in water. 

27. A similar action takes place in the case of quicklime, which 
combines with water very vigorously: the action of tlur water 
elements in combining with the calcium and oxygen el(*ments of 
the lime molecuh^ is so energetic that there is often so much heat 
evolved as to cause the mass to boil. The chcmi(;al name of 
quicklime is calcium oxidcy the molecule consisting of oru' atom 
of calcium and one atom of oxygen. After the (combination with 
water, it l>e(comes calcium hydrate, also called calcium hydroxide, 
and is commonly known as slaked lime; the molecule then (con¬ 
tains one atom of calcium, 2 atoms of hydrogen, and 2 atoms of 
oxygen, one molecule of water having been added to one molecule 
of calcium oxide. 

28. A great many substances, especially vegetable substances, 
like cellulose, hold a certain amount of water, from 5 to 12 fx?r 
cent, varying according to origin and also according to atm os- 
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pheric conditions. This moisture is known as water of condition; 
it is also known as hygroscopic water. It may be noted that 
the terms hygroscopic and deliquescent are more or less appli¬ 
cable to the same property of matter. This water of condition 
is readily driven off by heating the substance to the temperature 
of the boiling point of water, though in some cases a higher tem¬ 
perature is required. Usually, when substances from which the 
water of condition has been expelled by heating are exposed to 
the air, they again take up the moisture lost in heating; whence 
the terms air dry and bone dry, the latter term being applied to 
substances that cannot be made to give up more water by further 
heating at 100°C. The arbitrary figure of 10 per cent is used for 
the moisture in air-dry wood pulp; that is, it is assumed that 100 
j:x)unds of air-dry pulp under ordinary atmospheric conditions 
contain 90 pounds of bone-dry pulp and 10 pounds of water. 
In the case of some substances, when the water of condition is 
driven out, it does not come back, or com(\s hack very slowly, 
on exposure to the air. 

China clay contains water of conclition to the extent of 10 to 
15 per cent, which can bo driven out only t)y heating the clay 
almost to redness. Clay which has been thus heated loses its 
power of suspension in water and is us(dcss as a paper filler. To 
find how much clay a paper contains, it is burned and the ash 
weighed and tested. But it must be remembered that the ash, 
which may contain other substances, does not contain the clay 
in its original form, the water of condition having been driven 
out; hence, the clay in the ash is only about 90 per cent of the 
clay in the paper. 

29. Plaster of Paris, also called gypsum, is another compound that 
is of interest and use because of the water it contains, which, in 
this case, is called water of crystallization or water of hydration. 
The chemical name for gypsum is calcium sulphate; it is usually 
found native in the form of crystals. The crystalline form of any 
substance is due to combination with water, which is not a part 
of the chemical compound propier, but is nevertheless essential 
to the formation of the crystals. The gyj^sum (or other sub¬ 
stance) and the water form a sort of loose compound called a 
hydrate. If the water of crystallization be driven off by heat, 
the substance loses its crystalline form and becomes amorphous 
(without form), and is said to be anhydrous, which means with^ 
out water. But if the anhydrous substance is again dissolved in 
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water, the solution formed differs in no respect from that ob¬ 
tained by dissolving the original hydrated crystals. When 
gypsum is heated not to exceed r27°C., it becomes amorphous 
and crumbles to a powder; on adding water to this powder, it 
‘^sets,” as it is termed, f.e., it re-crystallizes, taking back its 
water of crystallization. 

Water of crystallization is quite an important factor in the 
alums, which contain from 40 to 50 per cent; that is, 40 to 50 per 
cent of the weight of an alum is water of crystallization, and this 
must be taken into consideration when calculating the weight of 
an alum for a beater charge. 

30. One of the troubles of sulphur burning in the sulphite mill 
is the formation of sulphuric; acid along with the sulphur dioxide, 
and if water be present, this trouble is increased. Water is 
always present in the atmosphen;, parti(;ularly, in the summer 
time, when there is often as much as 15 gallons of water in the 
quantity of air used to burn a ton of sulphur. 

The trouble caused by the formation of sulphuric acid in the 
acid plant (sulphite mill) is therefore greater in hot, damp 
weather, when the air contains more; moisture. Sulphur and its 
compounds will be considered more fully lat(‘r, but it is alluded 
to here because the water acts jus a helper in the; reaction that 
causes the formation of the sulphuric acid. The wat(*r itself is 
not acted on chemically, but l)y its mere presence promotes the 
reaction, and without it theue would be no rejiction and no forma¬ 
tion of the a(;id. The water acds jis a catalyst, which means ^‘a 
loosening agent it is a word deriv(*d from the (ire(»k. Any 
agent that by its imu’c; pr(\sen(;e cause's a cluunical reaction with¬ 
out itself being acted u[)on is a catalyst, and the process of causing 
a reaction in this manner is called catalysis. 

Water acts as ji catalyst in the rusting of iron, which is the 
result of the comliination of iron with oxygen. Iron finds oxygen 
in the air, and will gradiudly rust in dry air, but the action is 
hastened by the pr('sence of moisture; therefore, machinery part« 
should be stored in dry, well-ventilated pla(!es, and should be 
protected from both air and water by wipioK them with a cheap 
mineral oil (or with grease) before storing them away. 

Water is the great accelerator of chemical activities. Sul¬ 
phuric acid, when pure and free from water, is shipped in iron 
drums, which are unaffected by the acid; but if a little water leaks 
in, chemical action takes place, with consequent disaster. 
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31. Uses of Water. —Two of the great uses of water are for 
power purposes and for steam generation; the chemist is con¬ 
cerned with these to a certain extent, because the water thus used 
is never quite pure. It is therefore fitting to discuss here the 
impurities of water used in industry and the effects they produce. 

In connection with water power, the impurities of ordinary 
water have very little effect. Sometimes waste watera from 
industrial plants contain corrosive material that attacks the 
metal of the penstock and wheels, or it may cause local pitting 
or leaks. If, for example, a water contained free sulphuric acid, 
even in very small quantities, and this water continually touched 
a placio where copper and iron were in contact with each other, 
there would be corrosion. 

32. When water is used in boilers for steam purposes, there is 
a wide field to be considered, which can only be discussed here in 
a general way. The impurities in such water come from three 
sources: 

a. The Air. —As the rain falls, it washes out the air and carries 
some of the air and impurities down with it. Oxygem is slightly 
soluble, and some of it is dissolv(‘d and carried down. The air 
contains a certain percentage of carbonic acid gas (carbon diox¬ 
ide), which is exhaled ])y plants and by men and animals, is 
produced by the action of l)acteria and oxygen in the decay of 
animal and vegetable matter, and is poured out of the chimneys 
of factories, locomotives, homes, etc. in immense quantities; 
this is more soluble than oxygen, and it is also carried down by 
rain. In some regions, sulphuric acid and sulphur compounds 
are present from coal smoke, together with small quantities of 
ammonia from decaying animal matter; these are soluble, and 
are also carried down. The air near the sea, even 40 or 50 miles 
from it, contains finely divided salt, whipped up from spray and 
carried by the wind; this likewise finds its way to lakes and 
streams. 

b. The Bed of the Stream. —Water of iteelf dissolves a 
great variety of substances, and when it contains free oxygen, 
carbonic acid gas, sulphuric acid, salt, and ammonia (all obtained 
from the air), it-s solvent power is greatly increased. As it flows 
through the soil and over the bed of its stream, it attacks the 
rocks over which it runs, and even slate and granite are slightly 
dissolved. In fact, all known minerals are to some extent (which 
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may be minute) soluble in water alone, but the presence of the 
impurities mentioned greatly increases its action. The oxygen 
combines with organic matter and produces more carbon dioxide 
(carbonic acid gas). The solution containing carbon dioxide 
has acid properties and dissolves limestone and slates. The 
sulphuric acid dissolves limestone and iron compounds, forming 
sulphates of lime and iron. The ammonia forms nitric acid with 
the oxygen, and the nitric acid acts on the other materials to form 
nitrates. 

The organic matter from decaying veg(^tation contributes a 
compound known as humus or humic acid. Some waters contain 
living matter—a form of very minut(' vegetable matter, called 
bacteria—that tends to form slime, one of the banes of a paper- 
maker’s life. There is also a peculiar organism that forms stringy 
masses in iron pipes, which sometimes entin'ly block the pipe. 

c. Trade Waste and Sewage. —The possible impurities hero 
are so varied and numerous as to precliuh' nnything like a fair 
list. Tanneries and dyeworks are sources that, give much troul>le 
to papermakers below them on the same stream; glu(» factories, 
slaughter-houses, flour mills, pulp and papcn* mills, all these con¬ 
tribute material especially favorable to th(‘ slime format ion, and, 
in the case of the first two, color effects or off-toiu's are given to 
white paper. Bacterial life and action is much in(treas(‘(l by 
organic impurities; pure water provides very litth^, if any, 
available food for such life. 

33. For use in steam boilers, water should be free from large 
amounts of organic matter, which causes foaming or [)riming, 
and from mineral salts, which, in some cases r(\sult in the forma¬ 
tion of ‘‘scale” inside the boiler and, in other cases, in pitting 
and corrosion. The scale forming compounds arri t hose usually 
found in “hard” water; these arc sulphates and carbonates of 
lime and magnesia. Water that contains fn^e carbonic! acid is 
able to dissolve a great deal more of limestone than i)urer water, 
but it is held only very lightly in combination—so lightly that 
heating the water breaks it down, liberating carbon dioxide, and 
carbonate of lime comes down as a sediment or mud. This 
sediment settles on the boiler plates, bakes, and forms a liard 
scale. 

34. Some Special Properties of Water. —Waters that contain 
carbonates of lime or magnesia or both arc called temporarily hard, 
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because by heating such water before it goes into the boiler, these 
impurities are separated from the water and fall down; they are 
thrown out of solution, and are said to be precipitated. When¬ 
ever a substance held in solution is thrown out of the solution, 
giving the solution the appearance of cloudiness or causing it to 
hold flakes of floc^culent matter, by the addition of another sub¬ 
stance or by heat, the substance thus thrown out of solution is 
called a precipitate, and the process of forming the precipitate is 
called precipitation. The substance that causes the precipitation 
is called the precipitant. 

Waters that (contain sulphates are said to be 'permanently hard^ 
because sulphates of lime and magnesia are not precipitated by 
preliminary heating; they must be dealt with in some other way. 
Sulphate of lime is less soluble in hot water than in cold water; 
cons(*quently, it is precipitated in the boiler as the solution 
be(!omes concentrated by continued distillation of the water. 

36. Waters sometimes contain alkaline material, such as soda, 
whi(di do(\s not form a cake; but if it bo prosemt in any notable 
quantity, it increases the surface tension of the water, which is 
them likely to foam, and be carried over in the steam, if used 
for boiler feed. 

When waters containing carbonates, sulphates, and chlorides 
of lime and magnesia come into contact with soap, the latter is 
broken down, and the lime and magnesia take the place of the 
soda in tlu* soap. The soda soaps are soluble in water, but the 
lime and magnesia soaps are not; hence, with hard waters, there 
is much loss of soap before a good lather can be worked up. 
Rosin size is a soap—a soda soap— and the lime and magnesia 
compounds in the wat(*r act upon it in the same w^ay as with any 
other soap. 

36. It is essential that water for drinking purpose be pure and 
clean, though clean clay and mud are not in themselves particu¬ 
larly harmful. The first fundamental of good drinking w^ater 
{potable water) is that it shall be free from disease germs; the 
second fundamental is that it be free from organic matter that 
would form food for disease germs; the third fundamental is that 
the source of drinking w^ater be protected from |X)llution in every 
possible way. Where well-controlled city water is available, it 
is far safer than wmter obtained from any local source. A badly 
polluted water may be clear and sparkling, while a perfectly safe 
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potable water may look a little cloudy, from the presence of a 
small amount of clay. Water, like some persons, should not be 
judged by appearances. 

37. For actual papermaking, especially for book and writing 
papers, the water should be as nearly colorless as possible. It 
should not contain any notable quantity of mineral salts that 
combine with alum or size. It would be* i)roferabl(' to have water 
a little ^‘ofT color'' rather than to use a clear, colorless water that 
contained a large amount of sulphates, chlorides, or carbonates 
of lime and magnesia. Iron in water for fine papers is not to be 
tolerated. 


QUESTIONS 

(1) Why should a person engaged in the pulp and p/iper iiulustry study 
chemistry? 

(2) Name two characteristics of water that make it so us(‘ful to th(‘ paper 
maker. 

(3) What information was obtained in Kxpcriim'nt 1 ? 

(4) How would a chemist express (a) two atoms of oxygen? {h) two 
molecules of oxygen? (c) two mok‘cule.s of water? 

(5) Is it correct to speak of two atoms of water? Why? 

(0) Explain in accordance with the law of Avogadro why two volume's of 
hydrogen unite with one volume of oxygen to form only two volumes of 
water vapor. 


THEORETICAL CHEMISTRY 


ATOMIC AND MOLECULAR WEIGHTS 

38. Hypothesis, Theory, Law. —Probably cv(‘ryonc is more* 
or less consumed with a de.sire to know ‘Svhat makes the wheels 
go round" or, in other words, the ‘^why" of things. Usually, 
the only way to find out is to take the thing a[)art, examine it 
thoroughly, note the relations of the diff(‘rent parts oiui to 
another, and then re-assemble it; in short, make a thorough 
analysis of the thing. If the analysis is mad(j in a ha[)h*'i7ard, 
hit-or-miss manner, it is not likely that very much will be* Icarruid, 
or the conclusions arrived at may be totally wrong; and this is 
especially true when such a method is applied to uncovering 
the secrets and phenomena of nature. Moreover, nature docs 
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not readily yield up her secrets, and it is only by prolonged 
investigation, experimentation, and reasoning, usually by many 
men, before the why of even some of the most common and 
ordinary phenomena can be definitely understood. 

To investigates in an orderly manner, it is necessary to adopt a 
definite plan and follow it. Certain facts and observations 
seem to indicate a particular explanation of some phenomenon; 
then, assuming this explanation to be true, it is called a working 
hypothesis. The next step is to make further investigations 
and experiments under every conceivable condition, and see if 
the hypoth(\sis satisfactorily accounts for all the changes and 
variations; if not, the hypothesis must be changed or modified 
or discarded altogether and a new one formulated. When a 
hypothesis luis finally been established that fits all the conditions, 
giv(‘s a satisfactory explanation of the phenomenon, it is called 
a theory. If as the result of further investigation and experi¬ 
ment, it is found that the theory is universally true, it then 
becomes a law. For example, it was noted that two volumes of 
hydrogen and one volume of oxygen combined to make two 
volumes of water vapor, and as this is always the case with 
hydrogen and oxygen, it might be assumed that this was the 
case with an}’’ two gases that combine chemically, that is, that 
three volumes combine to make two volumes, and this would 
be a hypothesis. On trying the experiment with other gases, 
it will be found that the same result is obtained in some cases, 
but very different results are obtained in other cases; hence, 
the hypothesis that three volumes of gases, two of one kind and 
one of another kind always combine to make two volumes of a 
comiK)urul gas must be discarded. As the result of further 
reiusoning and experiment, it will bo found that there is a definite 
way in which gases combine, and the hyjwthesis then becomes 
a theory. When it is further found that this phenomenon can be 
fully explained by assuming that equal volumes contain the 
same number of molecules under the same conditions of temper¬ 
ature and pressure, and that this is true of all known gases, the 
theory becomes a law—Avogadro’s law. 

It will be evident from the foregoing explanation, that theory 
means a logical, scientific explanation of phenomena; hence, 
theoretical chemistry means the theories and laws, with their 
explanations and deductions, that govern chemical phenomena. 
If the theory be understood, it will be much easier to apply 
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chemical processes, to understand why certain processes are 
good (produce good results), and why others fail. It must 
not be inferred that a theory or even a law is infallible, since 
further discoveries and experiments may necessitate modifi¬ 
cations to such an extent that a new theory or law must be 
formulated to meet all the conditions. Nevertheless, all science 
rests on theories, and the most generally accepted theories must 
be adhered to until as the result of more complete knowledge 
they are replaced by other theories. Even then, some of the 
older theories may be better adapted to practical applications 
than the newer and more accurate ones. For instance, it has 
long been known that Boyle’s law stating the ndation between 
the pressure and volume of gases is not strictly true, but it is 
sufficiently exact for all practical purposes, and it is much easier 
to apply than a more accurate law would be. 

39. Atomic Weight. —A substance is either an element or a 
compound; if it is an element, and can be obtained in the gaseous 
state, then in accordance with chemical theory (Avogadro’s 
law), a liter, say, will contain the same num!)er of molecules as 
a liter of hydrogen having the same temperature and pr(‘ssure. 
(Hereafter, when Avogadro’s law is referred to, it will Ixi under¬ 
stood that equal volumes of giis mean ecpial volum(\s nt the 
same temperature and pn'ssure.) The weight of a lit(‘r of 
hydrogen uikIct standard conditions (7()0 mm. and (}°('.) is 
.089873 gram; the weight of a liter of oxygen is 1.429 grams; 
hence, since both volumes contain the same num})er of moh'cuh's, 
a molecule of oxygen weighs 1.429 -t- .089873 = 15.9 tinu's as 
much as a molecule of hydrogen. A molecule (jf (‘it her gas 
contains 2 atoms; then'fore, an atom of oxygen w(‘ighs almost 
16 times as much as an atom of hydrog(‘n. As tlu^ re sult of 
long and continued experiments and measurements under vary¬ 
ing conditions, it has been agreed that th(^ weight of the oxyg(‘n 
atom is 15.88 times that of the hydrogen atom. Th(‘ actual 
weight of the hydrogen atom (or of any oth(*r atom) is unknown; 
but, calling it 1 (meaning thereby the weight of 1 hydrogen atom), 
the weight of the oxygen atom is 15.88, the standard being the 
weight of one hydrogen atom. These numbers, 1 and 15.88, are 
called atomic weights; hence, the atomic weight of oxygcui is 
15.88 and of hydrogen is 1. Any other number tlian 1 for 
hydrogen might have been .selected for a standard. For instance, 
suppose it had been decided to call the atomic weight of oxy- 
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g(3n 100; then, the atomic weight of hydrogen would be 100 
15.88 = 6.297. As a matter of fact, chemists are now agreed 
that, for many reasons, it is better to take the atomic weight 
of oxygen as 16, which makes the atomic weight of hydrogen 
16 -f- 15.88 == 1.008. Except when very exact results are desired 
and every precaution has been taken in making the analysis, 
the atomic weight of hydrogen may always be taken as 1. 

40. At the end of this Section will be found a table giving 
the names of all the elements so far known, the abbreviations 
that stand for the names, and the atomic weights of the elements, 
the atomic weight of oxygen being assumed to be 16. In most 
cases, the abbreviations are the first letters or the first two letters 
of the name, the first letter being always a capital when a single 
letter or two letters are used. There are occasional exceptions, 
as (Jd instead of Ca for cadmium, Sr instead of St for strontium, 
etc. Also, in a number of cases, the abbreviation for the liatin 
word is used instead of that for the corresponding English word. 
Thus, the Latin words for iron, copper, tin, gold, silver, sodium, 
potassium, lead, mercury, and antimony are ferrum, cuprum, stan¬ 
num, aurum, argentum, natrium, kaliurn, plumbum, hydrargyrum, 
and stibium, respectively, which accounts for the abbreviations 
Fe, Cu, Sn, Au, Ag, Na, K, Pb, Ilg, and Sb. The abbreviation for 
tungsten is W, because it was formerly called wolfram, the 
name being changed later to tungsten and the abbreviation 
being left unchanged. These Latin names were formerl}'’ used 
inst('ad of the modern English ones; thus, lead was called 
plumbum, mercury, hydrargyrum, etc. 

41. Throughout this Section, in all calculations in which atomic 
weights are used, the atomic weight of hydrogen will be taken as 
I, and that of any other element when given to more than one 
decimal plac(' in the table will be limited to one decimal place; 
thus, the atomic weight of chlorine will be taken as 35.5, that of 
iron as 55.8, etc. It will be assumed, for convenience, that the 
atomic weight of any element is that many times the weight of 
the hydrogen atom; that is, that an atom of iron weighs 55.8 
times as much {is an atom of hydrogen, etc. The results thus 
obtained will be sufficiently exact for all practical purposes and 
will be within the limits of errors made in analysis. 

42. Molecular Weights.—By molecular weight is meant the 
weight of a molecule. Since atoms are indivisible chemically, 
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every molecule must consist of one or more atoms; and the weight 
of the molecule, or molecular weight of an element or compound, 
is the sum of the weights of the atoms composing the molecule. 
This fact is known as the law of definite proportions, which may 
be otherwise stated as follows 

Law of Definite Proportions. — The ratio of the weight of any 
element in a compound to the weight of the compound will equal the 
ratio of the sum of the atomic weights of the element in the compound 
to the molecular weight of the compound. 

For example, a molecule of water contains 2 atoms of hydrogen 
and 1 atom of oxygen; the molecular weight of water is then 
2X1 + 1X16=18; therefore, to find the w(nght of hydrogen 
in, say, 24 lb. of water, solve the proportion 

2 : 18 = 0! : 2 4 
48 

from which, a; = — 2f lb. of hydrogen. Similarly, the amount 

of oxygen is found from the proportion 

16 : 18 = rr : 24 
384 

from which, x — = ^ 1,3 16. of oxygen. Th(' sum of thes(> 

two results is 2f + 2 I 3 - = 24 lb., which is the original weight of 
th(i water. Note that the atomic weight of tlu' two atoms of 
hydrogen is 2 X 1 = 2, that the proportion of hydrogem in the 
water is thus = J; that is water consists of I pait hydrogem 
and 8 parts water. An analysis of wat(M* would show 11.1% of 
hydrogen and 88.9% of oxygen. 

Common salt is sodium chloriile; its molecule consists of 1 atom 
of sodium and 1 atom of chlorine; and, since the atomic w(‘ight of 
sodium is 23 and of chlorine is 35.5, tlu^ moh'cular wcught, of salt 
is 1 X 23 + 1 X 35.5 = 58.5. To determiiu* th(^ percentag(‘s of 
sodium and chlorine* in salt, write th(* proportion 
23 : 58.5 = x : 100 

from which x = 30.3% sodium, and the percentage of (chlorine 
is 100—39.3 = 60.7%, which is whut wouhl lx* <)l)t!iin('<l l)y 
analysis if the salt were perfectly pure. 

Another fact to be noted is that if the amount of cither ohiment 
that is present and available for combination is in excess of tlu! 
exact amount required to combine with the other element, only 
so much of the element that is in excess will be used as is naiuircil 
to combine with the other element. For example, suppose (5.5 
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grams of sodium and 83 grams of chlorine are available; how 
much salt can be formed, and which clement, if either, will be in 
excess? This problem may be solved in several ways It was 
found above that salt contains 39.3% sodium; the total weight of 
the elements is 65 + 33 = 148 grams, and 39.3% of 148 is 148 
X .393 == 58.2 grams; hence, in 148 grams of salt there will be 

58.2 grams of sodium. But, the amount of sodium available is 
65 grams; corisociuently, the sodium is in excess. To ascertain 
the amount of salt that will be formed, note that all the chlorine 
availabhi will be used (since sodium is in excess, L e., more is 
present than the chlorine requires); hence, form the proportion 

35.5 :58.5 = 83 : a; 

from which x = 136.8 grams = the amount of salt that will be 
formed. The amount of sodium not used will be 148 — 136.8 = 

11.2 grams. This last result may otherwise be obtained from the 
proportion 

23 :58.5 = x : 136.8 

from which x = 53.8 grams of sodium. Since 65 grams were 
available, the amount of sodium not used is 65 — 53.8 = 11.2 
grams. 

Another method of performing this calculation is to take this 
amount of oitlu^r element as a basis and calculate whether there 
is enough or too much of the other to combine with it. Thus, if 
23 grams of sodium will combine with 35.5 grams of chlorine, 
how many grams of sodium will combine with 83 grams of 
chlorine? Expressing this question as a proportion, 

23 : 35.5 = x : 83 

from which x = 53.8, Since there are 65 grams of sodium 
available, the 83 grams of available chlorine will combine with 
the 53.8 grams of sodium required and leave an excess of 
65 — 53.8 = 11.2 grams of sodium. If this problem had been 
worked out on the basis of the amount of sodium available, 

23 ; 35.5 = 65 : t/ 

and y = 100.3 grams which would be required to use up all the 
sodium. It is evident in either case that the sodium is in excess, 
but the latter method of calculation does not show how much. 

To determine the amount of salt which could be made from 
these materials, add the 83 grams of chlorine to the 53.8 grams of 
sodium calculated above and get 136.8 grams of salt; or, using 
the atomic weight and quantity available of the element not in 
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excess and the molecular weight of salt, note that, if 35.5 grams 
of chlorine will make 58.5 grams of salt, 83 grams will make x 
grams of salt. Expressed as a proportion, 

35.5 :58.5 = 83 :a; 
and X = 136.8 as before. 

The same principle and method applies to all chemical com¬ 
pounds; if there is more than one atom of any element present, 
its atomic weight is taken as many times in the proportion as it 
appears in the formula (See Art. 44). 

Suppose the amount of sodium had been 65 grams, as before, 
but the amount of chlorine were 107 grams; then, the weight of 
salt that can be formed with 65 grams of sodium and the required 
amount of chlorine is found as follows: 

23 :35.5 = 65 : x 

from which x = 100.3 grams of chlorine that will combine with 
65 grams of sodium. The amount of chlorine* not used is 107 
— 100.5 = 6.7 grams, and the total amount of salt formed is 
100.3 + 65 = 165.3 grams. 

The chemical name for rosin is abietic acid; its molc(aile con¬ 
sists of 44 atoms of carbon, 64 atoms of hydrogen, and 5 atoms of 
oxygen, and its mol(*cular weight, ther(*fore, is 44 X 12+64 
X I + 5 X 16 = 672, that is, a molecule of rosin weighs 672 -r- 2 
= 336 times as much as a inol(*culc^ of hydrogen. The w(*ight of 
the carbon atoms is 44 X 12 = 528, of the hydrog(*n atoms is 
(>1 X 1 = 64, and of tlu* ()xyg(*n atoms is 5 X It) = 8();h(mce, the 
percentage of cai+on in rosin is 528 672 — .786- = 78.()%, 

the percentage of oxygen is 80 ^ t)72 = .119+ = 11.9%, and 
the percentage of hydrogen is 64 -r- (>72 — .095+ = 9.5%. The 
sum of these per cents is 78.6 + 11.9 + 9.5 =- 100.0%. 

43. Law of Definite Proportions.— It should now be evident that 
if the molecular weight of a compound is known and the number 
of atoms of each element ent(*ring into it is also known, then tin; 
weights of the elem(*nts in any given compound can r(‘adily be 
found, and also the percemtage com posit if)n. In other words, 
elements always combine in definite proyortums by weight. It is 
seldom possible to take? certain weights of elementary substances 
and make them combine to form a particular compound; it can 
be done in the case of hydrogen and oxygen to form water, jis has 
been shown;but it is usually necessary to effect such combinations 
indirectly, that is, by having an element and a compound or two 
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compounds unite to form the required compound. The following 
example, while not practical, serves to illustrate the foregoing 
principles. 


Example. —A molecule of sulphuric acid contains 2 atoms of hydrogen, 
1 atom of sulphur, and 4 atoms of oxygen. A.ssuming that it were possible 
for these three elements in unite directly and form sulphuric acid, how 
much acid can be formed from 1.5 grams of hydrogcm, 25 grams of sulphur, 
and 55 grams of oxygen? Which elements are in ex(M*.s.s, and how much? 

Solution. —It is first desirable to find which ehMiient is not in excess, 
or if two are in exc<‘ss, which is in cxct^ss to the gn‘ater extent. This is 
conveniently done as follows: The atomic weight of sulphur is 32; hence, 
the molecular weight of sulphuric acid is 2 X 1 -}- 1 X 32 + 4 X 1C> = 98. 
The total weight of tlie available elements is 1.5 -f 25 -f 55 " 81.5 granus. 

Arranging the work as shown in the 
margin, it is plain that if the given weights 
are in c(»rr(*ct j)roportion, the aino\int of 
hydrogen should la* SI.5 X 9 % = 1.60-bg., 
the amount of sulphur slu)uld be 81.5 X 
20 . 64 -g., anrl the amount of oxygen should be 81. r, X 51 - 5.3,2+K. 


1.5g. llydroKrn 2 X 1 - 2 
25 .Sulphur 1 X .32 32 

55 Oxygon 4 X 10 = 04 
81..5 (ts 


Sii 

There is, therefore, an excess of oxygen ami a defect in the amounts of 
hydrogen and sulphur, 'Po d(‘termine whi<*h of the.se has the greatest 
defect in quantity, find the ratio of the recpiired amounts to the given 
amounts, and the larg(T ratio will indic.Jit(‘ which elcnuuit is in greatest 
l.bO . 26.6 


defect; thu.s, 


- 1.107, 


1,072; Inmce, (he proportional (piantity 


of hydrogen that is missing or lacking is great(T tlian that of the sulphur. 
Therefore, find the amount of acid that can lie fornn‘d willi the amount of 
hydrogen that is avaih\hle, using the proportion 


2 : 9 .S - 1.5 : .r 

from which x == 73.5 g, Ajm. 

This is all the acid that can be formed with the quantities of hydrogen, 
sulphur, ami oxygen available. 3'bis res\dt might have been obtained 
otherwise by substituting in the proportion the values given for each element 
and selecting that result which was lowvfif. Thus, 


32 : 98 ~ 25 : x ™ 76.6 — g. 

64 : 98 — 55 :x 84.2-f- g. 

2 : 98 “ 1.5 — 73.5 g A as. 

Since the last result is the smallest, it is the one that must be used. The 
excess of sulphur and oxygen is reailily found. Thus, the amo\mt of sulpiiur 
used is 73,5 X 8 ^ = 24 g., or it may be found fn>m the proportion 32 :98 
■» X : 73.5, from which .r = 24 g. The amount of oxygen used is 73.5 X J jj 
» 48. The sum is 1.5 -f 24 -f 48 == 73.5 g. The excess of sulphur is 25 
— 24 =» 1 g., and the excess of oxygen is 55 — 48 *= 7 g. A ns. 

44. Molecular Formulas. —Tho abbreviation for the name of an 
element represents not only tho name but also 1 atom of the 
element; thus, H represents 1 atom of hydrogen. More than 
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one atom may be represented in two ways; thus, 4 atoms of 
hydrogen may be represented by 4H or by H 4 . There is, how¬ 
ever, a slight, but important, difference, viz., 4H means usually 
4 separate atoms, while U 4 means that the atoms arc associated 
in chemical combination. 

To express the molecule of a compound, the abbreviations for 
the elements are written side by side, as the letters in a word, and 
the number of atoms is indicated :is above explained; thus, a 
molecule of water contains 2 atoms of hydrogen and 1 atom of 
oxygen, and a molecule of waha* is exprc'ssed as H 2 O. It could, 
of course be written OH 2 , but for various reiusons not necessary 
to mention here, it is always written IloO, oik' n^ason being that 
the chemi(^al name is, properly speaking, hydrogen oxide, and 
naturally the H would tlien (‘omc' first. The (*hemical name for 
common salt is sodium (chloride; its molecule coutains 1 atom of 
sodium and I atom of chloriiu', and is t hc'n^fore expressed as 
NaCl. Note that when only oiu* atom of an element occurs in 
the molecule, th(‘ 1 is omitfc'd. The ciaanical name for sulidmric 
acid is hydrogen sulphate; its molc'cuk' contains 2 atoms of 
hydrogen, 1 atom of sulphur, and \ atoms of oxyg(*n, and is 
expressed as 112804 . Aluminum sulphat(' (‘ontains (the molecule 
contains) 2 atoms of aluminum, 3 atoms of sulphur, and 12 
atoms of oxygen; but, instead of writing Al^S.^Oi^, whi(di would 
be correct enough to expn^ss tlu^ number and kind of atoms in the 
molecule, it is always written AliCSOi);,; here the number of 
atoms in the parenthesis is to multiplk'd by tlu* numb(*r out¬ 
side. These expressions iivc callc*d molecular formulas. The 
molecular formula for ammonium phosphate is always written 
(NH 4)2 HPO 4 ; it contains 2 X N = 2 atoms of nit rogen, 2 X II4 
+ H = 9 atoms of hydrogen, 1 atom of phosphorus, and 4 
atoms of oxygcui, and its moliM-ular weight is 2 X 14 -f- 9 + 31 
-|_ 4 X 1() = 132. The reason for the use of t he parenthesis will 
be given later. 

When a compound forms crystals, the water of crystallization 
(which can be driven off by heat) is usually exprf‘ss(‘d separabdy, 
a dot being written betweem it and the rest of ihe molecular 
formula; thus, the molecular formula for the crystal of magnesium 
phosphate is MgHP ()4 7 H 2 O. Here the 7 has the same effect 
as a coefficient in an algebraic expression, and moans sovfui mole¬ 
cules of water. The entire formula means that one molecule of 
magnesium phosphate is chemically combined with seven mole- 
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cules of water. If the water be driven out by heat, the molecular 
formula then b(jcom(^s MgHP 04 , but as long as it is in the crystal¬ 
line form, it must be written as first indicated, in which case 
the molecular weight is 24.3 +1+31 + 4 X 16 + 7(2+10) 
- 250.3. 

In what are called chemical equaiionsi, it is fr('(iuently necessary 
to consider more than one molecule; iti such cjises, the figure 
denoting how many molecules are taken is written as a coefficient 
before th(^ mohjcuiar formula; thus, 3 molecules of sulphuric acid 
is written 3H2S()4, which is exactly equivalent to 3 (H 2 S 04 ), but 
is simpler. Ferric sulphate (which is sulphate of iron) is written 
Fe 2 (S() 4 ) 3 , and 0 mohuailes of ferric sulphate would be written 

()Fe2(S()4)3. 

46. Law of Multiple Proportions. —Another of the fundamental 
laws of chemistry is t hat known as the law of multiple proportions. 
According to th(* law of definite proportions, (wery compound 
contains a definite amount of any (‘l<‘m(ait in it, and the same 
compound always contains the same pro])ortion (p('r(‘(‘ntage) of 
that element. Some elements unite in sc'veral different propor¬ 
tions; thus, nitrogen and oxygen form five diffc'nmt chemical 
combinations, the molecules of which are r(‘])res(‘nt(Ml jis follows: 
NiO, NO, N 2 O 3 , N() 2 , and N 2 O 6 . If tlu' number of atoms in th<‘ 
second and fourth of these molecules lx* dcmbh'd, which will not 
alter the percentage of the elements in the compound, th(‘se 
molecules will then become N 2 O 2 htkI N 2 (\. It will now be 
noted that if the weught of nitrogen in each com|)ound be the 
same (and representexl in the molecular formula by Nn), the 
weight of the oxygen in the se<!ond compound is twice that in the 
first; in the third compound, it is three times that in the first; 
in the fourth compound, it is four times that in the first; and in 
the fifth compound, it is five times that in the first. A simple 
relation of this kind exists whenever two elements combine in 
more than one proportion. This fact is brought out in the law 
of multiple proportions, which may be stated thus: 

Law of Multiple Proportions. —When a fixed weight of one 
element A combines unth several different weights of another element 
B to form several different comjH>U7ids, the saeral weights of B are 
simple multiples of (2, 3, etc. limes) the smallest weight of B that 
will combine unth the fixed weight of A, 

As a consequence of this law, the terms of the various ratios 
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that can be formed from the weights of B can all be reduced to 
simple integers; and it also follows that the ratios of the fixed 
weight of A to the several weights of B are also expressed by 
simple integers, when divided by their atomic weights, as 1 : 1 , 
1 : 2, 2 : 3, 2 : 5, etc. This is clearly shown in the following table 
of oxides of nitrogen in which it has been assumed that the 
nitrogen has a fixed weight of 126 grams: 

Wright of Weight of Wright of Ratio 



Nitragc'U 

Oxygen 

Compound 

N :0 

Nitrogen monoxide, N 2 O. 

126 

72 

198 

2:1 

Nitrogen dioxide, NO or N2O2. . . . 

126 

114 

270 

2:2 = 

Nitrogen trioxide, N2O3 . 

126 

216 

342 

2:3 

Nitrogen tetroxi<le, NO2 or N1O4. . 

12() 

288 

414 

2:4 = 

Nitrogen pentoxide, NiOr, . 

126 

3(»0 

486 

2:5 


Notk: It is eorrcct to assume these* weit^hts as an analysis of each com¬ 
pound would always ji^ive weights of nitrogen and oxyge'n in these proportions. 

Observe that 72 X 2 ^ 144,72 X 3 — 216, etc. ; hence, the last 
four numbers in the second column are simple multiples of the 
first number, 72. The numbers in the' second (jolumn are found 
by finding the weight of tlu* eomjK)und and subtracting from it 
the weight of the nitrog(‘n; thus, for the las( row, the molecular 
weight of N 2 O 5 is 14 X 2 + It) X 0 -= lOS, th(^ w(‘ight of the 
nitrogen atoms is 2 X 14 = 2S, tin* w(*ight of llu^ nitrogen is 126 
grams; hence, the* wcught of tin* compound is found from the pro¬ 
portion 28 : 108 — 126 : x, from which x ~ 486, and the weight 
of the oxygen is 486 — 126 — 360 g. Th(» ratios in the last column 
are found by dividing the numbers in the first two columns by 
the atomic w(‘iglits and taking the ratio; thus, 126 14 = 9, 360 -f- 

16 = 22.0, and 0 : 22.5 - 18 : 45 --- 2 : 5. This reduction will 
be more clearly seen by writing the ratios in the fractional 
form; thus, 

1) _ IS ^ 2 

22.5 ~ 45 ^ 5 

According to Avogadro’s law, equal volumes of gases contain 
the same number of fnol(»cules; consequently, tin effect of divid¬ 
ing the weight by the atomic weight, [is in th(‘ last paragraph, is 
to give the relative volume. Therefore*, the mok'cular formulas 
for a compound give the relative volumes of the* different ele¬ 
ments, when the cofnponnd is in the gaseous state. Thus, the 

formula for nitrogen trioxide, N-iOa, shows that two volumes of 
nitrogen unite with 3 volumes of oxygen to i)ro<luce two volumes 
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of N 2 O 3 . It will now bo (jvident that the numbers in the last 
column of the above table give the ratios by volume. 

Sulphur combines with oxygen in but two proportions, 1 :2 
and 1 : 3 , giving sulphur dioxide SO 2 and sulphur trioxide 
80s. The law of multiple proportions holds here, as in all other 
cases. 

46. Valency.—Attention is called to the following three sub¬ 
stances and their formulas; 

Hydrogen oxide, or water H 2 O 

Sodium chloride, or salt NaCl 

Sodium oxide NauO 

Why is it that tlui oxygen in the above formulas for molecular 
weights requires two atoms of hydrogen or sodium whiles the 
chlorine requires but one atom of sodium? Just why this is so 
is not known; but it is a demonstrated fact that elements differ 
in their ability to hold otluu* elements in combination. This 
holding pow(u- by UK^ans of which one eleimuit holds anothtu* in 
combination with it is called valence. Valence does not mean 
the strength or firmness of the bond that unitc's tlu' ekunents, but 
refers to the numl)er of atoms of an element that another element 
can hold or comi)in(^ with or unite with. Since hydrogen belongs 
to the class of elements having the lowest holding power, its 
valence is tak('n as 1. The molecular formula for hydrochloric; 
acid is IICl; hence, hydrogen holds 1 atom of chlorine and chlorine 
holds 1 atom of hydrogem, and the valence of chlorine is also 1 . 
The; molecular formula for water is H 2 (); it then'fore takes 2 
atoms of hydrog(*n to hold I atom of oxygc'u or 1 atom of oxygen 
will hold 2 atoms of hydrogen, and the vakuice of oxygen is 2 . 
Since I atom of oxygen will combine with 1 atom of calcium to 
form 1 molecule of calcium oxide (lime), CaO, th<‘ valence of 
calcium is also 2 . The molecular formula for carbonic acid gas, 
carbon dioxide, is CO*, and sin(*e the valence of oxygen is 2 , it 
follows that the valence of carbon is 4; this is also shown by the 
fact that carbon combines with hydrogen to form a gas called 
methane, the molecular formula for which is CH 4 . There is a 
compound of nitrogen and hydrogen called ammonia, the mole¬ 
cular formula for which is NIL; there is also a compound of 
nitrogen and chlorine called nitrogen chloride, the molecular 
formula for which is NCli; hence, in these two cases, nitrogen 
has a valency of 3, These facts are frequently expressed dia- 
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grammatically by writing llic symbols of the compounds and 
connecting them by straight linos, wliich arc called bonds thus: 


H—(3; Na—('1; H—()—H; (’a- O; H—N—H; 


II—C—H : O C’ 


llBRAR 


Each line in the above expressions, ealU'd structural formulas, 
represents one bond. Th<' first two show .that II, Cl, ano^RS* 
have l)ut oik^ bond (*aeh; the third shows that O has two bonds 

and II one bond, and it might have' b(M‘n writtim ?!^();the 


fourth shows that both Ca and () have two bonds; the fifth 
shows that N has three bonds and II one bond; th(‘ sixth shows 
that C has four bonds and II oik' bond; th(‘ s(‘V('ntli shows that 
C has four lionds and (.) two bonds, sine(‘ then' an' four ))onds 
connecting to (' but only two bonds to ('aeh of tlu^ two ()V. 

Wh(*n an (‘li'riK'iit has a vah'iu’v (»f 1, it is said to b(' univalent 
and is ealh'd a monad (v/n' and ///on signifying one); if it has a 
valency of 2, it is said to lx* bivalent oi* divalent and is ealh'd 
a dyad (hi, di, and dy signifying two); if the* vah'ncy is 8, it is 
said to l)e trivalent and is caIJ(‘d a triad {//*/ signifying thre('); 
if the valency is 4, it is said to be quadrivalent or tetravalent 
and is called a tetrad (qnad/'i and tet/'o signifying foiii); if the 
valency is 5, it is said to lx* quinquivalent or pentavalent and 
is called a pentad ((ini/zqui and j/r/ila signifying fiv('); if tlu' 
valency is G, it is said to be sexivalent or hexavalent and is called 
a hexad (sex and hex signifying six); if tlx* val(*ncy is 7, it is 
said to be septivalent or heptavalent and is ealh'd a heptad 
(septi and hepUi signifying seven); if thc^ valency is 8, it is said 
to be octavalent and is ealh'd an octad (octa si^oiifying eight). 
There is only one element that has a vahmey of 8 and none are 
known to have a higher valency. In the above seri(is of prefixes, 
the first form (uni, bi, etc.) comes from the Latin, and the 
second form (mon, tetra, etc.) comes from the Greek. 

Chemical theory would be greatly simplified if each ('lement 
always had the same valency; unfortunately, some of the 
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elements have more than one valency. For example, carbon 
monoxide (carbonic oxide) has the molecular formula CO and 
the structural formula C = O; hence, in this case, carbon is 
bivalent, its valency is 2. The molecular formula for methane 
is CH 4 ; hence, in this case, carbon has a valency of 4. More 
will be said later concernini; this subject. 

AIR AJSFD THE ATMOSPHERE 

47. Composition of Air. —Air and water are the most common 
substances that make up the earth, the atmospheric envelope 
being as much a part of the earth as th(‘ seas or the solid crust. 
As previously stated, air consists principally of a mixture of 
nitrogen and oxygen. Up to within a few years ago, it was 
thought that these two gases and a v<'ry small proportion of 
carbon dioxide constituted the entire bulk of the atmosphere; 
but careful weighing with very delicate instruments showed 
that nitrogen obtained from the air did not weigh exactly the 
same as that ol)tained from compounds containing nitrogen. 
As a consequence of this observation, it was found that in 
addition to nitrogen, oxygon, and carbon dioxide, air contains 
minute quantities of argon, neon, helium, krypton, and xenon, 
all of which are inert gases that do not combine clumiically with 
any of the known elements, which is the princi{)al reason why 
they were not discovered sooner. The amounts of th(‘se gases 
in the atmosphere is so small that they may usually be entirely 
disregarded, although argon is nearly 1 per c(mt of thi* atmos¬ 
phere. The average comj)osition of dry atmospheric air not 
contaminated by discharges from smokestacks, chimneys, etc. 
is about as follows, 

Hy Hy 

Volume W'eight 


Nitrogen... 78% 75.46% 

Oxygen. 21 23.21 

Argon. 0.937 1.29 


All other gtvses. 0.063 0.04 

The greater part of the “all other gases'' is carbon dioxide, 
as only traces of helium, neon, krypton, and xenon occur. 

48. That nitrogen forms very nearly four-fifths of the air 
by volume can be readily shown by means of the following 
experiment: 
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Experiment 8. —Get a long, wide-inouthed bottle (such as is used to 
contain olives or pickles), and mark it off on the outside so that the distance 
between any two consecutive marks will indicate one-fifth of the volume 
(capacity) of the bottle. Take a very short iiiece of a candle, and float it 
on top of a cork in a basin of water, the cork b(‘ing small enough to be loose 
in the mouth of the bottle. Light the candle, invert the bottle, and place 
it over the candle with the mouth of the liotth^ slightly below tlic surface 
of the water, as shown in Fig. G. The bottle, of course, is filled with air, 
and as long as any oxygen remains in the air, tlie candh* will burn, the oxygen 
combining with the carbon of the candle to form carbon dioxide—another 



gas. The nitrogen (with the other gases of tin* air) remains unaffected, and 
when all the oxygen is consumcal, the volume of gas in the bottle is the same 
as before. The temperature will b(‘ highc'r, however, ami wlien th(^ gases 
have cooled to the original temperatun* of thi‘ air, th(‘ pressun^ and volume 
of the gases in the botth' will be tin' same as that of th(‘ air. Carbon dioxide 
is solubh* in water, ami if the botth* b<^ l(‘ft in position long enough, all the 
carbon dioxide will be absorbcMl by the wat<*r leaving only the nitrog(*n (and 
other gases of tin* air). As the c.Mrbon dioxiile is absorbed, tla- prc'ssun^ of 
the confin(‘d gases is rc'duced; the pressure* of the atmosph(*n^ causes the 
water to ri.se in the bottle until it finally occuiiies om*-fifth of the* space, as 
indicated by the level of th<* water n*ae}iing the first mark, 'fhis (‘XfierinHuit 
shows in a rough but simple* way that nitre)ge*n and oxyge'n are* not unite*d 
chemically, but ce>nstitut<* a mixture*, ami it alse) shows that the e>xyge!n is 
about one-fifth of the air by volume*. 

49, Oxygen. —Some of the* properties of oxygen luive^ already 
been noted: it does not burn, but it supports eoinbustion; with¬ 
out oxygen, there eould bo no fire and no life of any kinel —animal 
or vegetable—because the fooel that we (*at is e-onsuined by a 
slow process of combustion, the air we breathe burns out the 
impurities in the blood by the action of the oxygen. Oxygen 
is odorless and colorle.ss; it has an atomic weight of Ifi, usually 
has a valency of 2, and its molecule usually consists of two 
atoms. Like a great many otiier rules, however, there are some 
exceptions, which will not be mentioned here. 
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60. The chemical name for water is hydrogen oxide, the 
molecular formula for which is H 2 O. But oxygen forms another 
and very different compound with hydrogen, called hydrogen 
peroxidef having a molecular formula of H 2 O 2 , which is a clear, 
sirupy liciuid, having a specific gravity of 1.458, that of water 
being 1 ; it is usually obtained as a solution in water. Hydrogen 
peroxide (sometimes called hydrogen dioxidtO is a very unstable 
compound, a very slight heating being sufficient to release the 
extra atom of oxygen, causing the peroxide to rediuje to water 
and oxygen The atoms of oxyg(*n thus fn»ed are in a great 
hurry to combine with other atoms to form moh^cules, and 
are said to be in a nascent condition or state', tin* word nascent 
her(i meaning juat net free, jmt born. Whc'n atoms are in a 
nascent state, they are far more active in seeking combination 
than at any oth<‘r time. C^onsequently, the desire of the oxygen 
atoms in th(' nascent state to unit(' with otlu'r atoms is so power¬ 
ful that it makes hydrogen peroxide a strong hh'aching agent 
and an extrenudy good germicide. The union of oxygc'ii with 
anotlu'r element or comix)und is called oxidation, and hh'aching 
is a process of oxidation, as will Ix' explained later; (*ombustion, 
the rusting of iron, etc. are all proc('Sses of oxidation. 

51 • Ozone. —Oxygen usually forms moh'cules consisting of 
two atoms, the molecular formula of which would be (> 2 ; but 
there is a form in which the molecule contains thri*e atoms, the 
molecular formula of which is (> 3 ; oxygen in this state is called 
ozone. Ozone in its natural state is a gas of j>ah' blue color, 
and hjis a charactc'ristic otlor; like hydrogem p('roxid(', it is very 
unstable, the c'xtra atom being easily releasc'd, h'aving ordinary 
oxygen and the nascHUit oxygen, which is, tus in tin' case of hydro¬ 
gen peroxide, a strong oxidizing agent, thus making ozone a 
strong bleaching agent, a disinfectant, and germicide. 

52. Oxidation and Reduction. —Oxidation luis already been 
defined; it signifies the union of oxygen with some other element 
or compound, the object being to increase the amount of oxygen 
in it or to form a compound containing oxygen. In the case of 
combustion of wood and coal, the oxygen is obtained from 
the air; but in other chemical reactions, the oxygen is usually 
obtained from another compound containing it, in which case, 
the compound losing it« oxygen is said to be reduced. The 
principal metals rarely occur in the free state; they are usually 
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combined with oxygen, and are chcmi(^ally known as oxides. 
When these oxides arc found in considerable quantities, they 
are called ores. An ore, however, is not necessarily an oxide, 
an ore being any compound containing a metal, which occurs in 
considerable quantity, iis, for instance, galena, which is lead 
sulphide, a conij)Ound of lead and sulphur. 

Carbon takes oxygen from nu^tallic ores containing it, oxygen 
having a greater liking for the carbon than for the metal. By 
heating the mixed carbon and ore in a place from which air is 
excluded, the oxyg(ui of the ore combiiK's with the carbon, the 
carbon is oxidized, and the ore is reduced, l(‘aving the nudal free. 
This process is called reduction. Oxiilation and reduction are 
exactly opposite processes; in almost every (‘ase, tlu* reduction of 
one compound is brought about by the oxidation of anot her. When 
the object of the process is tooxidizeaneleinentor compound, the* 
reduction part is not c’onsidered, and th(‘ procc'ss is call(*d oxida¬ 
tion; but if the object is to get rid of the oxyg(‘n in a compound, 
then the process is called reduction. The materials uscul to (effect 
the oxidation or reduction are called oxidizing agents and 
reducing agents, resp(‘ctiv(d 3 ^ 

53. Nitrogen. —Nitrogc^i, the other chief (‘onstituent of the air, 
is a strange acting (‘l(*m('nt. Though it forms lu'arly 80 j)<*r cent 
(by volume) of the air, it is only with gn*at diflieulty that it can 
be obtained from the air in a form available* for use in industry 
and for food. Yet no plant eir animal can live* without nitrogen. 

A certain family of plants known as legume's, of which beans 
and peas are^ the* me)st e*omme)n varie*tie*s, have* the pe)wer of 
taking nitrogen dire*(!tly from the air anel storing it in the^ see*el, 
plant, anel roots; but othe*r plants must get it from the* se)il. The 
manure of animals and ele*caying animal anel ve*ge*table matter 
give up nitre)gen as a e*e)mfKiund with hyelrogen, which is known 
fis ammonia. Up to epiite recent times, these and the nitrate*heels 
of Chili were the chie*f source's of available nitrogen. In the last 
few years, })y means of the electric current, nitroge*n compe)unds 
have be'en product'el diree-tly from thei air, with die* re*sult that 
great plants have* bee*n e*recte'd to manufacture nitrogen com¬ 
pounds from the free nitrogen of the atmosphere. 

64. As nitrogen compounds are essential to the making of 
exple)sives the manufacture of these compounds ro(?eive*el a gre*at 
impetus during the war; they are also extremely important in 
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agriculture, being the most expensive ingredient in fertilizer. 
Nitrogen compounds arc now obtained in large quantities by 
means of calcium carbide?, a compound of calcium and carbon, 
CaCa, which has a great attraction for nitrogen at a certain stage 
of its manufacture and absor})s a large amount of that element 
when cooling. The resulting compound is called calcium 
cyanamidCy ('aN 2 ('. 

66. Nitrocellulose.—As previously mentioned, there are five 
oxides of nitrog(?n; sev(?ral of these form the basis of explosives 
used in war and industry. When properly prevailed upon, the 
nitrogen atom can (dimh into tlu? tnoU'cuU^ of a well-behaved 
substance, like paper, which is cliiefly cellulose, and taking with 
it a little more oxygen, the result is nitrocellulose?—a smokeless 
gunpowder. A better (piality is obtained when cotton is used 
instead of wood cedlulose. Cedlulose so tn‘ated is said to be 
niiratecL See Art. 221. 

Nitrated cellulose is made by immersing cotton or other cellu¬ 
lose in a mixture? e)f nitrie* anei sulphuric aciels; it doe^s not le)se 
its fibrous aj)i)e'arance, anel tlie ae*id may be' washevl e)ut with 
water. When elry, the? nitroe*e‘llule)se may be? elisseilved in a 
mixture e)f aleohe)! anel etheu*. When this se)lutie)n is poured enit 
on a flat surface' and the' alcohe)l-<?ther e*vape)rate'el, a colorless 
film callcid collexUon is pre)elue*eel, which is inse)luble in water 
and is uscel by the phe)tographer as a medium for his sensitized 
solutieins on plates anel films. 

A form of artificial silk is prepared by forcing the alcohol-ether 
solution e)f nitre)celluleise thremgh fine orifie*es into either water 
or warm air, thus removing the volatile solvent anei proelucing 
fine threads, which are denitrated, so as to be non-explosive and 
less combustible. 

Nitrogen is the basis of two very important compounds that 
are exact op|K)site\s from a chemical standpoint; these arc nitric 
acid and ammonia, and they are typical of two great classes of 
compounds—acids and bases—to w^hich attention must now be 
given. 


CHEMICAL EQUATIONS 

66 . In order to show with more or less accuracy just what 
happens as the result of a chemical reaction, what are called 
chemical equations are employed. For example, in Experiment 
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2, it was shown that the union of zinc with sulphuric acid pro¬ 
duced hydrogen. The chemical equation expressing this reaction 
is written as follows: 

H 2 SO 4 + Zn = ZnS 04 + Ha 

That part on the left of the sign of equality represents the con¬ 
ditions before the reaction, and the part on the right represents 
the conditions after the nuiclion. The equation shows, in this 
cjise, that the zinc unites with the sulphuric acid and the result 
of the reaction is free hydrogen and a compound called zinc 
sulphate, ZnS 04 . It will Ik' noted that the ziiu^ and the hydro¬ 
gen have exchanged places, the zinc b(‘ing fr(‘e before the reac¬ 
tion and the hydrogen being free after tlu‘ reaction. 

In every chemical equation, no mat tea* how simple or how 
complicated it may be, there must he the same number of atoms on 
one side of the sign of e(ffuility as are on the other side; and there 
must be the same number of atoms in each element concerned in the 
reaction on both sides. This follows at onc(‘ from th(‘ th(‘ory that 
an atom cannot be divided or (h'stroyc'd. In t h(' above equation, 
there are 8 atoms on oik* side and <S atoms on the otlnu* side; there 
are also 2 atoms of hydrogen, 1 of sulphur, 4 of oxygen, and 1 of 
zinc on one side and tlu^ same mimlx'r n'spectively on the other. 
This fact affords a surt' way of ch(‘cking th(‘ (M)rrectness of the 
equation, mistakes often i)eing mad(s principally through care¬ 
lessness, in writing the right-hand side* of th(' (‘(luation. Since 
the number of atoms on tlu» two sid(‘s is ecpial, it follows that the 
sum of the atomic widghts of the elements on one sid(^ must- (‘(jual 
a similar sum on the other side. Thus, in the above (‘(piation, 
the sum of the atomic weights on the left side is 2 X 1 + 32 
+ 4 X 16 + 65.4 = H),*!.!, and this e(iuals 65.4 + 32 + 4 X 16 
+ 2X1. Ordinarily, this would be express(‘d thus: 

H 2 SO 4 + Zn = ZnSO.t + Ho 

98 65.4 161.4 2 

As another simple example of a reaction, consider the following 
equation, which shows the reaction betw(MUi calcium oxid(? (lime) 
and sulphuric acid 

CaO + H2S()4 - CaS 04 + H^O 

56 98 136 18 

Here the calcium and hydrogen trade places, the result of the 
reaction being water and a compound called calcium sulphate. 
Also, 56 + 98 = 136 + 18 = 154. 
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Tho reaction that oc<nirs when calcium phosphate, Ca 3 (P 04 ) 2 , 
is heated in contact with silica, Si 02 , is shown by the equation 

CaaCPOOa + 3Si02 = 3CaSiOa + P 2 O 6 
310 180.9 348.9 142 

The result of the reaction is calcium silicate and phosphoric 
anhydride, P 2 O 5 . Notice that 310 + 180.9 = 490.9 = 348.9 
+ 142; also, on the left side of the equation, there an^ 3 atoms of 
calcium, 2X1 = 2 atoms of phosphorus, 2X4 + 3X2 = 14 
atoms of oxygen, and 3 atoms of silicon, and it will })e found that 
there are the same number of atoms of the same kinds on the 
right side. The total number of atoms on either side is 3 + (1 
+ 4)2 + 3(1 + 2) = 22 = 3(1 + 1 + 3) + 2 + 5. 

QUESTIONS 

(1) Ufling the atomic weight given in the tal)Ie at the end of this Part, 

find the percentage of each element in a molee\ile of ealeiiim iiisulphite, 
CaH,(SOa)2. Ca,H>.81% 

A ns. H, 1.00% 

S, 31.72% 
O, 47.47% 

(2) What is (a) the authority for a chemical law? (h) How does a law 
differ from a hypothesiH? 

(3) («) What law states that 40 pounds of calcium will cond>ine with ir> 
pounds of oxygen? (/>) How can this be proveii? 

(4) If the valence of oxygen is 2 and two atoms of oxygen coml)ine with 
one atom of sulphur to form sulphur dioxide 8()a, wliat is the valene<* of 
sulphur in this compound? What is the valence of sulphur in H28? in SO3? 

ACIDS, BASES, AND SALTS 

57 Metals and Non-metals. —In accordance with their 
physical and chemi(»al proix^rties, the elements ere classified as 
metals and non-metals. In some cases, the distinct ion is not 
very sharp, because in accordance with some of its properties, an 
element would ordinarily be called, say, a metal, while by4*eason 
of certain other properties, it would be called a non-metal. 
Arsenic and antimony, for example, are elements of this kind; 
they are closely related chemically, and will here be regarded as 
metals. Although mercury is a liquid at ordinary temperatures, 
it is nevertheless, always considered to be a metal. 

Elements that are generally regarded as non-metals are : boron, 
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bromine, carbon, chlorine^ fluorine, hydrogen, iodine, nitrogen, 
oxygen, phosphorus, selenium, silicon, sulphur, and tellurium; to 
this class also belong the five rare gases of the atmosphere— 
argon, neon, helium, krypton, and xenon. Those elements 
(including the last five) whose names are printed in Italics an^ 
gases at ordinary temperatures. All the other elements may be 
considered to be metals. 

68. Acids. —The word acid is derived from the Latin and means 
sour; in fact, nearly all acids have a decidedly sour taste, which 
is one of their distinguishing charactcM-istics. The sour taste of 
vinegar and lemon juice, for example, is due to the presence of 
acetic acid and citric acid, respectively. 

Another characteristic feature of an acid is that if a strip of 
blue litmus paper be dippcnl into an acid or, in some cases, its 
solution, its (H)lor is tihanged from blue to red; for this reason, 
litmus pap(T is called an indicator. If dippcui into conc(mtrat(»d 
(undilute) sulphuric acid, it will turn black, because, tis previously 
stated, sulphuric acid has a great liking for water; it therefore 
takes the water out of the paper and turns its color black. Ibit 
if the acid be diluted with water, it turns the blue litmus n^d. 

69. Bases. —A base is the (chemical opposite of an acid; those 
bases that are soluble in water are called alkalies, and solutions 
of alkalis hav(' a soapy taste. Ordinary washing soda, commordy 
called sal-soda, when dissolved in water, will be found to have a 
soapy taste. The soapy taste is a distinguishing characteristic! 
of alkaline solutions. 

A second characteristic of soluble bjises is that after a strip of 
blue litmus paper has Immui turned r(*d by an acid, it may be 
turned back to its original blue color by dipping it into an alkaline! 
solution. 

Any solution that turns bluc! litmus red is either an acrid or is 
partly acid; and any solution that turns red litmus blue is either 
a base or is partly basic. 

Some bases are powerful and corrosive, with very dcHridc'd 
chemical properties, while others are nc 3 t so definitely markc‘cl. 
Soda NaOH, (also called sodium hydroxide, sodium hydratf', but 
commonly caustic soda), potash, KOH, (also crallc*d potassium 
hydroxide, potassium hydrate, but commonly caustic potash), and 
ammonium hydroxide, Nn40H, (also called ammonium hydrate) 
are well-known and powerful bases, as is also ordinary household 
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ammonia, which is a solution of ammonia gas in water. Lime, 
CaO, is a strong base, but is not readily soluble in water, and so 
does not readily exhibit its basic properties; magnesia, MgO, is a 
similar base. These two compounds belong to the class known 
as the alkaline earths. 

All bases arc cither oxides or hydrates of a metal, a hydrate 
being a compound that contains the combination OH (called 
hydroxyl). The alkaline hydrates as NaOH, KOH, etc. arc 
frequently called hydroxides (sec last paragraph). 

60. Chemical Definition of Acid.—Here are three acids: 
(yhcjmical Name Common Name 

Hydrochloric acid HCl Muriatic acid 
Nitric acid HNO 3 Aqua fort is 

Sulphuric acid H 2 SO 4 Oil of vitriol 

Note first that all these acids (contain hydrogen; a great many 
other compounds contain hydrog(*n, but therc^ is something about 
the hydrogen of acids that is quite distinctive, as will presently 
appear. 

In experiment 2, zinc was treated with sulphuric acid, and 
hydrogen was given off as a free gas; the same eff('ct is produced 
when zinc is treated with either of the other two acids just 
mentioned, the reactions in all three cases being indicated in the 
following equations: 

112 SO 4 + Zn = ZnS04 + lU 

98 65.4 lGi.4 2 

2H01 + Zn - Zn(n2 + H 2 

78 (>5.4 136.4 2 

2HNO3 + Zn - Zn(N03)2 + H2 

126 65.4 189.4 2 

It will be remembered that hydrogen has only one bond (its 
valence is always 1); zinc ordinarily hiis two bonds {its valence 
is 2). Now when a dyad and a monad come together chemi¬ 
cally, each bond of the dyad must take hold of a monad or it 
must hold the same amount jis two monad atoms. In the first 
of the above equations, there are two atoms of hydrogen, and 
they hold the combination SO4 (called a radical) ; consequently, 
one atom of zinc will hold the same radical. In the second 
equation, there is only one atom of hydrogen in the acid mole¬ 
cule, and it holds the radical Cl; but zinc holds and must have 
twice as much as the one hydrogen atom, and consequently. 
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there must be two molecules of the acid and the zinc must have 
two of the radicals. The same is true of the third equation, the 
radical in this case being NO 3 . 

Referring again to the first equation, if an unlimited amount of 
sulphuric acid (mixed with some water) were available for com¬ 
bination with 65.4 g. of zinc, the reaction would use only 98 
grams of the acid, and only 161.4 grams of zinc sulphate would 
be formed (see Art. 42) ; and if 98 g. of the acid and an unlimited 
amount of zinc were available, the reaction would use only 65.4 
g. of zinc, and the amount of zinc sulphate formed would be 
161.4 g. 

Referring again to the second equation, if an unlimited amount 
of hydrochloric acid wore available and only 65.4 g. of zinc, only 
73 g. of the acid would Ixi used, and only 136.4 g. of zim^ cliloride 
would be formed; or, if an unlimited amount of zinc were avail¬ 
able and only 73 g. of the acid, only 65.4 g. of the zinc would be 
used, and only 136.4 g. of zinc chloride would be formed, 

61. It will now be seen that although a molecule cannot be 
weighed, the results of a chemical react ion can be predicated and 
’desired results obtained by using weights of mat(‘rial in proportion 
to their molecular wc'ights; whetjce the tcnin gram molecule, 
which is the number of grams of a compound or (‘l(*ment ecjual 
to the molecular wcnght of a rnoh'culcj of that compound or 
element. Thus, a gram molecules of sulphuric? acid is 98 g. of 
sulphuric acid, a gram mol(H?ule.of zinc chloride is 136.4 g. of 
zinc chloride*, etc. In the ca.se? of an c?lc*ment, a gram molc*c?uIe 
is the number of grams ('cpial to the atomic vvc'ight of the (?lc?mc-nt; 
thus, a gram molecule of zinc is 65.4 grams of zinc. 

What is called the* gram molecular volume is the* volume 
occupied by a gram mf)lncule of any gas under standard con¬ 
ditions (0®C. and 760 mm.); it is always 22.4 liters. Consc?- 
quently, if the wc*ight in grams of 22.4 liters of any gas 
(under standard conditions) be found, the result will be the 
molecular weight of the gas. The constant 22.4 is determined 
as follows: a molecule of oxygen contains 2 »^oms; hence, a 
gram molecule of oxygen weighs 32 grams. Since 1 liter of 
oxygen weighs 1.429 grams under standard conditions, 32 grams 
will occupy 32 1.429 = 22.39+, say 22.4 liters = 22,400 c.c. 

Hence, by Avogadro’s law, 1 gram molecule of any gas under 
standard conditions will always occupy a volume of 22.4 1. 
= 22,400 c.c. 
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Equation two of the last article shows that it is necessary to 
use 2 gram molecules of hydrochloric acid to combine with 1 
gram molecule of zinc (or this proportion must be used) if all 
the acid and zinc is used up in the reaction. If only 1 gram 
molecule of the acid be available to 1 gram molecule of zinc, only 
half the zinc will be used and only half as much zinc chloride will 
he formed. Plumbers add zinc to hydrochloric acid until all 
action ceases, that is, until no more hydrogen gas bubbles up; 
they then say that the acid is killed/^ which is a good term to 
use, ])ocause the acid has then lost the characteristics of an acid. 
The term used by chemists to express the same idea is neutralize, 
that is, they would say that the acid has been neutralized. This 
term will be explained more fully later. 

62. The most important part of an acid is its hydrogen, an 
element that every acid must contain. Moreover, this hydrogen 
must be so attached to its radical (radical comes from a Latin 
word moaning root) that it can be replaced by a metal during a 
chemical reaction. The metal itself may be an clement, as in 
the equations of Art. 60, or it may be the metal element in a 
base, as in NaOH, in which Na is the metal and OH is the radical 
of the base. An acid may therefore be defined as a chemical 
cmnpound containing hydrogen, provided the hydrogen is capable 
of being replaced by a metal, or by a group of elements acting like 
a metal, during a chemical reaction. For convenience, it is 
customary to refer to the two parts into which an acid or base is 
divided Jis ions. In the case of an acid, the hydrogen is one ion 
and the radical is the other ion; in the case of a base, the metal 
is one ion and the radical is the other ion. One ion is considered 
to be electropositive and the other electronegative, hydrogen and 
the metal ions being positive and the radicals negative. This 
matter is mentioned because it has to do with why things dis¬ 
solve and why electric currents make bleach out of salt; it will 
bo discussed more fully later. 

63, Anhydrides. —When sulphuric acid is heated to boiling, a 
dense, white, choking fume is given ofl; this is sulphuric anhyd¬ 
ride, SO 3 , which means sulphuric acid without water. In the 
word anhydride, an means unthout and hydride refers to water. 
The chemical reaction may be expressed by the equation 

HaSOi - H2O - SOs 

In fact the formula for sulphuric acid might be written SOj-HjO 
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or S 03 (H 20 ); in either case, removing the water leaves the 
anhydride. 

In this connection, it may be remarked that a very important 
acid, carbonic acid, has never been isolated; its formula would be 
H2CO3, but every attempt to produce it results only in its 
anhydride CO2, the hypothetical reaction being expressed by the 
equation 

H2CO3 - H2O = CO2 

What is ordinarily called carbonic acid is carbonic anhydride, 
which is also frequently and correctly called (^arbon dioxide. 
Many acids form auhydi id<‘s, but a few cannot. Hydrochloric 
acid, for instance, cannot form an anhydride, because it has 
only one hydrogen atom and no oxygen. 

64. Alkalis.—Consider the three following compounds: 

Ammonium hydroxide, NH4OH, commonly called ammonia. 

Sodium hydroxide, NaOH, commonly called caustic soda or 
soda lye. 

Potassium hydroxide, KOH, commonly called caustic potash 
or potash lye. 

These are all soluble bases, have a soapy taste, and are called 
alkalis. Their peculiar proper!i(‘s are involved in the common 
possession of the radical OH, which is called hydroxyl, and the 
three c()miK:)unds belong to what is known as the hydroxyl group; 
the hydroxyl radical is as much a characteristic of this group as 
the hydrogen ion is of the acid giwup. 

It will be recalled that hydrogen has only one bond while 
oxygen hi\s two; hence, in a combination of 1 atom of hydrog('n 
and 1 atom of oxygen, one of th(‘ oxygen bonds of the hydroxyl 
will hold the hydrogen and the other will be free to take hold of 
anything within reach. As a consecpience, the chemical activity 
of the hydroxyl radical does not lie in the hydrogen, but in the 
oxygen. This is fair arithmetic, but rough chemistry; still, it 
explains in a general way why the hyclroxyl is so active. To sum 
up, the alkalis have activities incidental to the hydroxyl; the 
acids have activities incidental to the hydrogen. 

When acids and alkalis meet, there is more or less excitement— 
in some cases, a regular riot—and much eiHjrgy is releases I in 
the form of heat; for instance, when sulphuric acid is added to a 
strong soda solution. Again, when sulphuric acid (dilute) is 
brought into contact with the element sodium, the reaction is so 
violent that an explosion takes place. 
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65. Sodium; S 3 rmbol, Na; Atomic Weight, 23. —Sodium is a 
metal—a base; it is very soft, like wax, and its density is less than 
that of water. Air affects it rapidly, the oxygen uniting with it 
to form an oxide; consequently, it can be kept only when im¬ 
mersed in a liquid that does not contain oxygen, such as petro¬ 
leum or kerosene. When sodium is brought into contact with 
water, there is an immediate reaction, 

Na + H 2 O = NaOH + H 

which results in the formation of sodium hydroxide and free 
hydrogen. The action is so violent and the heat so intense 
(especially if the water is hot) that the hydrogen is ignited as fast 
as produced; the sodium is melted, and it floats like a ball of 
orange fire on the surface of the water. This makes a striking 
experiment; but only a small piece of sodium, about the size of a 
little pea, should be used and great care should be exercised, 
since, otherwise, troublesome burns may bo caused or particles 
may sputter into the face and eyes. (Note the similarity in 
results of the sodium on water and an acid on a metal, as zinc; in 
both cases, hydrogen is given off). After the sodium has dis¬ 
appeared, the water will have a soapy taste, containing sodium 
hydroxide in solution, and will turn rod litmus paper blue. 

The chief source of the sodium compounds is common salt, or 
sodium chloride, NaCl, which is foiuid in many parts of the world 
as rock salt, and is present in the ocean in unlimited quantities. 
Some of the sodium compounds are of great importance in paper 
making, and will be discussed later in connection with their 
application. 

66. Potassium; Symbol, K; Atomic Weight, 39.1. —Potassium 
is a metal that resembles sodium very closely in its physical and 
chemical properties. It combines with water in a manner similar 
to sodium, but the flame has a lilac instead of an orange color. 

In some chemical reactions in industrial work, sodium or 
potassium comjx)unds may be used interchangeably; the sodium 
com|>ounds are preferred, however, because they are cheaper. 
Advantage was taken of this fact during the late war, when 
sodium compounds were frequently substituted for the potassium 
ones formerly used. The chief source of potassium compounds is 
from the immense deposits of potash found in Germany, practi¬ 
cally all the potash in commercial use coming from this supply. 
A mineral called feldspar^ which is also quite common, contains 
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potassium compounds; but as the mineral is not soluble in water, 
the potash can be obtained only by expensive, indirect means. 
The potash minerals obtained from the German deposits are 
soluble in water; hence, they may be dissolved and may then be 
purified by crystallization. Potash is one of the three principal 
ingredients of fertilizers, the other two being a nitrogen compound, 
and phosphoric acid. 

67. Soaps.—Soaps are made by causing an alkali, as soda or 
potash, to combine with fats, which are really acids (though of a 
more complex character than any so far discussed), ami have 
hydrogen atoms that behave in the samci way as the hydrogen 
ions of the simple acids. It may hen^ b(» staff'd that sodium 
produces the so-called ^'hard soaps,'^ while potassium produces 
the “soft soaps. 

Palmitic acid is found in palm oil, and is a vegetable fatty acid; 
it forms sodium or potassium palrnitate soap—a soap that- floats 
on water. The basis of castile soap is oliv(‘ oil. The animal 
fats contain stearic and oleic acids, and the great(‘r i)art of the 
ordinary soap of commerce is produced from the non-edible fats 
of the slaughter houses. Sec Art. 216. 

Rosin consists chiefly of abietic acid (Art. 42); conscujuently, 
when rosin and soda are heated togf'tlu'r, a rosin soap is formed. 
This soap is soluble in water, and is the bjisis of rosin size. The 
old brown size used in earlier rosin sizing wtis comi)l(*f('ly neutral¬ 
ized rosin. In addition to the rosin soap, the size's now in use 
contain a large amount of uncombined rosin acid, which is held 
in suspension by the soap. This white size milk, in which free 
(uncornbined) rosin is h(dd in suspension, is a good example' of a 
class of mixtures calleMl emulsions. When properly made', the 
particles of rosin are so very small that the liquid is prae^tically a 
solution. An emulsion is a suspension (non-settling mixture') of 
very small liquid or solid particles in a liquiel whie*h de)e*s ne)t 
dissolve themi. By prolonged and violent shaking, fe)r e'xample, 
oil and vinegar may be so mixed that they will not afterwards 
separate. The result is not a true solution, but an e?mulsion. 
Soaps greatly assist in the formation of emulsions. 

Lime, which is found in greater or less amounts in all mill- 
supply waters, forms lime soaps with rosin; as these soaps are 
insoluble, some of the rosin is lost (insofar as sizing is conc(*rned) 
when it comes into contact with “ hard waters. *1 he sizing of 
paper is fully explained in a subsequent Section. 
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68 . Ammonium; Symbol, NH 4 ; Molecular Weight, 18.042.— 

This is the queer member of the alkali family; it is not an element, 
but a pair of elements—an ill-assorted pair. It will be recalled 
that nitrogen is inert until compelled to combine by indirect 
means. In ammonium, four atoms of hydrogen are attached to 
one atom of nitrogen, but this strange partnership is found only 
in company with other elements. If any attempt be made to 
isolate ammonium as NH4, the result is sure to be a gas having 
the molecular formula NHa, called ammonia. The other hydro¬ 
gen atom is set free, and these free atoms unite to form molecules 
of hydrogen. Yet the combination NH4 can be bandied about 
consid(;rably, so long as other groups of elements, or even single 
el(?rn(Mits, are available, acting in this respect just like a metal. 
For example, take ammonium hydroxide and add to it dilute 
nitric acid or hydrochloric acid; the reactions are shown by the 
following equations: 


(NHOOH 

+ HNO 3 = 

(NH4)N03 

+ 

HOH( = HjO) 

Ainmouiiim 

nitric acid 

ammonium 


water 

hydroxide 


nitrate 



(NH4)0H 

+ HCl 

(NH4)a 

+ 

HOH 

Amrnonivim 

hydrochloric 

ammonium 


water 

hydroxide 

acid 

chloride 



compare these with: 




NaOH 

+ HN()3 = 

NaNOs 

+ 

HOH 

Sodium 

nitric 

sodium 


water 

hydroxide 

acid 

nitrate 



NaOH 

+ HCl 

NaCl 

+ 

HOH 

Sodium 

hydrochloric 

sodium 


water 

hydroxide 

acid 

chloride 




Observe that the group NH4 replaces the hydrogen of the acid in 
the same manner that the sodium element replaces it. In fact, 
the chemical action of ammonium is so much like that of a metal 
that it is sometimes called a h3rpothetical metal. A reason will 
now be seen for writing the molecular formula for ammonium 
hydroxide as (NH4)OH instead of NH^O or H&NO, because when 
a chemi(^al combination takes place, the groups NH4 and OH 
separate from each other and combine as groups and not as 
separate atoms. 

69. Until recently, the chief source of ammonium compounds 
was from decaying animal matter containing nitrogen or from 
coal as an incident to the production of coal gas. If the top of a 
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manure pile or compost heap be removed, fumes will be seen com¬ 
ing off and a strong scent of ammonia will be observed. At the 
present time, ammonia is produced commercially from the nitro¬ 
gen of the air by action of the electric current and, also, by the 
cyanamide process previously referred to. In either ease, other 
compounds are produced first, and the ammonia is obtained from 
them by various processes. 

70. When compounds are built up from their elements or from 
other compounds, the process is called synthesis, and the com¬ 
pound is said to be produced S3mthetically or by a S3aithetic 
process; but when a compound is produced l)y toai’ing apart 
another compound, the process is called analysis, and the com¬ 
pound is said to be prodiurcnl analytically or by an analytic 
process. Consequently, the production of ammonia, nitric acid, 
etc., from the air is a synthetic process, while the production of 
hydrogen from water or by the combination of a dilute acid and 
zinc is an analytic process. 

71. Salts. —When an acid and a base combine chemically, the 
result is a salt and water; this is indicated in the following 
equation: 

HNOa + NaOH - NaNO., + lUO 

acid base salt watcT 

When hydrochloric acid acts upon soda (sodium carbonate), 
the result is expressed by the equation 

Na^COa + 2HC1 = 2NaCl + CQ., + 

Here the sodium carbonate acts like a base, the sodium replacr- 
ing the hydrogen of the acid. In this case, there are thrcM^ I)rod- 
ucts of the combination, which are: common salt, Na(M, carbon 
dioxide or carbonic anhydride, CO 2 , and water, H 2 O. '^h(^ 
action of zinc on dilute sulphuric acid gives 
H 2 SO 4 + Zn = ZnS 04 + H 2 

and the zinc sulphate thus formed is a salt, the zinc acting iis a 
base. In general, it may be stated that a salt is acomjwund 
derived from an acid through the replacement of thb whole or a part 
of the hydrogen of the acid by a metal or by a group of elemmts that 
act as a metal. When the word salt is used without any qualifi¬ 
cation, sodium chloride (common salt) is always meant. 

72. It may be mentioned that the term sal is sometimes used 
instead of salt. Thus, sal soda means salt of soda, a common 
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name for washing soda (sodium carbonate); sal ammoniac 
means salt of ammonia, and is a common name for ammonium 
chloride (NH 4 )(J 1 ; sal volatile means volatile salt, and is a common 
name for ammonium carbonate, the basis of smelling salts. 

73. When an acid, like sulphuric acid, H 2 SO 4 , for example, 
has two or more hydrogen atoms, it is possible to have two or 
more different salts, according as a part or all of the hydrogen is 
replaced by the metal. When all the hydrogen is replaced with 
a metal, the acid is said to be neutralized, and the salt is called 
a normal or neutral salt; thus, the salts formed in the equations 
of the last article arc all normal or neutral salts. When only a 
part of the hydrogen is replaced, a salt is formed that retains 
acid properties; these salts are termed acid salts, their solutions 
will turn blue litmus red, and their names contain the prefix hi. 
A well known example is baking soda^ properly called bicarbonate 
of soda or sodium bicarbonate. The molecular formula for 
washing soda (sodium carbonate) is Na 2 C() 3 , while the formula 
for baking soda (sodium bicarbonate) is NaHCOs. Note that 
in the former, both atoms of hydrogen in carbonic acid, H 2 CO 3 , 
have been replaced by the sodium, but in the latter, only one 
atom of hydrogen has been replaced; note also that both mole¬ 
cules contain the same number of atoms and the same radical 
COs. Baking soda is also frequently called saleratus. Baking 
powder is a mixture of two acid salts—bicarbonate of soda and 
bitartrate of potash. Another acid salt, one that is familiar 
to sulphite mill men, is calcium bisulphite, (^a(HS 03 ) 2 . 

Phosphoric acid, H3PO4, has three hydrogen atoms, and it 
forms three salts with monad metals, as follows when sodium is 
the metal used: 

NasP 04 Trisodium phosphate, or normal sodium 
phosphate 

Na2HP(l4 Disodium phosphate, or monohydrogen- 
sodium phosphate 

NaH 2 P 04 Monosodium phosphate, or dihydrogen- 
sodium phosphate 

Note that in the first salt, all the hydrogen has been replaced 
by the sodium; in the second, two atoms of hydrogen have been 
replaced; and in the third, only one atom of hydrogen has been 
replaced by the sodium. The prefix di has the same meaning 
as 6t. 
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Sometimes the hydrogen is replaced by two different metals; 
thus, calling ammonium a rnotal, th(^ comjx)und called sodium- 
ammonium-hydrogen phosphate has the molecular formula 
Na(NH 4 )HP 04 , ammonium-magnesium orthophosphate has the 
formula Mg(NH 4 )P 04 , and sodium-potassium carbonate has the 
formula NaKCOs. The last formula is justified because the 
radical CO3 requires either a dyad or two monad atoms, and 
potassium and soflium are both monads. Salts of this kind are 
called double salts. 

74. The Alums. —One series of double salts, called the alums, 
is quite important in dyeing and was formerly used for sizing; 
they are sulphates of aluminum with sodium, pota'^sium, or 
ammonium, as follows: potassium alum (common alum), other¬ 
wise called aluminum-potfissium sulphate, has the formula 
Al 2 (S 04 );{ K2S()4‘24H20; sodium alum, otherwise called alumi¬ 
num-sodium sulphate, has the formula Al 2 (S 04 ).rNa 2 S 04 * 24 H 20 ; 
and ammonium alum, otlu'rwisc' called aluminum-ammonium sul¬ 
phate, has the formula Al 2 (S 04 ).v(NIl 4 )‘ 2 S( >4 241120. There are 
other alums, but these are th<' most important. Papermaker^s 
alum, aluminum sulphate*, is not really an alum, in the proper 
sense, though in ur.e, its prop<*rties an* similar, and it is cheaper. 

Aluminum is a triad (it has three* bonds); lu*nce, one atom of 
aluminum cannot combine with one atom of oxygen, which is a 
dyad and has only two bonds. It is th(*refore necessary to take 
two atoms of aluminum in most cases (thus giving G bonds), 
which require 3 atoms of oxyg(*n (giving 3X2 = G l)onds) or 
G atoms of hydrogen. An atom of aluminum, therefoni, cannot 
replace the hydrogen in a molecule of sulphuric a(;id, ir 2 fS() 4 , 
which would be one hydrogen atom short, or with two mohiculos, 
which would be one atom too many; conseeiuently, it is nec(‘ssary 
to use two atoms of aluminum and three mol(?(;ul(*s of sulphuric 
acid to effect the combination, as shown by the equation 

3H2S()4 + 2Ai Al2(H()4;3 + GH 

When an analysis is made, the percentage of aluminum and of 
sulphuric anhydride, SO 3 , show that the formula AL( 804)3 is 
correct. 

76. An important property of the alums and AL ( 804)3 is their 
reaction with w^ater. Taking Al2(80i)3 and w*at(*r wc* have 

Al2(S04)3 + GH 2 O - 2A1(0H)3 + 3 H 2 SO 4 . 
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Since H2SO4 is a very strong acid, and Al(OH)3 is a very weak 
base, the solution of Al 2 (S 04)3 is distinctly acid in character. 
This property is made use of in breaking up a soap, as in pre¬ 
cipitating rosin size, in setting dyestuffs where a weak acid 
reaction is wanted, and in clarifying water, where the cloudlike 
structure of the aluminum hydrate, A1(0H)3, which is in¬ 
soluble in the presence of a little lime, catches impurities and 
carries them down in settling. In coloring paper, this aluminum 
hydrate A1(()H)3 adheres firmly to the fibers, and attaches to 
them the insoluble color compounds it makes with many dyestuffs. 
Such compounds are called lakes. 


QUESTIONS 

(1) How much NaOII by weight will be required to neutralize 25 grams 

of SOa as HjSOa? Ana, 31.25 grams. 

(2) What is (a) the composition of air? (5) is it a definite clieniical com¬ 
pound? (r) can you prove this? 

(3) What is (a) a gram molecule? (h) wliat is the weight of a gram 
molecule of sodium chloride (common salt)? 

(4) Why does alum give an acid reaction? 

(5) If thf? liberation of hydrogen is characteristic of acids, how is it that 
sodium, a strong base, liberates hydrogen when 80 <lium is in contact with 
water? 



§3 


CHEMICAL REACTIONS 


59 


LIST OF ELEMENTS, THEIR SYMBOLS AND ATOMIC WEIGHTS 


Element 

Symbol 

Atomio 

Weight 

i 

Element 

Symbol 

.Atomic 

Weight 

Aluminum. 

A1 

26.97 

Mercury. 

Hft 

200.61 

Antimony. 

Sb 

121.77 

Molybdenum. 

Mo 

96.0 

Argon. 

A 

39.91 

Neodymium. 

Nd 

144 27 

Arsenic. 

As 

74.96 

Neon. 

Ne 

20.2 

Barium. 

Ba 

137.37 

Nickel. 

Ni 

58.69 

Beryllium or 



Nitrogen. 

N 

14.008 

Glucinum. 

Be 

9.02 

Osmium... 

Os 

190.8 

Bismuth. 

Bi 

209.00 

Oxygen. 

0 

16. 

Boron. 

B 

10.82 

Palladium. 

Pd 

106.7 

Bromine. 

Br 

79.916 

Phosjihorus... 

P 

31.027 

Cadmium. 

Cd 

112.41 

Platinum. 

Pt 

195.23 

Ciesium. 

Cs 

132.81 

Potassium. 

K 

39 096 

Calcium. 

Ca 

40.07 

Praseodymium. 

Pr 

140.92 

Carbon. 

C 

12 00 

Had in in. 

Ra 

225.95 

Cerium. 

C(‘ 

140.25 

Radon or Niton.... 

Rn 

222.0 

Chlorine. 

Cl 

35.457 

Rhodium. 

i Rh 

102 91 

Chromium. 

Cr 

52.01 

Rubidium. 

1 Rb 

85.44 

Cobalt. 

Co 

58.94 

Ruthenium. 

1 Ru 

101.7 

Cblumbium. 

Cb 

93.5 

Samarium. 

Sa 

150.43 

Copper.j 

Cu 

63.57 

Scamlium. 

Sc 

45.1 

Dysprosium.i 

Dy 

162.5 

S<*lenium. 

Se 

79 2 

Krbiiim.| 

Kr 

167.7 

Silicon. 

Si 

28.06 

Europium. 

Vm 

152.0 

Silver. 

Ag 

107.88 

Huorine. 

V 

19.0 

Soilium. 

Na 

22.997 

Gadolinium. 

Gd 

157 26 

Strontium. 

Sr 

87.63 

Gallium. 

Ga 

69.72 

Sulphur. 

S 

32.064 

Gennanium. 

G(‘ 

72.6 

Tantalum. 

Til 

181 .5 

Gold. 

An 

197.2 

Tellurium. 

To 

127 5 

Helium. 

He 

too 

Terbium. 

Th 

159 2 

Holmium. 

Ho 

163.4 

Thallium. 

T\ 

204 39 

Hydrogen. 

H 

1 008 

3'horium. .. 

Th 

232.15 

Indium. 

In 

114.8 

Thulium. 

Tm 

169,4 

Iodine. 

I 

126 932 

Tin. 

Sn 

118.70 

Iridium. 

Ir 

193 1 

Titanium. 

T\ 

47.9 

Iron. 

le 

55.84 

Tungsten. 

W 

184 0 

Krypton. 

Kr 

82 9 

Uranium. 

1 .' 

238.17 

Ijinthanum. 

I.a 

138.90 

Vanadium. 

V 

50 tl6 

Lead. 

Pb 

207.22 

Xenon. 

Xe 

130.2 

Lithium. 

Li 

6 94 

Ytterbium. 

V'b 

173.6 

Lutecium. 

Lu 

175.0 

Yttrium. 

Yt 

89.0 

Magnesium. 

Mg 

24.32 

Zinc. 

Zn 

65.38 

Manganese. 

Mn 

54.93 

11 

Zirconium.i 

Zr 

91 .22 
















































































ELEMENTS OF CHEMISTRY 

PART 1 


EXAMINATION QUESTIONS 

(1) How would you (h'scrilx' alum and salt, using sight and 
taste? 

(2) What is the lifff'nmct' l)(dw(‘(‘n a choniieal change and a 
physical chaiig(‘? 

(II) Whal ai*e (a) th(i properti(\s of water? (b) the chemical 
components of water? 

(4) How many pounds of calcium carbonate C'aCO.i can Ix^ 
produced from 5(1 pounds of quicklime CaO? Ans. 100 lb. 

(5) What effect do(*s (a) ‘"hard" wat(‘r have on rosin size? 

(6) on steam boilers? (r) wliat is th(' <liff('nuice b(‘twe(‘n 

temporaryand ^‘permanent” hardness? 

(()) What is th(' diff(*r(‘nce Ixd.wiMUi (‘lemiuits and compounds? 

(7) If 24 pounds of sodium wen* tn'ati'd with 35.5 pounds of 
chlorine, why would a pound of scxlium be left over? How 
many grams of salt can b(i produced with 10 grains of sodium? 

Ans. 25.4 grams. 

(8) What do you understand by atomic weight? 

(9) What do you understand by (a) th(* law of definiti* pni- 
portions? (5) the huv of multiple pn)portions? 

(10) Why is oxyg(*n more active chemically when just liberated 
from hydrogen peroxide (or from bleaching powder solution)? 

(11) What is meant when it is stated that carbon is a n'ducing 
agent. (5) Name two other reducing ag<*nts, and two oxidizing 
agents. 

(12) Of what compounds is a soapy taste charact(*ri8tic? 

(13) How wxmld you define (a) an acid? (h) a base? (c) how 
is litmus paper u.sed to distinguish between acids and bases? 

(14) (a) What alkaline compound is called a hypoth(*tical 
metal? (6) show by an equation its likeness to sodium in its 
chemical action. 
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(15) What are soaps? name a soap much used in paper making. 

(16) What arc (a) salts? (b) acid salts? 

(17) Is paper maker's alum a true alum? How does it act 
with water? Name some of its uses. 



ELEMENTS OF CHEMISTRY 

(PART 2) 


PRACTICAL CHEMISTRY 

SULPHUR AND ITS COMPOUNDS 

76. Remark. —Enough of the theory liiis now been given to 
permit the discussion of some very important compounds in 
commercial use, and to see how the ])rinciples of chtMuistry 
affect their action and control manufacture. Any additional 
principles and theories can be regarded as incidental. 

There are three processes employed in preparing fibers for 
making paper: 

1. Grinding or other mechanical action 

2. Cooking or digesting 

3. Bleaching 

The first does not require attention at this time, l>ut the other two 
require the application of chemistry and involve a knowledge 
of the properties of several important (*lements and their com¬ 
pounds, such as sodium (which has aln^ady beim touched upon), 
sulphur, calcium, magnesium, and chlorine. 

77. Sulphur; Symbol, S; Atomic Weight, 32.07. —Sul|)hur is 
one of the elements that occurs nativiq that is, it is found and 
can be obtained in an uncombined stat(». It differs in this 
respect from the majority of the (dements, which can be obtained 
only from compounds. Sulphur is also wid(*ly distributcMl in 
certain compounds, the principal ones being: 

Sulphide of iron, FeS 2 , called iron pyrites or '‘foors gold,’' 
from its color, which resembles gold; 

Sulphide of lead, PbS, called galena; 

Sulphide of copper, CuFeS 2 , called chalcopyrite or bornite; 

Sulphate of calcium, CaS 04 , called gypsum. 

For making sulphite pulp, the native sulphur is chiefly used, 
the greater part of the supply of which comes from two localities: 

63 
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Sicily and Louisiana. Forrncirly, the chief source of supply for 
this country was Sicily, but this has bec^n recently superseded 
by the deposits of Louisiana. The latter had been known for 
years, but th(\y (jould not be worked, V)ecause they lay deep 
under a stratum of quicksand. A method for getting; the 
sulphur out was devised by Dr. Frasch, and may be explained as 
follows: Sulphur melts between 115°C\ and 120^^0., a little above 
the I)oiling point of water, arul corresponding to the temperature, 
approximately, of steam when the pressure is about 30 lb. per 
sq. in., absolute, about 15 lb. per sq. in., gauge. By sinking a 
double pipe, one within tlwi olher, through the surface to the 
sulphur and passing superheated water down the outer pipe, 
the sulphur was melted in j)lace and forced up through the inner 
pipe, dis(duirging in a fluid state. The principle was simple, but 
the practical difficulties to be oven^une were enormous. Much 
of the sulphur used on Wu) Pacific ('oast comes from Japan. 

78. Some Properties of Sulphur. —The dcMisity of sulphur is 
about twice that of water, its specific giavity varying b(*tween 
1.90 and 2.05. Sulphur has the property poss('ss(‘d l)y s('veral 
of the elements of existing in more than one physical form; this 
is called allotropy. Thus, sulphur does not always crystallize 
in the same form, and theses different ciystalline forms have 
different melting points; this also accounts for the variation in 
density. Wlaui sulphur is heat(Ml, it first nuJls (about 120°C.); 
as the temp(*rat un' incr(’as(»s, it boils and b(*conu's a vapor. On 
cooling, it do(*s not assume a licpiid state, but condenses to a 
powder (solid). Substances that act in this manner,chaTiging 
from a vapor to a powder without becoming licpiid are said to 
sublimei and tin' process of thus producing the ]X)wder is called 
sublimation. When moltcui sulphur is (piickly cooled, it becomes 
a rubber-like, pliustic imuss, which gradually hardens; this is 
illustrated by the following exiKu-iment: 

Expebimbnt 10 .—Place ahoiit in, of powdered sulphur in a test tube 
and heat slowly to melting, in which state, the sulphur is a pale-yellow, 
mobile liquid. Now raise the teinperaturt», and note that the color changes, 
the liquid becoming dark and viscous. Remove from the source of heat and 
allow the mass to cool slightlj’; pour it into water and note that on handling 
it appears quite plastic, even when cool. Sulphur in this state is said to be 
amorphous (without form), that is, it has no crystalline form. 

Sublimed sulphur is commonly called flowers of sulphur, and 
when produced in a pulp mill, it is because of the high temperature 
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in the burner without sufficient air supply or because the vapors 
cooled so rapidly that they failed to combine with the air. It may 
then deposit in pipes and cause much trouble, which can best 
be avoided by careful and scientific control of burning conditions. 

79. Vulcanizing Rubber.—The pure rubber gum that is ob¬ 
tained by evaporating the sap of certain trees that grow in warm 
countries is not permanently wat(‘r proof or flexible. Two 
independent workers, Thompson in lOngland and Coodyear in 
the United States, found that sulphur in varying (quantities liad 
amazing effects on lubber gum, with tlu' n'sult that produ(*ts 
could be obtained varying all the way from fh'xible, elastic tubes 
and sheets to hard substanc(\s that could be turned in a lathe and 
could be used for knife handk's, combs, and many other things 
of a practical or decorative nature*. 'FIk* pro(‘(’ss of bhmding 
sulphur with rubber is call(Ml vulcanization, and rubber so tn^ited 
is said to be vulcanized. Tliis tenan should not lx* confused with 
the vulcanizing of paper, which will lx* tak(‘n up lat(*r. 

80. Oxides of Sulphur.- -When inv(*stigating the chemical 
properties of an element, one of the* geiu'ial m(‘thods is to find 
out how it behavc's with oxygen. Ihirning -or combustion, as 
the word is common^' known -is a. case* of souk* sul)stance com¬ 
bining with oxygen. Tlu* first step, then, is to asc(‘rtain if the 
element burns readily; sulphur doess burn r(*adily oth(*rwise, 
there would be no sulphit(*-pulp industry. Tlu* next step is 
to find out if it combines with oxygen in more* than oiu* propor¬ 
tion. In the case of sulphur, there* are two ve*ry important 
oxides: sulphur dioxide, SOj, and sub)hur trioxide*, S():<. Tlu*se 
oxid.es are tlu? aidiydrieh’s of two v(*rv im])ortant ae*ids; thus, 
adding a molecule* of water to a mol(*cul(* of the* oxide*s, the r(*sult 
may be expressed as 

50 2 + H 2 O — 112^0.3, calk'd sulphuious acid 

503 -f H 2 O = ILiSO-i, called suli)hurie* aciel 

A pause will be made he're to consider the subje*ct of how chem¬ 
ical names of compounds are form(?d, which go(*s under the rather 
high-sounding title of chemical nomenclature, 

81. Chemical Nomenclature.—When two elements unite to 
form a compound, the name of the compound so i)roduced ends 
in ide; in most cases, apart from the oxides, these compounds do 
not contain oxygen. Note the formation of the names of the 
following compounds: 
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Iron sulphide, FeS; iron disulphide, FeS 2 ; sodium chloride, 
NaCl; carbon disulphide, CS 2 ; calcium carbide, CaC 2 ; silicon 
hydride, SiH 4 ; etc. Note that the ide becomes a part of the 
second or last element; if SiH 4 were written H 4 Si, it might be 
called hydrogen silicide. 

The salts of acids that do not contain oxygon end in idCj 
as potassium chlorid(‘, KC'l; which is a salt of hydrochloric 
acid; but when oxygen is present in the acid, its salts end 
in ate or ite. For (example, sulphur dioxide' unites with water 
to form sulphurous acid, H 2 S() 3 , whose salts are known as 
sulplu'te*; and sulphur trioxide* unites with water to form sul¬ 
phuric acid, Il 2 S() 4 , whose^ salts are known as sulphato. Note 
that comf)Ounds whose names end in ate always have more 
oxygen than those whose names end in ite. This distinction 
should be kept in mind in connection with the ^‘sulphite^^ pro¬ 
cess, which uses calcium bisul])hi(e, and the sulphate” or 
^‘kraft” process, whic^h uses sodium sulphate*. Also keep in 
mind the meaning of the prefixes mon or mono, uni, bi or di, 
etc. as defined in Art. 46. 

The names of acids whose salts end in ite have the termination 
ous] thus, sulphite's are* forme*el frenn sulphureius aciel. The 
names eif ae*iels whose* salts e*nel in ate have* the termination ic; 
thus, sulphates are* feirme'el freim sulphuric aciel, and nitrates 
are formeul freim nitric ae*id. 

Sometime'S there are meire than twe) salts ce)ntainiiig oxygen; 
in that case, a change* is maele at the* beginning eif the worel in¬ 
stead e)f giving it elifferent enelings, as shown in the following 
table: 


Acid 


Typical salts 


IIydro(*hloric aci<l . 

ne'i 

Potassium chloride. 

. . KCl 

Hypoohloroiis acid. 

. . H(d() 

Potassium hypochlorite. . . 

. KCIO 

Chk)ro\ia acid. 

. . nmo. 

l*otJUssium chlorite . 

.. KC\02 

Chloric acid . 

Uilih 

Potjussium chlorate . 

. . K(10, 

Perchloric acid . 

. . 11(104 

Potassium perchlorate. . . . 

K(::io4 


There is no hj’drochlorous aciel, but there is a chlorous acid, 
and the aciel that e*ontains one more oxygen atom than chlorous 
acid is called chleiric aciel. Since there is ane)ther acid contain¬ 
ing one atom less of oxygen than chlorous ae*iel, it is calleel hypo- 
chlorous aciel, the prefix hypo meaning under or less; and since 
there is also another acid containing one more atom of oxygen 
than chloric acid, it is called perchloric acid, the prefix per mean- 
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ing over or more or greater. "J'ho prefix hijpcr hjus the same meaning 
as per, and this acid miglit have been (^alled hyperchloric acid. 
Note that the names of the salts follow the rule in regard to the 
endings ite and aie. 

The endings and *‘ous’^ indicate either the relative 

amounts of oxygen in the molecules of compounds or the fact 
that they are produced by introducing oxygen into a compound 
of lower oxygen content or (\\p(dling ox\'g(*n from a compound 
of higher oxygen content; in th(* former case, the coin|K)und is 
said to be oxidized, and in the lattru* cas(', to be reduced. (See 
Art. 62,) It will be seen later that otla'r (‘h'lnents than oxygen 
may have a similar effc'ct. Oxidation may cause an element to 
increase in valence and r(‘duct.ion to decrease tlu' valence, as an 
example,stannous (tin) chloride*, SnOlo, which (‘ontains no oxygen, 
becomes stannic chloride, 811 (^ 4 , under oxidizing conditions. 

82. Sulphur Dioxide.—Sulphur dioxide (sulphurous anhy¬ 
dride) is a colorless gjis having a molecular we'ight of (>4.07, which 
is usually taken as 64. It is soluble* in wat(*r, a matte*!* e)f eam- 
sidcrable moment to make'rs e)f sulphite* pulp, I ve)lume e)f water 
dissolving about 80 ve)lume*s e)f gas at 0 ^ 0 .; but at 2 ()°(/., which is 
abenit the temperature e)f wate*!* supplie'el in summer, 1 ve)lume 
of wate^r elissedve's only abemt liO vedume's e)f the* gas. For this 
rease)!!, the gas fremi sulphur burne‘rs she)ulel be* e’e»e)le*d and j>ass('el 
inte) water that is as e*e)e)l as pe>ssible*. Ne)(c that the atemiie; 
weight of sulphur is 32.07,say 32, which is t he* same* as the* medecu- 
lar weight of oxygen, (>2 (2 X It) — 32); he*ne*e‘, I pounel, say, 
of sulphur requires 1 j)e)unel e)f e)xyge*n te) ceuivert it inte) sulphur 
dioxide, S() 2 . Now, since* e)xyge*n is e)idy abe)ut 23.21% eif the 
atmosphere by weight, 1 lb. of sulphur )e*e|uirf*s abe)ut 11 ). 
of air for its complete* ce)mbustie)n. If it (le)e‘s not ge*t that mue'h 
air or a little more, fle)we*rs e>f sulfdiur will ge*t inte> the* e'e)oling 
systems and towe*rs anel will cause* trouble*. I3y veduine?, it takc*s 
about 60 cu. ft. of air to 1 Ib. of sulphur fe)i ce>mple*te e*ennbu.stion 
to sulphur dioxide. 

83. Sulphur Trioxide. —At certain temperatures and in the 
presence of water vapor, sulphur dioxiele annexe*s to itself 
another atom of oxygen and tx^comes sulphur trioxide SO 3 , other¬ 
wise called sulphuric anhydride, which has a me^lecular we*ight of 
80.07, say 80. Therefore, when burning sulphur fejr pulp mills 
temperatures between 400® and 600®C. and the presence of 
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water vapor are to be avoided. Wet sulphur should not be used 
in any case; because the steam arising from this source when the 
sulphur is heated combines with the sulphuric anhydride SO3 to 
make sulphuric acid, as shown by the equation of Art. 80, which is 
far more corrosive than sulphurous acid and has the added dis¬ 
advantage of not being volatile. Wherever spray from the 
tower exhaust falls, there it stays and gets to work on wood, 
metal or paint. 

A humid atmosphere contains largo amounts of water vapor; 
consequently, the air going to the sulphur burners should, if 
practicable, be cooled, to remove excess water vapor by con¬ 
densation. Sometimes the acid towers are exhausted by steam, 
to pull the gases through and in case of fan trouble. The hot 
steam, coming into contact with the waste gases (which often 
contain sulphur dioxide in more or less quantity) in the presence 
of oxygen, acta as a catalyzer, producing sulphuric anhydride, 
SO3, and the neighborhood is eov('red with a fine spray of sul¬ 
phuric acid. In sulphur Inirning, other more complex sulphur, 
oxygen, and hydrogen compounds arc produced, all tending to 
increase the sulphur consumption per ton of pulp, without help¬ 
ing the production. Burnoi*s, therefore, should be carefully 
watched, should not get intensely hot, should have enough oxy¬ 
gen, but not a gr(*at (excess, and should be kept as free from 
moisture as is possible. 

84. How Sulphuric Acid is Made.—Sulphuric acid is made 
commercially in large quantities. Two processes are used that 
differ very widely, considered chemically, and it will be worth 
while to discuss thcnii briefly. Iron pyrites, disulphide of iron, 
FeSa, which might bo called ferric sulphide, is largely used as 
the source of sulphur in the manufacture of the acad. The pyrites 
are roasted, with a supplj’^ of air, in furnaces that contain devices 
for stirring mechanically, and the sulphur and iron are both 
oxidized. The oxide of iron thus formed is not volatile and 
remains in the furnace, except for a small amount that floats 
alx>ut as a fine dust. The sulphur is oxidized to sulphur dioxide, 
a gas, for which reason, pyrites are sometimes used as a source 
of burner gas in sulphite mills. The iron oxide dust, however, 
has been found troublesome. 

After the sulphur has been oxidized to SO 2 , the problem of how 
to cause it to take up the extra oxygen atom and become SOs 
has been solved in two important ways. In the older process, 
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known as the chamber process, sodium nitrate, NaNOa, (fre¬ 
quently called Chili saltpeter) is used to provide the extra oxygen 
atom; it is known as a “carrier/^ and is another instance of a 
small amount of raw material doing a largo amount of work. 
The action is as follows: When the sodium nitrate is heated, it 
breaks up, and oxides of nitrogen are formed, one of which is 
nitrogen peroxide, sometimes call'd nitrogen tetroxide, NO 2 . 
In the presence of steam and sulphur dioxide, the peroxide 
gives up one atom of oxygen and becomes nitric oxide (also 
called nitrogen dioxide), NO, according to the equation 

NO2 + SO2 + IlaO = II2SO4 + NO 

The nitric oxide, on contact with air, takes up one atom of oxygen 
again and obligingly hands it ov(*r to tlie sulphur dioxide, which 
then becomes sulphur trioxide, SO3, and this unites with water 
to form sulphuric acid. This pro(!('ss appc'ars lo go on indefi¬ 
nitely, the oxygen atom being <leliver('d by the carrier and 
another taken on and again handed over. '^I'lK'n' is always a 
leakages of the nitrogen oxides, so the nitrate has to ]>e replaced 
from tiiiK^ to tinui. 

The second and more modern proc(\ss is known as the contact 
process; its action (h'pends upon the action produced l)y a 
catalyst. A catalyst was defined in Art. 30, which should now 
be re-read. The following incident will serve to impress the 
meaning more firmly on the mind: 

During a street railway strike, the company got some strike 
breakers and assembled them in one of its car barns. Outside, 
a crowd collected, mostly composed of striker sympathizers. 
Inside, the strike breakers had waited for some lime* and were 
getting “jumpy.^^ A small boy, out of curiosity, climbf^d up to 
peek in the window; on Ixu'ng perceived a hose was turned on 
him and a part of the crowd outside was soaked. The rc'sult 
was that all the hospitals soon had hurry calls for {imbulances. 
The reaction’’ was sudden and complete. The small boy had 
nothing to do with the affair; he was neither a sti ikcT nor a strike¬ 
breaker; his mere prc.sence started the ruction; he was a catalyst. 

In the contact process, sulphur dioxide is pnjpan^d as bc'fore, 
but care is taken to make it dry and dust free. It is tluui mixed 
with dry air, and the mixture is passed ov(‘r lusbestos that has 
been covered with finely divided platinum. The redaction is 
started by heating the platinized asbestos, which needs no subse- 
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quent heating, because the gases coming in contact with the 
platinum combine directly (SO2 + O = SO3) and liberate enough 
heat in so doing to continue the reaction. The platinmn does 
not enter into the reaction, but acts like the small boy in the 
ruction mentioned above—as a catalyst. 

A small amount of platinum is thus the agent for producing a 
large amount of sulphuric acid, and it would so act indefinitely 
were it not that impurities creep in with the gases and ‘‘poison’’ 
the catalyst. Just as a small quantity of matter may act as a 
catalyst for largo amounts of niatlor, so a minute quantity of 
some foreign (J<‘ment sorru^times stops a catalytic action alto¬ 
gether; siKjh substances ar(» calk'd catalytic poisons. 

The presence of traces of selenium encourages the formation 
of SO. 1 ; hence, selenium should not be present in sulphur for 
pulp mills. 


LIME AND MAGNESIA 

85. Calcium; Symbol, Ca; Atomic Weight, 40.07; Valence 2. 

This clement oxidizes so readily that it is never found in the 
free state, but it has been produced pure in the electric furnace. 
Its oxide, C.^aO, called lime, is not found native either, because it 
is alkaline and combines wit h carbon tlioxidc to form carbonate 
of lime, CaCOs, which is i)roperly termed calcium carbonate. 
As calcium carbonate, it is found chiefly lus limestone in im¬ 
mense deposits that form mountain range's at times. When the 
carbonate is very pure and is v('ry finely (crystallized, it is known 
as marble. Chalk is calcium carbonate that has been formed and 
deposited in more recent geologic time. There is an almost 
infinite variety in tlu^ forms of carbonate of lime, vaiydngfrom 
beautiful, clear, water-white and tinted crystals to the dark-gray, 
opaque rock of which macadam roads are made. 

86. Limestone ranks jis the second in importance in the list 
of raw materials used by suli>hit('-pulp mills. High towers are 
filled with brokt'ii limestone through which water trickles. 
Sulphur dioxide gas goes in at the bottom of the tower, and in 
rising, comes into contact with the water trickling downward, 
producing two reactions: 

First, CaCO, + SO 2 + H 2 O = CaSO., + HjCO, 

Second, CaSOa + IhO + SO* = CalUiSOsW 

^ Frequently written Ca(HSO»)a. 
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In the first reaction, calcium sulphite is formed, which is con¬ 
verted by the second reaction into caJciuw hisvJphtfe^ (*alled the 
acid by the pulp maker. It is from calcium bisulphite that the 
sulphite process is named. 

The physical condition of the limestone is of first importance; 
if coarse and crystalline, it may bo vory troublesome, oiisily 
breaking into gramdar particles and choking the towers, Avhile a 
dense, fine-grained stone may dissolve so slowly that an insuflfici- 
ent amount of “combined’’ acid is ])rodu(*(*d. 

It was noted that two salts were fornu'd in succession when 
sulphur dioxide was admittcHl to the towca-s: calcium bisulphite, 
the final product, which is an acid salt., juid calcium sulphite, also 
called calcium monosulphite. (yal(‘ium bisulphite exists only 
in its solutions; it has ik'vcu' been isolated. WIkui attempts are 
made to obtain it by ('vaporation, it- reh^ascvs its hold on the sul¬ 
phurous acid and becomes calcium sulphite, which is almost 
insoluble in water; thus, 

CaIl2(S()a)2 - C/aS()3 + H 2 O + SOz. 

If, therefore, the cooking solution is ov(»rh(*at(Ml or is deficient 
in free SO^, there is a pn'cipitation of calcium sulphite in the 
digester, and ^Mimc,” so called, is found in the pulp. 

87. Lime Burning. —Limestone, wluui heated to a high tem¬ 
perature (82r)°C.) in a kiln, breaks up into quicklime, CaO 
(calcium oxide) and carbonic acid ((*arbon dioxid(i) gas, CO 2 , 
according to the eipiation Caf’Oa — CaO + (H) 2 . Quicklime 
has a great liking for wat(*r, and wh<m is poured on it, 

there is a viohmt n'action, which j^roduces slaked lime and 
liberates a great amount of heat; thus: 

( aO + H 2 O = (’a(OH )2 

Slaked lime, Ca(OH) 2 , is known chemically as calcium hydrox¬ 
ide or calcium hydrate, and is frequently called hydrated lime; 
it is slightly soluble in water, th(? solubility incr(‘asing as the 
temperature of the water <h‘creas(\s, the solution b(*ing calked 
lime water; and when the lime water contains undissolv(‘d par¬ 
ticles of hydrated lime, it is called milk of lime. Hydratetl limc^, 
used in rag boiling, is produced us a fine powdery substance when 
there is no excess of water during the reaction; and when in this 
form, can be transported to the best advantage. It does not 
absorb carbonic acid gas from the air and revert to its former 
condition of a carbonate, as lime does (CaO + CO 2 = CaC’O^). 
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When water is added to quicklime, it is said to be water slaked; 
but when it is exposed to the air and combines with the carbon 
dioxide of the air, it is said to be air slaked. If hydrated lime 
be heated to a temperature above 450°C., the water leaves it, 
and it becomes quicklime again; thus, Ca( 0 H )2 = CaO + H 2 O. 

In the so-called milk of lime system for making sulphite 
cooking-acid, sulphur dioxide gas is bubbled through lime milk 
and produces calcium sulphite and calcium bisulphite in two 
stages, thus: 

Ca( 0 H )2 + BO 2 = CaSOa + H 2 O 
CaSOa + 8 O 2 + II 2 O = CaH 2 (S 03)2 
For this purpose the lime should be relatively free from magnesia. 

It is to be understood that when lime slakes in air, the process 
takes place slowly; this is what happens in the case of lime mortar, 
used in laying brick, stone, and in plastering, and which causes 
the mortar to harden, but slowly. It sometimes takes years 
before the mortar of a building is completely carbonated. The 
sand used merely acts as a filler. 

Practically pure calcium carbonate is used as a filler in some 
papers. 

88. Precipitates. —When, on mixing solutions of two sub¬ 
stances, a chemical reaction produces a new, non-volatile sub¬ 
stance that is not soluble in the solution, it appears as a solid of 
some kind and is called a precipitate. When finely divided 
slaked lime is mixcnl with water and sodium carbonate is added, 
the reaction is expressed by the equation 

Na 2(:()3 + Ca( 0 H )3 = 2NaOII + CaCOg 
The sodium hydroxide is in solution; but the calcium carbonate 
is insoluble and is precipitated. The lime is said to caiisticize 
the sodium carbonate (soda ash) ; that is, it converts the car¬ 
bonate of soda into caustic soda (NaOII), which may be obtained 
by filtering or drawing off, after the precipitate (CaCOs) has 
settled. This process is called precipitation, meaning a throw¬ 
ing down, ” and is frequently used in chemical operations. Some¬ 
times a compound may be soluble in some solutions or under 
certain conditions and not in others; hence, the same compound 
may appear as a precipitate in some solutions and not in others. 

89. Boiler Scale. —Mention was made of scale-forming com¬ 
pounds that occur in water, one of which was carbonate of lime. 
This compound is slightly soluble in water containing carbonic 
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acid; but when the water is heated, the carbonic acid (CO2) is 
driven off and the insoluble carbonate of lime is precipitated. 
(This action is similar to that whit^h takes place when calcium 
bisulphite is heated, liberating sulphur dioxide and calcium sul¬ 
phite, as described in Art. 86.) The calcium carbonate thus 
precipitated is one of the scale-forming compounds. 

90. The Soda Process. —In soda pulp mills, the spent soda 
solution (black liquor), after cooking the (*hips, is driud and 
burned, to get rid of the woody matter; the black ash is com¬ 
posed largely of sodium carbonate (soda ash), which, is run into 
water, forming a solution of sodium carl)onate. This solution 
is pumped to tanks wherein it is treated with lime. A reaction 
takes place according to the equation of Art. 88; the soluble 
caustic lime becomes insoluble carbonate of lime, and the car¬ 
bonate of soda becomes caustic soda. The insoluble calcium 
carbonate is allowed to settle or is filtered out, and the caustic 
soda solution is ready for use in cooking. In (*ourse of time, there 
is a loss of sod.i by leaks, by incomplete' washing of the pulp, 
and in fumes going into the air. 

91. The Sulphate Process. —The sulphate process takes its 
name from the fa(;t that sodium sulphate, Na2S()4, also called 
sulphate of soda and salt cake, is us('d to make' good the loss of 
soda, instead of using soda ash, as in soda i)roces8. Salt 
cake is a by-product tluit is obtained in the manufacture of hydro¬ 
chloric acid from salt by the use of sulphuric acid, as shown by 
the equation 

2NaC'l + H2S(i4 = 2 HC 1 + Na2S()4 

The characteristic reaction of this process is the reduction of the 
sodium sulphate by the carbon from the woody matter in the 
black'' ash from the spent liquor, producing sodium sulphide, 
Na2S, which becomes an active agent in the cooking liquor 

Na 2 S 04 + 2 C = Na2S + 2CO2 

The unreduced salt cake, along with the carbonate, is also caus- 
ticized by lime, producing calcium sulphate (only slightly solu¬ 
ble), and caustic soda, according to the equation 

Na2S04 + Ca(OH)2 = 2NaOH + CaS04 

The calcium sulphate is removed by settling and filtration along 
with the calcium carbonate produced in the main reaction. 
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Note. —NUer cake is sometimes used to produce salt cake. Sodium 
nitrate (called niter) is heated with sulphuric acid to produce nitric acid, 
according to the equation 

2NaN03 -t- H2SO4 = Na2S04 + 2HNO3 

The sodium sulphate thus obtained (also a by-product) is called niter cake. 
The reaction does not proceed so completely as when salt cake is formed: 
consequently, some acid sulphate, NaHS04, is present and is a source of 
danger, unless carefully handled, as will be explained in the Section on 
Sulphate Pulp Manufacture. 

92, Plaster of Paris. —Calcium sulphate, also called sulphate 
of limey is found native in many localities in a crystalline form 
called gypsum, its molecular formula being ("aS04 2H2O. Gyp¬ 
sum is soft, white, satin-like, (hnise (at times), and contains 
water of crystallization when in its natural state, a part of which 
may be driven off by heat as in the following experiment: 

Experiment 11. —Put a few grams of gypsum (dry crown filler will do) 
in a test tube and heat while holding the test tube nearly horizontal. 
Note the water condensing on the cooler end of the test tube. 

Plaster of Paris is gypsum with most of the water of cry¬ 
stallization driven out by heating. When water in proper 
quantity is mixed with plaster of Paris, it is absorbed, crystal¬ 
lization again occurs, and the plaster setsy as it is termed. 

93. Crown Filler. —Sulphate of lime is used as a filler in 
making paper. For this purpose, it is preparcnl artificially and 
the product is called crown filler. The reaction is shown by the 
following equation: 

NaaSO^ + ("aCL - 2 NaCl + CaS04 

Calcium chloride and sodium suliihatc are both salts that arc 
soluble in water; when the solutions are mixed, the radicals 8O4 
and Cla change places, forming common salt and calcium sul¬ 
phate. The calcium sulphate is only slightly soluble in water 
and is precipitated, while the sodium chloride being readily 
soluble, is washed out with \vater. The calcium sulphate is filter¬ 
ed from the water, and forms t iny slender crystals, CaS04'2H20, 
of the same molecular formula as gypsum. When received at 
the mill, it should not have more than about 10% of moisture 
in addition to the water of crystallization. If a gram of it be 
put in a crucible and heated to redness, it should not lose 
more than about 30 % of its weight; this is called loss on ignitiony 
and it includes both the water of crystallization (about 20%) 
and the excess of moisture (about 10%). Thus, the molecular 
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weight of the crj'stalline form is about 40 + 32 + 4 X 16 + 2 
X 18 = 172 ; if when received, 10 % of the weight is additional 
moisture, the molecular weight may be considered to be 172 
(1 — .10) = 191 ; hence, if ignition drives off this ten per cent 
and the vrater of crystallization also, the molecular weight of the 
amorphous sulphate will be 40 + 32 + 4 X 16 = 136 , and the 

weight lost will be 191 - 136 = S.'S, or = .288 = 29 % very 
nearly. 

94. Magnesium; Symbol, Mg; Atomic Weight, 24.32; Valence, 

2 .—Magnesium is a light, silvery white metal, whieh does not 
combine readily with oxyg(‘n at ordinary tc^niixM aturi's, and may 
therefore be kept for a time in air. It burns wdih jin intense, 
white light thjit has consid(a*jible aeiinii^ pow'(*r, a property of 
certain forms of light wdau’c^by (diemi(‘al jietion is caused in the 
sensitive compounds used for photogniphi(‘ work. Flash-light 
photography is accornplisluMl l^y igniting powden'd magnesium. 
On exposure to jiir, magn<\siuni slowdy combines with oxygen, 
for which reason it is not found native. 

Magnesium occurs as a cjirbonate, called magnesite, MgCKla, 
in a number of localities, notably (\alifornia and Queb(‘c in 
America and along the Orecian coast, of the yKgc^an sea, the 
latter deposit being the purest. Magn(‘si1(* was fornnuly used by 
Ekmann, one of the pioneers of the sulphite' industry, in pla(;e of 
limestone; it is not Largely usial on acfamnt of its uns.atisfactory 
physical behavior in towers, and la'cause of the wider distribution 
of limestone. The hydroxide Mg(OII)u is only slightly soluble. 

Dolomite, whicdi is a combination of the (!arbonat('s of calcium 
and mjignesium, CaCO.vMgCOs, is vc*ry widely tlistributed. 
Some deposits contain much magnesium and little calcium; 
these are known as magnesium dolomites. In othi'r deposits, 
the calcium predominates, and these are known as calcimn 
dolomites, also called magnesium limestones. The hitter are 
largely used for the sulpliite process, and are said to produce a 
whiter pulp than th<^ straight limestones. Dolomite,, are usually 
coarsely crystalline and crumble too (‘asily in the tower, causing 
trouble by choking and channeling. 

Magnesium sulphate, MgS04, differs from calcium sulphate 
in that it is readily soluble in w'ater. In the crystalline form, 
MgS 04 7 H 2 O, it is known as Epsom salts, and is of interest to 
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the paper maker as well as to other mortals on account of its 
medicinal properties. 

Magnesitun sulphite, MgSOa, is also soluble in water, and its 
precipitate does not cause trouble similar to that caused by the 
precipitation of sulphite of lime in the digester. 


THE HALOGEN GROUP 

96. The Halogens.—The four elements, chlorine, bromine, 
iodine, and fluorine, have such (dose ndations in their chemical 
characteristics that they form a chemical family called the 
halogens, which means s('a-salt producers; they are thus called 
because they unite directly with hydrogen to form acids, which, 
in turn, unite with bjises to form salts that are similar in appear¬ 
ance to common salt, and also because the first three form salts 
that occur in sea water. The following table exhibits some of 
their leading properties. 

THE HALOGENS 


Name | 

j Symbol j 

Atomic 

weight 

Appearance at 
ordinary tempera fare 

j \'Rlency 

Fluorine. 

* F 

19.00 

Pale, yellowish ^as 

1 

Chlorine. 

c\ 

35.46 

Greenisli-yt'llow 

1 

Bromine. 

i Hr 

79.92 

Dark brown liquid 

1 

Iodine. 

1 1 

1 

126.92 

Purpliah-black solid 

1 


These elements are all monads—their atoms have but one bond 
—and unite with hydrogen atom for atom to form acids that 
contain no oxygen, known as hydracids. The acids so formed 
are: hydrofluoric, HF; hydrochloric, HCl; hydrobromic, HBr; 
and hydriodic, HI. 

98. Fluorine; Sjrmbol, F; Atomic Weight, 19.—This element is 
a gas, and had never been isolated until a few years ago. While 
it is one of the most active of the elements, there is no known 
compound of fluorine and oxygen. A compound of calcium and 
fluorine, CaF*, calcium fluoride, known as fluor-spar, is a widely 
distributed mineral that is found in large quantities, particularly 
in Illinois. Other minerals containing compounds of fluorine, 
called fluoridea, are also found in large quantities. 

Hydrofluoric acid, HF, which might also be called hydrogen 
fluoride, is a weak acid, but has a great liking for silica and sili- 
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cates, which are readily dissolved by it; it cannot, therefore, be 
kept in glass vessels, because glass is a mixture of various sili¬ 
cates. Even the fumes from the acid will attack glass. Ad¬ 
vantage is taken of this property to etch letters and designs on 
glass. The glass is first covered with a thin coating of wax (which 
is not affected by the acid); then with the aid of a sharp stylus, 
the design is drawn on the waxed surface, the stylus removing 
the wax where it touches. The hydrofluoric acid is then applied 
in any convenient manner, sometimes only the fumes are used; 
it eats into the glass, thus making the design permanent, after 
which, the wax is removed. 

97. Chlorine; Symbol, Cl; Atomic Weight, 35.46.—At ordinary 
temperatures, chlorine is a greenish-yellow gas that is extremely 
irritating to the membranes of the nose and throat. When 
inhaled in diluted form, it causes a condition similar to that 
caused by a '‘cold in the head.'^ In concentrated form, it was 
the first “poison gas’^ used by the (h^-mans in the recent war, 
and its effects were terribh^ and lasting. It is a v(*ry heavy gas, 
one liter weighing 3.1074 grams, whih^ a liter of air weighs only 
1.2928 grams. 

Chlorine can bo readily prepared by treating manganese dioxide 
with hydrochloric acid, the reaction b<*ing expr(‘ssed by the 
following equation: 

MnOz + 4HC1 = CI 2 + MnCfls + 211^0 

Experiment 12. —Place in the bottom of a t(*st tube about 2 graiiiB of 
manganese dioxide and add a few <lrops of bydro<^hloric acid; thi.s will be 
sufficient at first to produce the char;icteriHtic Hinell. Having noted this, 
add about .5 c.c. of I to 1 hydrochloric acid (thi.s means a solution composed 
of equal parts distilled water and “eoncentrat<‘d ’ hydrochloric acid of 
1.2 specific gravity), heat the tube, and collect the gius as it comes off. 
This latter may be done by displacing the air from a jar that stands with 
its mouth up, the heavier chlorimi falling down and forcing the air out. 
The delivery tube, which connects the test tube with the jar, should go 
down to the bottom of the jar. If the jar is clean and the glass clear and 
colorless, place a piece of white paper behind it, and the chlorine may 
be seen rising in the jar. 

Chlorine may also be prepared from common sail by mixing 
the salt with manganese dioxide and treating the mixture with 
sulphuric acid, in accordance with the equation 
MnOj + 2 NaCl + 2 H 2 SO 4 = Clj + NajSO. + MnSO. + 21120 
There are, in reality, two reactions: the first is between the sul¬ 
phuric acid and the salt, forming sodium sulphate and hydro- 
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chloric acid; the second is between the hydrochloric acid and the 
manganese dioxide, as before. There are also intermediate 
reactions: the liberation of oxygen from the manganese dioxide 
and its reaction with hydrogen to form water is the reaction that 
actually liberates the chlorine; the hydrogen is taken from both 
acids, but th(^ sulphuric anhydride is not volatile while the chlor¬ 
ine is; so sulphates arc formed and the chlorine is liberated in the 
free state. Take note of the greenish appearance of the chlorine; 
the odor will manifest itself without any effort on your part. 
Merely sniff it; otherwise you will regret it. 

98. Bromine; Symbol, Br; Atomic Weight, 79.92. —Apart 
from its use in medicine in the form of bromides, bromine is not 
of much interest in this Section. It is used in investigations 
on cellulose and in organic chemistry. At moderately low tem¬ 
peratures, it is a dark brown liquid, which being slightly raised 
in temperature becomes a brown gas that is very irritating to the 
nose and throat, the effects being similar to those produced by 
chlorine. Bromine should not be handled l)y inexperienced 
persons; if the liquid comes in contact with the flesh, it destroys 
the tissues and makes painful, slowly-healing burns. If any 
should be spilled or splashed on the skin, dilute ammonia, wash¬ 
ing soda, or other dilute alkaline solution, even soap, should be 
applied at once. 

99. Iodine; Symbol, I; Atomic Weight, 126.92. —Iodine is a 
violet-black substance, with a metallic appearance. When 
heated, it melts to a dark brown liquid, which almost immediately 
changes to a violet vapor, and which condenses to a brown stain 
on cool objects held in it. If the vapor is dense and is suddenly 
cooled on porcelain, it forms fine flakes and crystals of sublimed 
iodine. This property" is taken advantage of when preparing pure 
iodine from the crude comix)unds in the ash of certain seaweeds, 
which form the chief commercial sources of iodine. Iodine is 
intensely antiseptic, and is used in surgery for that reason. It 
is not soluble, or only very slightly soluble, in water; but it can 
be readily dissolved by water in the presence of about an equal 
amount of potassium iodide, which is, therefore, a part of the 
chemical equipment of a sulphite mill, as a solution of iodine 
is used for determining sulphurous acid. 

100. Use of Iodine in Testing Bleach. —Chlorine ions readily 
liberate iodine ions from compounds such as potassium iodide, 
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KI, and this fact affords a ready means of determining if the 
chlorine has been removed in the washing of bleached pulp. 
This test depends upon the fact that iodiiu' in contact with starch 
produces a blue coloration. So a thin starch j)aste, about one 
part starch to 200 parts water, is made uj), and to it is added 2 or 
3 parts of potassium iodide. Strips of paper are soaked in this 
mixture, and are dried in an a<mosph(*re free from chlorine. 
These strips are white; but when th(\v are dipped in a beater or 
tub containing oven a trace of free chloibie, they turn !;lue. 
The paper strips should be kept in a dark, air-tight bottle, pref¬ 
erably, in a dark place. 


QUESTIONS 

(1) Why is it that some eh'ineiifs an* fotuul free and Tiative while others 
are found only in compounds? 

(2) Ilow many culjie feet of air are req\iired per pound (453.51) j^rama) 

of sulphur in the r(*aetion 8 -f- O*.* — SOs? Ans. 5,3.3 cu. ft. 

(3) la) What is causticiziiiK? (5) How nuieh lime will n'aet with .5()() Ih. 

of soda ash? Ans. (/>) 254-f Ih. 

(4) What chemical compound is characteristic of the cooking? licpior for 
(a) the sulphite process? (5) the soda proerss? (c) the* suh)liat,e process? 

(5) Why are calcium compounds objectionahli* in boil(*r waters? 


PRINCIPLES OF BLEACHING 

101. Chlorine not a Direct Bleaching Agent.—The chief use 
of chlorine in the paper industry i.s in bh^aching. The chlorine 
itself, however, docs not bleach; it acts only to releases oxygen, 
which is the real bh'aching agent. Tln^ chlorirui r(*acts with 
compounds containing oxyg(‘n and hydrogen, forming hydro¬ 
chloric acid and liberating oxygen. Thus, in the presence of 
water or water vapor, chlorine reacts in accordant^e with the 
equation 

2C1 4- H 2 O - 2IK;1 -h O 

To prove that chlorine does not act diretdly as a bh^aching 
agent, the following e^xperiment may bo tried: 

Experiment 13. —It is first necessary to obtain pure chlorine, that is, 
chlorine free from water and hydna-hloric acid. This may be done by 
means of the apparatus shown in l*ig. 7. The flask A to wiiich heat is 
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applied) contains manganese dioxide and hydrochloric acid (see Experiment 
12); jar B is partly tilled with water, and jar C is partly filled with sulphuric 
acid. The chlorine is collected in jar D by displacing the air. As the 
chlorine gas is generated, it passes into jar B and bubbles up through 
the water, which absorbs any hydrochloric acid that may be present; it 
then passes into jar C and bubbles up through the sulphuric acid, which 
absorbs any water that may be present; it finally passes into jar D free from 
water or hydrochloric acid. 

If, now, a piece of highly colored cloth, thoroughly dry, be placed in jar 
Df it can be left there indefinitely without changing color; but if the cloth 
be first moistened with water and then placed in the jar, the color will soon 
bleach out, and the cloth will be white. 



Pio. 7. 


The question now arises: if it is the oxygen that does the bleach¬ 
ing, why doesn't the oxygen of the air act in the same way? It 
does, but very slowly. A great deal of the bleaching of textiles 
and other substances has been done for ages by exposing the goods 
to the weather; but with the aid of bleaching agents, effects 
have been achieved in an hour or so that would have taken 
months by the older methods. 

102. A number of substances may be used as bleaching agents; 
these either liberate oxygen from their own compounds or they 
cause other compounds to do so. And this brings up another 
question: why does the ox 5 'gen liberated in such cases act so 
much more rapidly than the free oxygen of the air? Because 
the oxygen is in the nascent state. (See Art. 49,) When 
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oxygen is liberated by bleaching agents and within a mass, such 
as might be found after running paper, rag stock, or wood pulp 
around a beater or agitating in a tank, it combines quickly with 
the most readily oxidizable matter present. In the case of wood 
pulp, those substances are the non-fibrous compounds of the 
woods, which have survived the cooking process and the subse¬ 
quent washing. Rag stock contains colors used in dyeing the 
cloth, and most of these colors are substances that can be chemi¬ 
cally changed by oxidation. Since 19 out of 20 of these oub- 
stances are white or colorless when oxidized, it is seen that the 
chances are 19 to 1 that the color will be bleached by the nascent 
oxygen. 

If an attempt were made to use the oxygon at some place other 
than where it was generated, it would be but little more efRcicnt 
for bleaching than ordinary air, because its atoms would by that 
time have united to form molecules of oxygen, and the greater 
part of its chemical activity would be gone. 

The compounds formed by oxygen in t he blca(*hing of halfstuff 
are largely soluble, and they are therefore removed by washing, 
leaving behind the cellulose, which is not readily oxidized at 
ordinary temperatures and is insoluble. Cellulose is white; so 
the whitening of stock on bleaching and washing is due' to the 
elimination of substances surrounding the fibers in addition to 
the formation of colorless comi>ounds. Sometimes paper stock 
will not bleach because of the i)resence of insoluble colored pig¬ 
ments; in such cjises, the addition of more bleach will not help, 
nor will the use of steam. 

Bleaching may be done by: (1) agents containing oxygen, 
which are unstable^ and release the oxygen very readily; (2) 
agents that are stable and whose oxygen is lib(‘rat('d by other 
compounds; (3) agents that set oxygen free by indirect means 
from other substances. These three classes of agents will be 
considered in order. 

103. Bleaching Agents of the First Class.— The unstable agents 
of this class readily break down under the intlui iujc of slight 
changes of temperature and liberate oxygen. One uf thc^ rnost 
powerful of these unstable agents is ozone (Art. 61), which, it will 
be remembered, is represented by the molecular formula O 3 ; it 
is very unstable, gives up the extra oxygen atom on the slightest 
provocation, and reduces to O 2 , the stable form of the oxygen 
molecule. 
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The condition of things may be represented diagrammatically 
as in (a), 

0 0 0 0 0 0 

0 0 = 208 00 = 3 O 2 0”X—0 = 2 O 2 “h XO 2 

0 0 0 0 0 0 

(a) (b) (c) 

which represents two molecules of ozone. In ( 6 ), the two mole¬ 
cules of ozone become three molecules of oxygen, the two extra 
molecules uniting as indicated. If some molecule, which may be 
indicated by x and having two bonds, should (rome between the 
two molecules of (a), it might grab one molecule of oxygen with 
each bond, and thus become oxidized, as indicated in (c). 

A number of bleaching processes have been devised to make use 
of the above principles, but with little siuau'ss. Ozone can be 
liquefied by cold and pressure. It lias a boiling point of — 119®C. 
(—182.2°F.), that is, it changes into a gas at this temperature. 
Consequently, trade compounds called liquid ozone* are likely to 
be fakes. 

104. A more useful compound of this class is hydrogen peroxide^ 
H 2 O 2 . Its usual method of preparation is by the action of dilute 
sulphuric acid on barium peroxide, thus: 

Ba02 "f" 112804 = Ba 804 “j- II2O2 

The insoluble barium sulphate is precipitated and the hydrogen 
peroxide is held in solution (the sulphuric acid wiis diluted, 
remember, and the water used to dilute the acid absorbs the 
hydrogen peroxide). The reaction must take place at a low tem¬ 
perature and the solution must be kept cold. The excess of 
sulphuric acid is neutralized by careful addition of barium hydrox¬ 
ide. The solution of hydrogen peroxide is filtered away from 
the precipitated barium sulphate; it can be used for very delicate 
fabrics, as it leaves no corroding residue. The writer knows of 
one case in which hydrogen peroxide was tried as a bleach on 
sulphite pulp; it was too expensive, and in the case cited, there 
seemed to be a marked tendency to go back in color on exposure 
to light. 

106. Sodium peroxide, Na 202 , has been used at times for 
bleaching. When this substance is added to water, sodium 
hydroxide is formed and oxygen is liberated; thus, 

NasOa + H 2 O = 2NaOH -h O 
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Sodium hydroxide is a very active and caustic compound, and 
it must be used with great care. The sodium hydroxide formed 
is neutralized with sulphuric acid, and any excess of that must 
in turn be neutralized by a weaker alkali or a volatile one, such 
as ammonia. 

106. Bleaching Agents of the Second Class.—To this class 
belong compounds that contain oxygen, are quite stable, and 
yield oxygen more slowly. Potas,siuni permanganate, KMn 04 , 
is one of these, and many attempts luive bec'ii made to U 8 (' it on 
paper making fibers, ))ut without any marked success; its own 
cost is one obstacle, and tla^ need for rediK'ing tlie brown manga¬ 
nese hydroxide that is left in tlu' stock is iinother. This latter 
is ofTected with sodium bisulphite, thus adding to the cost of 
handling and control. 

107. Bleaching Agents of the Third Class.—This class is best 
represented by bleaching powder. These' compounds do not 
liberate oxygen from tluar own molecules, but bring about the 
liberation of oxygen from other compounds. 

The exact composition of bhniching j)()wder is not definitely 
known. By analysis, it seems to have the formula ('a()(U 2 , but 
in its chemical reactions, it seems best r(*pres('nt(‘d by t he formula 
CaClOCl or Ca('l(OCU), in whi<rh case, it might l)e termed 
calcium oxychloride or calcium chlorohypochloriie, formed from 

. 

calcium hypochlorite Ca^ , in whic-h one 0 (/l group is re- 

^(xn 

placed with Cl, thus prodvicing a compound having the formula 

OCl 

Ca<^ . The molecular weight is about 40 + IG -f 2 X 3r).5 
^C1 

= 127, of which the chlorine forms iVt = -GGO = 55.9 % 
and it would naturally lx; expected that thLs amount of chlorine 
would bo available af (or a chemical reaction. As a matter of fact, 
only from 30 to 35% is available in practice. Bleacdiing powder 
appears to be a mixed salt, a calcium salt of hyjji "hlorotis and 
hydrochloric acids; it is also commonly calhsd chloride of lime. 

108. Bleaching powder is made by pa.ssing chlorine over 
slaked linje. There is likely to be present not only free chlorine 
but also free lime; and as slaked lime has an excess of water up to 
2 or 3 per cent, some hydrochloric acid is formed from the water 
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and combines with the lime to form calcium chloride, which has 
no bleaching value. Thus, 

2C1 + H 2 O = 2HC1 + 0 
2HC1 + Ca(OH )2 = CaCL + 2 H 2 O 

If the (jonditions were ideal, the entire reaction would be 
expressed by the equation 

Ca(OH )2 + CI 2 = CaCl(OCl) + H 2 O 

The strength of bleaching powder is expressed as ‘‘per cent of 
available chlorine,^^ that is, in terms of the amount of chlorine 
set free to liberate oxygen. 

When the compound CaCl(OCl) is treated with water, two 
molecules reassemble into one molecule of calcium chloride and 
one molecule of calcium hypochlorite, Ca(OCl) 2 ; thus, 

CaCl(OCl) + CaCl(OCl) = CuCU + Ca(OCl )2 

109. For use, bleaching powder is stirred in water for a short 
time and is allowed to settle; the excess of lime goes to the bottom, 
and the clear liquid contains the calcium hypochlorite. There 
appears to be some free chlorine in the solution, and this chlorine 
starts the reaction; thus, 

2C1 + H 2 O = 2HC1 + O 

The hydroc^hloric acid thus formed acts on the calcium hypochlo¬ 
rite, liberating hypochlorous acid IICIO; thus, 

Ca(OCl )2 + 2HC1 = CaCL + 2HC10 
Hypochlorous acid may be considered as being produced from 
the anhydride, CI 2 O, by the addition of water; thus, 

CI 2 O + HaO = 2HC10 

In action, the hypochlorous acid breaks up into hydrochloric 
acid and oxygen; thus, 

HCIO = HCl + O 

From the foregoing, it will be seen that the two atoms of chlorine 
in the 2HC10 from the initial two molecules of bleaching powder 
which contained four atoms of chlorine are able to liberate two 
atoms of oxygen, while its valence would indicate a replacing 
power equal only to one atom of oxygen; it parts with its own 
oxygen and separates one atom more from water. 

110. Determining Strength of Bleach. —In determining the 
available chlorine of bleach, i.c., the chlorine w^hich is present 
in such form that it takes an active part in bleaching, the figure 
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arrived at indicates the chlorine equivalent of the oxygen liber¬ 
ated. The strength of bleach is determined by reagents that 
act as reducers, such as sodium thiosulphate or arsenious acid. 
By using standard strength solutions of them it is easy to measure 
the oxygen they use up. It is necessary to keep in mind that 
oxidation and reduction are simultaneous. A reducing agent is 
simply a substance that combines more readily with oxygen tlian 
the substance to be reduced. 

Arsenious oxide, AS 2 O 3 , in the presence of alkalis, take^ up 
oxygen to form arsenic oxide, AS 2 O 5 ; conse(|uently, a solution of 
arsenious oxide in sodium carbonate is us('d for testing ])leach. 
This and other methods for determining the strength of bh'ac'liing 
powder and liquids are given in another S(‘ction (Bleaching of 
Pulp). 

If the tub, bleacher, or other container in whi(di bleaching is 
done, be too hot, the oxygen will be liberated too rapidly; some 
of it will be lost in the air, while the fr(*e chlorine, and the hydro¬ 
chloric acid resulting from its action, will react upon the fibers, 
making them tender and brittle, and entailing a loss of fiber 
substance. It is generally conceded that a tempc^niture of 
38^C. to 40®C. (say 100®F. to 105®F.) need not be excc'eded to 
obtain the maximum economical result, 

111. Acids Used to Accelerate Bleaching.—Sulphuric acid 
(vitriol), hydrochloric (muriatic) acid, and acetic a(u‘d (the acid 
of vinegar) arc sometimes uscul to accelerate bleacihing; the 
reaction with calcium hypochlorite is that of combining with cal¬ 
cium and liberating the hypochlorous acid; thus, 

(1) Sulphuric acid— H 28 O 4 + Ca(OCl )2 - CaS 04 + 2H(;n() 

( 2 ) Hydrochloric acid—211(1 +-Ca(()( 1)2 = Cada + 2H(:1() 

(3) Acetic acid— 2(H C2H3()2) + Ca(OCl )2 = 

Ca(C2H302)2 + 2HC1(J 

The molecular formula for acetic acid is 02114 (^ 2 , but when 
written as above, it shows how the hydrogen separates from the 
radical C 2 H 3 O 2 ; the compound Ca(C 2 H 302)2 it" calh^d calcium 
acetate. 

The safest acid of the three is acetic acid; the other two are 
liable to attack the fibers, besides corroding and perforating the 
tubs, drum washers, and other metal parts, leaving soluble 
metallic residues that are likely to cause discoloration and, later, 
adversely affect sizing and coloring work. Alum can also be 
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used for the above purpose, since it has an acid reaction when in 
solution. (See Art. 76 .) 

112. Antichlors.—Sometimes, owing to the need for obtaining 
rapid results or to get a brighter shade of white, an excess of 
bleach is used. To get rid of this excess when it is not feasible 
to wash it out, certain substances that arc known as antichlors 
are used. Sodium thiosulphate^ Na2S203 (frequently, but in¬ 
correctly, called hyposulphite and shortened to hypo) is one of 
these; another is sodium bisulphite, NaHSOa. The prefix 
^*thio” is from the Greek word theion, which means sulphur. 
Wlien prefixed to the name of a chemical compound, it usually 
indicates that a part or all of the oxygen of another compound 
has been replaced by sulphur. Thus, sodium sulphate has the 
molecular formula Na2S04, while sodium thiosulphate has the 
formula Na2S203; here one atom of oxygen in the sodium sul¬ 
phate is replaced by one atom of sulphur. As another example, 
sulphuric acid has the formula H2SO4; while thiosulphuric* acid 
has the formula H2S2O3. The formula for carbonic acid is H2CO3, 
and that for thiocarbonic acid is H2CS3. 

The antichlors, sodium thiosulphate and sodium bisulphite, 
combine with the chlorine of the excess bl(*ach to form hydro¬ 
chloric acid and thus stop the chain of reactions of Art. 109 in 
accordance with the equations: 

Na 2 S 203 -j- 4CI2 5H2O = Na 2 S 04 -}* H2SO4 8 HG 1 
2NaHS03 + 2CI2 + 2H2O = Na2S04 + H2SO4 + 4 HC 1 
The acid products of these reactions must be washed out care¬ 
fully. The expense items are thus increased by the cost of the 
excess of bleach and the cost of the antichlor. Good bleaching 
practice in paper mills should render unnecessary the use of 
antichlor. 

113. Other Substances used in Bleaching.—Sulphur dioxide, 
SO2, sodium sulphite, Na2S03, sodium bisulphite, NaHSOs, or 
other sulphites and bisulphites are used at times for bleaching, 
especially on ground wood. The solid salts are merely the 
vehicles for the gas, sulphur dioxide, which is the agent producing 
the bleaching or blanching effect, and which is largely used in 
bleaching wool. The action in these cases is the direct reverse 
of that which occurs when chlorine is used. Chlorine is an 
oxidizing agent, while the use of sulphur dioxide is a reducing 
process. Some colored oxygen compounds become colorless 
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by the removal of a part or all of their oxygen. But the resulting 
compounds are very susceptible to the action of oxygen, oven in 
the air; and they therefore back'" or become yellowed by 
exposure, especially to the sunlight. If bleaching be done by 
sulphur dioxide in any form, thorough washing is essential, not 
only for the foregoing reason but because the oxidation of sul¬ 
phur dioxide produces sulphur trioxide, SO3, the anhydride of 
sulphuric acid, which will combine with water to form sulphuric 
acid and destroy the material. 

114. Bleach Prepared by Electrolysis. —The practice of pre¬ 
paring bleach liquors from common salt, sodium chloride (NaCl), 
by electrolysis is becoming quite general. This is referred to as 
electrolytic bleaching^ but the term is not a propm* one, since the 
bleaching is perforiruKi in the same way chemi(;ally as when 
powder is used. The electric current, undc^r proper conditions, 
liberates chlorine from salt, and the chloriiM' is passed into towers, 
going in at the bottom. A stream of milk of lime flows in at 
the top and meets the ascending cliloriiH'. The chlorinated 
lime flows to the set tling basins, where it is recovered and used in 
the same way as bleaching powd(»r; it. is, in fa(;t, a solution of 
bleaching powder, whicdi is som(*times (;all(‘(l dcctrohjtic bleach. 

Under certain conditions, sodium hy})ochlorit{^ is formed 
directly from the salt, and this might propc'rly b(‘ t(»rmed ehM'tro- 
lytic bleach. It bleach(\s more efficiently than bleaching powder, 
but it costs more to produ(‘<\ 

QUESTIONS 

(1) How is it that starrh inixod with potassiuin iodi<ie is a test for the 
presence of free chlorine? 

(2) What is the tlilTcrence in principle betw(*en bU'achinjr with (diloriric 
and bleaching with sulphurous acid or sulphitc;s? 

(3) What chemical property is coininon to all anti-c-hlors? If sodium 
sulphite were used, what compounds would b(* formed? 

(4) Why is ‘‘electrolytic bleach” nn improper expression? 

METALS OF INTEREST TO PAPERMAKERS 

116. Some General Characteristics of Metals. —It was pre¬ 
viously stated that the distinction between a metal and a non- 
metal is sometimes very slight. In general, howfwer, a metal 
is an element that will replace the hydrogen of an acid to form a 
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salt; see definition of acid in Art. 62 . Metals combine with the 
group OH, called hydroxyl, to form bases, and the alkali metals 
form very characteristic bases, as has already been noted. In 
general, the metals have a metallic luster, a characteristic color 
(usually white), and possess hardness and certain other physical 
characteristics that enable them to be recognized. Considered 
electrically, the metals are, in general, electropositive, while the 
nonmetals are electronegative. 

The following table gives a list of some of the principal metals, 
which have been grouped in accordance with their electrical 
properties, the most strongly electropositive being at the top, 
and the others following in order, the bottom ones being least 
electropositive. Any metal in this list is less electropositive 
than any above it and more electropositive than any below it. 
It will also be noted that the oxides of those metals that are most 
strongly electropositive are the most difficult to reduce, while 
those at the bottom of the list are reduced very readily. 


Oxides cannot be re¬ 
duced completely to 
metal, even in a current 
of hydrogen. 


Oxides readily reduced. 


Sodium, potassium (alkalis) 

Barium, calcium (alkaline earths) 

Magnesium 

Aluminum 

Manganese 

Zinc 

Chromium 

Cadmium 

Iron 

Cobalt 

Nickel 

Tin 

Lead 

Hydrogen 

Copper 

Arsenic 

Bismuth 

Antimony 


Oxides break up by sim¬ 
ple application of heat. 


Mercury 

Silver 

Palladium 

Platinum 

Gold 
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Any metal will displace from their salts metals below it in this 
list and will be displaced from its own salts by metals above it 
Iron, for example, will displace copper from copper sulphate; this 
can be demonstrated very readilj" by dipping the blade of a knife 
in a solution of copper sulphate, the displaced copper being de¬ 
posited on the blade and sulphate of iron produced. Or let a 
piece of copper (wire or sheet) stand for a time in black ink;, 
then place a knife blade in the ink, and in a short time it will be 
coated with copper. All the metals in the above list, down to 
copper, oxidize with ease on exposure to the air; those below 
copper either do not oxidize in air or do so very slowly. While 
hydrogen is not metallic, it displaces and can be displaced by 
metals, which is the reason for including it in the above list. 

IRON, MANGANESE, NICKEL, COBALT 
116. The four metals, iron, mangaiu'se, nicked, and cobalt, are 
closely related chemically, as might be intern'd from their atomic; 
weights; thus. 

Of this group, cobalt is of least interest to 
Manganese... 64.93 the paperinaker, though one of its corn- 


iron. 55.84 pounds, smalts, a cobalt-potassium-sili- 

Nickel. 58.68 cate, is use<I as a paper pigirn'iit. This 

Cobalt. 58.97 pigment is of great i)erinanenco, but 

expensive, and it has a low coloring power 


as compared with organic dyes. It can be readily d(dect(;d (;ven 
after the paper is burned, because the* blue color n'lnains in the 
ash and is not destroyed by alkalis or acids, as is the case with 
ultramarine blue. 

All of the above metals exhibit the property of magnetism or of 
susceptibility to magnetic influence's. They combine in two 
series with acids, forming two series of salts, and they have two 
oxides. In one series, they appear to be divalent (to be dyads) 
and in the other series trivalent (to be triads). For instance, 
there is 

Iron protoxide, FeO, and iron sesciuioxide, i’ » 0 ;i, 
or ferrous oxide, or fcjrric oxide; 

Manganous oxide, MnO, and manganic oxide;, Mn203; 
Nickelous oxide, NiO, and nickelic oxide, Isi203; 

Cobaltous oxide, CoO, and cobaltic oxide, C02O8; 

Ferrous chloride, FeCL; and ferric chloride, Fe2d6, 
or iron protochloride or iron perchloride. 
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117. Further Remarks Concerning Chemical Nomenclature.— 

In connection with chemical nomenclature, Art. 81, an explana¬ 
tion was given of the suffixes ‘‘ous^' and ^‘ic'^ and the prefix 
‘‘per;'' and in Art. 46, the meaning of ^'mon^^ or ‘‘mono,^' 
or ^‘di,^^ etc. was explained, when used as prefixes. The prefix 
proto, as used above, is derived from the Greek, and it has the 
same meaning as “mono ,” which is derived from the Latin. The 
prefix “sosqui’^ is derived from the Latin and means one and 
one-half; as iiscid above, it indicates that there are 1)^ = % 
times as many oxygen atoms as there arc of iron, manganese, etc. 
Ferrous oxich^ might also be called iron monoxide, and thus three 
different names may be used to designate the same compound, 
FeO. 

118. Iron; Symbol, Fe; Atomic Weight, 66.84. —Pure iron is 
pracitically unknown, and it can be obtained only with great 
difficulty. It is a silvery metal, havdng a specific gravity of 7.86 
and melting at 1505°(1 (2741®F.) and is soft, ductile, and mal¬ 
leable. The compounds of iron are very widely distributed, 
but it is seldom found native, except in the case of meteorites, 
which have been found to contain metallic iron. 

Iron is readily soluble in all acids, even when they are dilute; 
hence, it should not be used to make containers for transporting 
or storing fluids of acid character, siurh as sulphite liquors. An 
exception, however is concentrated sulphuric acid, fn^e from 
water, which does not attack iron, and may, therefore, be shipped 
in iron drums. In pap(T mills, while the corrosion itself may be 
so slight as to be negligible, a small amount of iron in the furnish 
has much effect on the color of the paper. Sulphur combines 
directly with iron in the presence of oxygen, forming iron sulphide 
FeS, as may be proved by the following experiment: 

Experiment 14.—Mix well and place in a dry test tube 5}^ grams of 
fine iron filings and 3 grams of powdered sulphur. Heat gently at first, but 
raising gradually to a dull n^d heat. There will bo noted about this time 
or a little sooner a bright glow, starting at the bottom and running through 
the entire mass. This internal increase of heat denotes the progress of the 
reaction indicated by the equation 

Pe + S * FeS 

The point at which the reaction begins is called the critical temperature. 
After cooling, it is necessary to break the tube in order to remove the fused 
mass, which, on being tested with a magnet, will be found to be non-mag- 
netic, except possibly a few fragments that did not combine. When a few 
particles of the mass are treated with I : I sulphuric acid, hydrogen sulphide, 
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H 2 S, is given off, and may be recognized by the ftunilinr smell of rotten eggs, 
which is caused by the same compound, and is noticeable in the vicinity of 
some sulphate mills. 

As an illustration of the foregoing, the writer has seen the ciist- 
iron impeller of a fan used in blowing hot burner gases changed 
almost entirely to iron sulphide. It was obsei ved to run out of 
balance, and when the case was opened, the blades were found 
to be about twice as thick as when installed. Thinking that the 
blades were coated with some deposited material, tlie workman 
struck them with a hammer, when they immediate'!}^ broke and 
crumbled to pieces. This result would ocaair only in the ])ri‘Sf'nce 
of free sulphur, caused by overheating and an insufficient air 
supply in the burner. 

119. Iron Ores.—The most important ores of iron are two 
oxides; ferric oxide, re203, called hematite, and magnidic iron 
oxide, rc304, called magnetite; th(‘ latter ajipi'ars to Ur a com¬ 
bination of FeO and FC2O3. Carbonate of iron, FcC'Oa, called 
spathic iron, and bisulphide of iron, FeS^, (*all(*(l iron pyrites or 
fool’s gold, are also im])ortant source's of iron. WIumi a metal is 
found in any mineral in sufficient quantity to mak(' its r'xtraetion 
profitable from a comiiK'rcial standpoint, it is called an ore; 
the minerals numtioni'd abovi' are all iron ori's, thougii tlu* sul¬ 
phides are not usimI directly for ri'duction to iron, being first 
employed for t he production of sulphur for sul])huric arid. Wlien 
heated with fn'o access of air, thedr suljihur (ombini'S witli the 
oxygen to form sulphur dioxides, S()2, ami th(‘ iron is h'ft as ferric, 
oxide, FevjOs, wlu(*li may be reduci'd to iron by anotla'r process. 
The commercial processes for extracting imdals from tludr or(‘s 
and the scientific control of su(?h processi^s is called metallurgy. 

120. Metallurgy of Cast Iron.—The metallurgy of iron is 
typical of the general practices with metals—ri'diiction of oxidivs 
and elimination of impurities by fluxes. If tlu^ metals are 
found in combinations othrr than oxides, they an' brought to 
that condition (oxides) by first heating in air, and then the reduc¬ 
tion is undertaken. 

Iron ores are reduced in what arc known as blase furnaces, a 
sectional view of one being shown in Fig. 8, and so (*alled from 
the fact that a blast of air is blown into the base of the furnace 
through a scries of holes supplied by pipes called tuyeres; one of 
these holes is shown in the figure and marked A. These furnaces 
are from 70 to 80 ft. in height, and are made of steid and lined 
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with fire-brick. When once started, a furnace is kept in con¬ 
tinuous operation. The furnace is filled with a mixture of coke 
(which is almost pure carbon), iron ore, and limestone in the 
following manner: 

At the top of the furnace is a charging platform to which the 
material is hoisted and dumped into the hopper Bj which is 
closed at the bottom by the bell C. This bell is raised and 
lowered by various means; that used in the present case is a 
cylinder Z), the piston of which is opc'rated by steam or air. The 
materials, the amounts of which hav(' bt'im (rarc'fully calculated 
and weighed, are dumped into the hoppi^r in the following order: 
first, the coke, then the iron ore, and lastly the lirnestorHv The 
bell is then dropped, and the materials fall into the furnace. 
This process is carried out until the furnac(‘ is filled. When first 
starting the furnace, materials for firing an^ first placed in the 
bottom; but this is not again necessary after (he furnace has once 
been started, as it is never again entirely empty. The air, which 
is supplied by a blowing engine, enters through the tuyeres and 
is forced up through the furnace. Th(» melti'd iron, after reduc¬ 
tion, accumulates in the bottom, and is discharged at regular 
intervals through the tap hoh* E, The slag, which is lighter 
than the iron and floats on its top, is run off from time to time 
through the slag hole F, 

The reaction is quite simple in principle, but in practice, there 
are several stages of rcdu<dion and oxidation. Th<» amount of 
air admitted is carefully calculated, and is only sufficient to 
oxidize the coke to carbon monoxide; thus, 

C 4- () = 

The heat is so great, however, that the reaction proceeds to th(i 
second stage and forms carbon dioxide, tin* oxygcai for this r(‘ac“ 
tion coming from the iron ore, in accordance with the equation 

3(;0 + FcaOa = :3(J02 + 2Fe 

The limestone is called the flux; it combines with impuriti(‘8 
and forms a molten mass known as the slag. Th(\se t(jrms, ore, 
flux, and slag, are used in connection with all mcitallurgical 
operations. The ore is the source of the metal taken from the 
mine; if it is a sulphide, it is first roasted^ that is, heat(*d in the air, 
to remove the sulphur and get it into the form of an oxide. The 
oxides are then heated with a reducing agent, usually carbon, 
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and a flux of such nature that it will combine with the impurities 
to form a liquid slag, through which the metal sinks as it is formed. 
In the case of iron, the metal is run off through the tap hole in 
the bottom of the furnace into little previously prepared ditches, 
which reminded early workers of a sow with a litter of pigs; so 
th(;y called th(i iron bars thus formed pigs, and the iron itself 
was (^all(^d and is still called pig iron. It will be readily seen that 
pig iron is likc^ly to contain (must necessarily contain) impurities 
and tliat oik^ of theses will be carbon, which is likely to be present 
in pig iron to the extent of 3% or 4%. The differences between 
(!ast iron, wrought iron, and steel are due more to the amount and 
(condition of the carbon present than to any other cause. 

121. Impurities in Iron Ores and Iron. —In addition to the 
oxide of iron, the ores contain varying amounts of silicon, phos¬ 
phorus, sulphur, and manganese compounds, and are classified 
commercially by the amounts of these impurities present, the 
metal obtained from them being much influenced by su(;h com- 
I)ounds. In general, the effects produced are: 

Silicon—hardens and strengthens; it is not (‘onsidered very 
injurious, except when present in considerable amounts, when the 
metal becomes very hard and brittle. 

Phosphorus—very undesirable; it makes iron and steel cold 
shortf that is, renders it liable to bn'ak when cold. 

Sulphur—also undesirable; it makes iron hot sh^rt, that is, 
renders it liable to break when heated. 

Manganese'—helps to offset the effects of sulphur and increase's 
the tensile* strength. In steel, in quantities over 1 %, it makes the 
metal brittle under shock. 

122. Effect of Carbon. —Carbon may be regarded as a constitu¬ 
ent of iron, rather than an impurity. It is present in two forms: 
as carbon in the form of graphite, in whie*h case, the iron and 
carbon constitute a mixture; and as a chemical combination with 
iron, forming what is really a carbide of iron, in which case, it is 
referred to as combined carbon, the first case being called 
graphitic carbon. 

Steel is iron containing a small amount of combined carbon, 
and the value of steel lies in the condition and amount of its 
carbon. Mild steel contains under 0.05% carbon. From about 
0.05% to 1.50% the strength and hardness of steel increases with 
the increase in carbon. 
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When pig iron is cooled as it lies in the molds, the cooling takers 
place slowly, and the carbon it contains crystallizes out in tiny 
flakes resembling black specks, which make up the graphitic 
carbon, also called free carbon. Pig iron must be treated in 
various ways before the metal is suited to industrial purposes. 
Depending on the manner of treatment, the result is cast iron, 
wrought iron, or steel, and there are many varieties of each. 

Cast iron is made from a form of pig iron known as gray iron, 
which is produced when certain proportions of the fluxes are 
used. With the exception of valv'(^ wIkh'Is, drain pipes, machine 
frames, boiler fronts, and parts of foundations for pumj)s and 
machinery not subjected to stresses othta* than compression, 
cast iron will not bo often met with in the paper mill. 

123. Steel is iroii containing a small pen* cent of carbon, which 
is chemically combined with the iron, the' usual limits being 
0.2% for 7 nild steel to for the harelevst ste‘e‘1. When more 

than 1.5% carbon is present, the carbe)n is not all (;e>mbined 
with the iron, and the medal be.'gins te) assume' the* pre)pe'rtie's of 
white cast iron. There* are* many varieties of steel. 

Bessemer steel is iron that has b<*en me'lte*d imde‘r j)re)p('r eon- 
ditioiis in a suitable conlainer e*alleel a converter, air be‘ing ])le)wn 
through the molten iron, thus oxielizing t he* imi)urit ie‘S or e‘nabling 
the slag present to do so. Tim sulphur anel carlx)!! are> oxidize*el 
to gases, e.scaping through the ine)uth of the e’onve*rte*r, and the* 
phosphe)rus goe*s into the^ slag, fe)rniing phe)sphale* e)f lime\ If 
the ea)nverten* is line*el with tire*brie*k or othi’i* silic(‘e)us mate*iial, 
the reisulting medal is e’alle*el acid steel; but if it is line'd with cal¬ 
cined elolomite or magnesia brie*k, the resulting ine'tal is e*alle*el 
basic steel. In the former case*, the* lining is e)f an aciel nature, 
which prevents the* reunoval e>f sulphur anel p}ie)sphe)rus, lie'iiem, 
steel producc*d by this proemss can be* maele* e)nly from ore*s that 
are low in these elements. With the* basier lining and the* use of 
a little lime thrown into the cemve*rte‘r, it is pe)ssible‘ to rcinove 
most of the phosphorus in the slag, as cah’ium p}.osf)hate*. Ihis 
basic process can be useul to produce* a milder steel than can be 
obtained by the acid process. 

Cast steel is now largely useei in place of both cast iion and 
wrought iron. Tho tnoltcn steel is produeorl by the o-pen hearth 
-process or the steel is melted in the electric furnace. There are 
many forms of such furnaces, but the heating is usually done by 
placing the metal in an electric circuit. The furnace conditions 
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can be very closely controlled, and steels of very high quality 
and of varying degree of hardness and malleability are produced. 

124. Wrought iron is made by heating pig iron or scrap iron in 
what are called reverberatory or puddling furnaces, a diagrammatic 
section of such a furnace being shown in Fig. 9. This type of 
furnace, which is much used in metallurgical operations, consists 
of two main parts that are partially separated by a low wall D. 
The part A contains the fire, and part B contains the metal or 
mass to be melted or treated. The flames from A are reflected 
to B by the slope of the roof, whence the name, reverberatory. 



Fro. 9. 


In making wrought iron, the metal (with or without slag produc¬ 
ing additions) is melted and puddled (stirred) with long steel 
bars, with the object of oxidizing the impurities, especially 
carbon, and getting rid of gas so produced. The metal thus 
obtained is free from flakes of graphitic carbon and also from 
blowholes, and it may be welded, hammered, or forged. Bolts, 
rods, and bars are generally made of wrought iron or mild steel 
(steel containing less than 0.05% carbon). Pulleys, shafting, 
and machine parts generally are now usually made of steel. 

126. Recalescence. —Steels having special qualities are ob¬ 
tained either by tempering in various degrees or by the addition 
of some other metal. When pure iron is heated to about 900°C. 
and allowed to cool slowly, the fall in temperature is in simple 
proportion to the time, for the most part; there are, however, 
three points where the regular rate of cooling is retarded. The 
temperatures at which these effects are noticed are 825®C., 720®C., 
and 650®C., and the effects, which are called recalescence^ are 
due to molecular changes in the iron, which cause it to give out 
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heat at these points. If much carbon is present, recalescence is 
noted at only one temperature, 670®C. When iron is slowly 
heated, there are similar points whore the rise is retarded, the 
temperature is about 30® higher than the four temperatures that 
were noted when the iron cooled. Close attention to these facts 
and a knowledge of their relation to t ho coloring of steels when 
tempering (the temper colors) inakci possible the production of 
steels of wndely varying physical proi)erties. The older workers 
in steel did not use therinoiiK^ters, and they tempered their oteel 
by color. A very pale yellow is tlu' first color to be observed; 
this becomes darker, shading into brown, then red, purple, and 
finally blue. The usual way to obtain these colors is to h<'at the 
steel to a cheuTy red, thcui dip in Avater for a few secomis, the 
length of time depimding upon the size of the steel obj(*ct. 
After removing from the wat(‘r, a strip of the part quenched is 
polished, to remove the scale, and the colors are then noted as 
they appear. The outside surface, Avhich was c‘ooled by immer¬ 
sion in the water, is heated liy the hot interior part, gradually 
becoming hotter as the various colors appear. Cons(‘qu(*ntly, 
the temperature at which the first color appears is the lowest, 
and the blu(^ is the higlu'st. Th(\se colors are really due to thin 
layers of different oxidi's, which s(‘rve as good indiciitors of tem¬ 
perature. With a knowl('dg(* of th(* Ix'havior of carbon in the 
recalescence of iron, and the use* of pyrometers (instruments for 
measuring high temp(*ratun*s) very uniformly tempered steel 
can be produced, suited to various uses. 

126. Annealing. —When metal is worked or is heated and 
quickly cooled, the mokxailar structun^ is sot in a state of strain, 
and it may crack under cpiick change's of temperature or under 
sudden blows. If, however, tlu' lu'ating and cooling are done 
slowly and regularly, or if th<^ nudal is maintaira'd for soiih' time 
at the temperature of treatment and then slowly cooled, th(‘ metal 
is toughened and dex's not crack; this method oi treatnamt is 
called annealing. Not alone metals, ])ut ghiss, porcelain, and 
other substances that solidify on cooling are anne.ded. 

127. Alloy Steels. —The properties of steel are greatly modified 
in respect to hardness, strength, toughness, etc, by the addition of 
small amounts of certain other clement.s—principally metals 
such as chromium, manganese, nickel, tungsten, vanadium, or 
molybdenum; such stec'Is are called alloy steels, and they are 
severally termed chrome-steel, mangan'^se-steel, nickel-steel, etc. 

7 
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128. Protective Coatings for Iron.—Galvanized iron is made by 
first dipping the iron in a vat containing dilute sulphuric acid, to 
remove surface impurities and oxides; this is called pickling. The 
iron is then dipped in molten zinc, which adheres to the cleaned 
surface and forms a coating over it. The action is not electrical, 
as the term galvanized’’ indicates; in fact electricity tends to 
cause destruction of the iron; because^, wherever the zinc coating 
is imperfect (commonly n^fc^rred to as pinholes) ^ so that spots of 
iron are uncovered, an electrolytic action is set up between the 
iron and the zinc, in the presence of moisture. This breaks the 
bond, and the protection that should })e afforded by the zinc 
coating is destroyed. Zinc is readily soluble in dilute acids, so 
galvanized iron has a very short life in or around a sulphite-pulp 
plant. Good sheet iron that is free from rust and that has 
been painted is much more serviceable. 

Tin plate is sheet iron <*overed with tin, the process being much 
the same as that for galvanizing iron. 

Nickel-plated iron is iron having a coating of nickel, the 
nickel being applied by a process known as electroplating. The 
plating is a prot(K;tive coating, as nickel is not readily affected 
in air by water and carbonic acid. It is, lio\vfV(‘r, corroded by 
and is soluble in fumes of other acids, and it therefore protects 
the iron from such only for a short time. Nickel plating is 
largely used as a matter of ornament; with proper care, it pre¬ 
serves the metal under it, while maintaining a highly decorative 
appearance. 

It may be remarked that it has recently been found that sheet 
iron containing small amounts of copper in its composition resists 
the action of the weather much longer than when the copper is 
absent. 

129. Some Iron Compounds. —There are not many compounds 
of iron that arc of direct interest to the paper maker. The fer¬ 
rous compounds are usually light-green in color; they have a 
tendency to change into ferric compounds in the presence of air 
or oxidizing agents generally. If paper stock containing iron 
compounds (as it does at times) were bleached with sulphur 
dioxide, it would, as a rule, shortly ^‘go back.” Ferric com¬ 
pounds are reduced to ferrous compounds by sulphur dioxide; 
but exposure to oxygen will very soon cause a reversion to the 
ferric condition again; consequently, sulphur dioxide isnot practi- 
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cal as a bleaching agent foi* paper stn(*k, whore an off color is 
caused by iron. Iron in water is very detrimental to the making 
of white or delicately colored ]:)apers. It darkens or dulls the 
shade. 

130. Iron oxides and hydroxides arc found in many places 
associated with clay; these (compounds are known as ochers, 
and are used as pigim^nts for coloring purposes. If the propor¬ 
tion of iron is low, the color is light, forming yellow ochers^ the 
darker shades containing more iron. When tlie o(*hers as found 
are subjected to heat, a great variet}'’ of shade's is prodmed, 
from pale yellowish-brown to d(‘e]) })ur))l(', dc'pemling on the 
temperature, length of time lieated, and the character of the 
furnace—whether opem (oxidizing) or closc'd (rx'diicing). These 
pigments are used in coloring papc'i*. (/omi)ar(‘d with organic 
dyes, they have low coloring j)OW(‘r: but. on a(^(‘ount of thc^ clay 
present, they also act as a fillc'r. Owiiig to ih(‘ir high sp('citic 
gravity, they hav(^ a <end(*ncy <o sink on going over the win*, 
so that the und(jr side* of (he shec't is more highly colored than 
the upper side. It would lu'lp to n'lm'dy (his d(*f(‘ct somewhat 
if the ocher and stock were put into the Ix'att'r and well cinai- 
latcd before adding size*, and if (lu* stex^k color and siz(i were 
again well circulated before adding tin* alum. By so doing, the 
color and fiber are intimatc'ly associat(‘d, and the flocculent rosin- 
alum compounds an* precipilaled arouml 1h(*m as l)inders. 
These pigments occasionally form a part of (lu* ink in old paper, 
and then give trouble in bl(‘a(*liing. A little hydrochloric; acid 
helps to remedy this, but it should ho (;arcfull> used and quickly 
washed out. 

131. Iron combines with sulphuric acid (o form fc'rrous sul¬ 
phate, which forms crystals with 7 volume's of water, (he molecu¬ 
lar formula being F('S()4'7fl2fb All the; compounds of nudals 
with sulphuric acid were fornu'rly calh*d vitriols, ferrous sulphate 
being called green vitriol^ coppe r sulphate*, Hue vitriol, and zinc 
sulphate, white vitriol, because of the* (;olor of iho compounds. 
When ferrous sulphate was heated highly, iho sulpl. «ric acid was 
driven out, condensed, and called oil of vitriol or, simply, vitriol 

132. Compounds containing the radical CN, as HCN, KCN, 
etc. are called cyanides, and tlu* radical itself is calhxl cyanogen. 
The rather complicated substances formed by combination of 
iron and alkali metals with cyanogen are important, as they are 
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the sources of several blue shades of the Prussian blue type. 
One method of getting this blue on paper stock is to add nitrate 
of iron to the stock as a mordant (see Section on Coloring), and 
then potassium ferrocyanidey also called yellow prussiaie of potashy 
K 4 Fe(CN) 6 , the reaction giving a beautiful blue. This blue may 
be bought as a paste blue and used directly. The term Prussian 
is due to the comiX)und b(ung derived from Prussic acid, the 
chemical name of which is hydrocyanic acidy IICN, one of the 
most active and deadly of poisons. All the cyanides are ex¬ 
tremely poisonous, and must be handled with exceptional care; 
even their fumes are very poisonous. 

133, Writing Inks.—Iron is one of the chief constituents of 
writing inks; and, until the advent of the coal tar dyes, it was the 
principal constituent of all black writ ing inks. Th(‘ effectiveness 
of iron in ink depends upon its reaction with tannic acid to form 
tannate of iron, a deep black precipitate that is so finely divided it 
docs not settle for a long while; in fact, under the conditions of 
modern ink manufacture, it is almost a solution. It is colloidal,* 
and the addition of a small amount of gum arabic or sugar nmders 
its suspension practically permanent. The bark of the oak tree is 
one of the chief sources of tannin in commerce. A small boring 
insect has a way of laying eggs in parts of the oak, w^hi(fh cause 
swellings on the twigs and branches; these are known as nut 
gallsy and they contain a high percentage of tannic acid. 

The older way of preparing ink was fii*st to prepare an infusion 
of tannic acid by crushing the nut galls, soaking th(»m in water, 
straining off the r<‘sulting liquor, and adding to this an adequate 
amount of ferrous sulphate, when the black color was produced. 
The outline produced with this ink is not black at first, but 
becomes very dark in time. This drawback is overcome by 
adding a strong blue dye, so that when first written, the ink 
appears blue, but later becomes black; this is the principle of the 
so-called blue-black inks. 

What are known as invisible inks are made in various ways, 
one being to make use of the iron-tannic acid reaction. Thus, 
write on paper with a solution of ferrous sulphate, which leaves 
no marks on the paper. When it is thorouglily dry, dip the paper 

* A coUoidal auhstancey or colloid, is one whose particles are so finely 
divided that suspension of them in a liquid forms what is practically a 
solution. Some colloidal solutions will even pass through an ordinary filter. 
Ck>lloid8 settle very slowly if at all. 
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into a pot of tea that has stood for some time, and thus contains 
a solution of the tannic acid thal is present in the tea leaves; the 
tannic acid combines with the ferrous sulphate of the writing 
and turns it black. 

134. Nickel; Symbol, Ni; Atomic Weight, 68.68; Sp, Gr., 8.9. 

Nickel is found in only a few places, the two chief sources being 
New Caledonia (an island in the South Pacific Ocean) and the 
Sudbury district of Ontario, Canada. The ore is a sulphide of 
nickel, with iron and copper and small amounts of gold and 
platinum. The ore is roasted, and the resultant miuss, known 
as viatte^ is rc'duced and refined. Nicked is chiefly used as an 
alloy for steel and for nickel plating, although a small amount is 
used in coinage. Its compounds are not us«xl in the paper 
industry. 

136. Manganese; Symbol, Mn; Atomic Weight, 64.93; Sp. Gr., 

7.39. —Mangaiu'se is found as a hydrated oxide calUnl hoq manga¬ 
nese and as the dioxide, pgrolusitv. It occurs in many localities 
in North America, but not in very large (plantiti('s. Its use in 
steels has already been refin-rcHl to. The dioxides, Mn()2, is used 
in glass making to correct the grcMmish tinge due to iron present 
as an impurit3^ 

Manganese is interesting in compounds with sexiinm and potas¬ 
sium; in combination with oxygen, it forms n(‘gative ions, 
with the result that two acids are gen(*rat(*d manganic acid, 
H2Mn04, and permanganic acid, Hj\rn()4. The fornu'r has not 
been isolated, but th(i latter forms tlu* salt pmnanganatc of 
potash (potassium permanganate)^ KMnOi, tin; lls(^ of which in 
bleaching has already" been rnentioiual. This compound or the 
analogous sodium permanganate, NaMn04, is used in sanitation 
as a deodorizer. Both salts contain a large jnoportion of oxygen 
that is not very strongly bound, and which n^adily combines 
with organic matter. The pnvsence of this loosely bound oxygen 
makes potassium permanganate a very useful reagent in volu¬ 
metric analysis. 


QUESTIONS 

(1) Do all metals lihoratc- liydrogeii fnun acids? IIow would you prove 
your answer? 

(2) What effect may free sjilidmr in burner have on an iron fan? 

Write the equation for the reaction and suggest a remedy. 
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(3) How is it that concentrated sulphuric acid may be safely handled in 
iron drums, but dilute sulphuric acid cannot? 


COPPER AND LEAD 

136. Copper; Symbol, Cu; Atomic Weight, 63.67; Sp. Gr., 8.93. 

The symbol Cu is from CupruMy a corruption of Cyprus, an 
island in the Mciditerraiioan Sea where copper was found. Cop¬ 
per is found native in a number of localities. Its chief ores, 
howevcjr, are the sulphides chalcopyrite and hornite. It is also 
often found as a carbonate in malachite^ which is a beautiful 
green mineral of silky appearance, and in azuritey an equally 
beautiful blue mineral. Copper forms two series of compounds, 
cuprous and cupric; in the first, it is univalent (a monad), and 
in the second it is divalent (a dyad). 

Copper is used in the metallic form in many familiar ways; for 
instance, it is used to make pipes for paper stock, as a lining for 
beaters, to prevent discoloration by iron, and in many other 
forms, one of the princif)al ones being in the form of copper wire, 
for conveying electric (uirrents. 

Copper is not directly attacked by acids, its salts being formed 
from the oxides. Nitric acid appears to attack it vigorously, 
but this is due to the strong oxidizing action of the acid. Hydro¬ 
chloric acid does not dissolve copper except in the presence of 
oxidizing compounds. For this reason, in addition to the others 
that wore given in the discussion of bleaching, it is not desirable 
to heat the stock more than necessary when bleaching in the 
beater, because the hydrochloric acid and oxygen formed will 
shorten the life of the wire in the drum washer by attacking the 
copper, which in most mills is more susceptible on account of 
second-hand machine wire being used. The reason that dilute 
acids attack machine wire is because it contains other metals 
(impurities) in addition to copper. 

Sulphuric acid attacks copper only when concentrated and hot. 
Copper pipe and apparatus may be used with sulphite liquors, 
since they arc reducing, not oxidizing, agents. When hot and 
under pressure, these liquors sometimes attack copper, probably 
on account of the action of sulphurous acid on the impurities 
present. Digester fittings are made of acid resisting bronze. 
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(See Art. 137.) Copper tanks, pipes, and other apparatus may 
be used to avoid the trouble caust'd by those made of iron. 

137. Alloys •—An alloy is a mixfnro of motals (a solution of one 
metal in another in a molten state) made for special purpose's, and 
for which the metals separately could not Ix' used. Some of the 
principal copper alloys, with the proportions of the metals com¬ 
posing them (as usually mad(‘) are given in the following table: 

Acid resisting bronze Cu 85, Sn 10, Pb 5, P 0.05 

Aluminum bronze Cu 90, A1 10 

Bell metal Cu 78, Sn 22 

Brass, ordinarj^ Cu 07, Zn 38 

Bronze bearing-metal Cu 82, Sn Hi, Zn 2 

Gun metal Cu 90, Sn 10 

Phosphor bronze Cu 79.7, Sn 10, Sb 9.5, P 0.8 

Tobin bronze Cu 01.2, Sn 0.9, Z?i 37.3, I'b 0.4, Fe 0.2 

Note that the proportions an' all parts of 100, ar)d an', conse¬ 
quently, percentages. 

Copper compounds are not much used ir) tlu' paj^er industry. 
Copper sulj)hate, CuS().i, variously calh'd hhtr vitriol, hlucstonr, 
and cupric sulphate, wlu'n in tlu' crystalline' foiin, has the? inohicu- 
lar formula CuS ()4 OH-jG, and is usc'd in c(‘lls for ol(M»tri(' bat- 
teri<is employed in teleplioiu' and teh'graph work. It. has been 
used with much siuax'ss in desti-oying bacteria in wat(‘r and, also, 
for the pr(\s(u*vation of lumber from fungoiis growths. When 
the water is drivt'ii out of the moh'cuh' of ciystalline (topper 
sulphate, a whit(^ amorplious powdi'r n*mains, whicli may be 
used as a delicate t(*st for moistun* in oils and gas('s; minute 
quantities of water cause the white' powd(*r to Ik'couk' l)hu^, owing 
to the formation of the crystalline sulphates 

138. Lead; Symbol, Pb; Atomic Weight, 207.1; Sp. Gr., 
11.37; Melts at 327^^0.— The symbol l^b is d('riv(,*d from the word 
plumbumj which is the Latin name for lead. A fdumbf'r, there¬ 
fore, is one who works in lead. The statement that a wall or 
other object is plumb refers to its having bc*(U] tested with a lino 
that has a lead weight attached to its free end, 

I.^ad is found as a carbonate*, (’ailed cernssile, but (ihiefly as thfi 
sulphide, galena. The metallurgy of galc'iia is intc^resting. The 
ore is roasted in air, but not completc'ly; the air is then shut out 
and the heating continued, when nu'tallic lead is obtained. The 
action at first is that of oxidation (principally, oxidation of 
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sulphur), with the result that after roasting in air some lead oxide, 
PbO, is formed and some of the sulphide, PbS, is left. When the 
air is shut out, the heat causes the sulphur of the remaining 
sulphide to combine with the lead oxide that was formed, accord¬ 
ing to the equation 

PbS + 2PbO = 3Pb + SO 2 

It would appear to be a very economical process; and so it 
would be, except that impurities such as antimony, zinc, and 
silver may be present and must be eliminated, and it is not easy 
to separate lead and antimony. Fortunately, however, lead 
containing antimony is much harder than pure lead, and it does 
not collapse as lead docs when made into pipes. This has been 
found to be of great value in the sulphite industry for the con¬ 
struction of coolers, eliminating in a large measure the leaks and 
other troubles incidental to the collapsing and ^'creeping of 
soft lead pipe. About 10 per cent of antimony gives an excellent 
material. 

139. Another important series of lead alloys arc the bearing 

metals or Babbitts. One in use for general purposes has the 
following composition: Sn, not below 0)^^%; Cu Sb 

14-16%; Pb 77-79%; P ,02.5-,110%; impurities under .5%. 

140. Lead is a heavy, soft metal, which when freshly cut, is 
bright lustrous blue-gray; hut the surface soon becomes dull on 
exposure to the air, because of the formation of a sub-oxide that 
later becomes a carbonate. Pure lead is not readily attacked by 
cold acids; but if it contain much oxide, it may then become 
spongy from corrosion. Lead is largely used for piping and for 
sheet-mctal work, where its softness and pliability make for easy 
working and for facility in conforming to the surfaces to which 
it is attached. In the early days of the sulphite industry, it was 
employed to line digesters, and until recently, it was used almost 
exclusively for household piping and gutters. In cases where 
rain water or very pure spring water is used for drinking, there 
is danger of lead poisoning when the water stands in lead pipes of 
containers, because, if any carbonic acid be present in the water, 
it dissolves the lead to some extent. If a little carbonate of lime 
or other substance that makes hard water be present, a protec¬ 
tive coating of insoluble salts is formed in the pipe. All lead salts 
are poisonous, and the effect is cumulative; that is, the lead is not 
eliminated by the kidneys or bowels, but is retained, behaving 
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in a dangerous, disagreeable way, and eventually causing death. 
The sulphate of lead is insoluble; therefore, if lead has boon 
taken internally, the treatment suggested {indicated, as the doc¬ 
tors say) is to change the lead compound into the insoluble sul¬ 
phate by giving the patient a sulphate, such as Epsom salts, 
which is magnesium sulphate. 

The valency of lead is rather puzzling; it is usually 2 or 4, but 
there are five different oxides, PboO, PbO, Pb() 2 , Pb 203 , and 
Pb 304 , of which the second, third, and last are of special interest 
here. 

141. Lead monoxide, PbO, called litharge, is largely used as a 
constituent of cement in digester linings, and is also used in glass 
making. Its reddish-j^ellow color and other physical properties 
render it useful in paints. 

Lead peroxide, Pb02, also called lead dioxide, is a brown powder, 
and acts as an oxidizing agent; it also forms an important link 
in the chain of reactions upon which the h'ad ataaimiilator, or 
storage cell, is based, and whi(‘h will now be (‘onsidered. 

The elements of a storage cell of the lead peroxide typo are: 

(а) two plates of lead, corrugated or porforatcal so t hat 

(б) a paste of litharge may be spread on them and held in place; 

{c) a container filled with 20% sulpimric acid (about 1.142 

sp. gr.). 

The litharge coated plates are immersed in the acid solution, 
and the litharge, PbO, is converted into lead sulphate, PbSO*. A 
current of electricity is passed through the cell, and, as it will be 
remembered, when an electric current is passed through water 
containing sulphuric acid, the water is decomposed, triving up 
hydrogen at one pole and oxygen at the other (Experirrient 1), 
and this is what happens here; but the hydrogen instead of 
passing off as a gas, takes the plact^ of the load in the load sulphate 
and forms hydrogen sulphate (sulphuric acid). The lead is 
deposited as a black spongy ma.s.s on the plate that acts as the 
cathode. The oxygen at the other plate, the anode s(‘eures the 
help of the sulphuric acid and forms lead persulphate, Pb(S()4) 2 , 
which is quickly hydrolyzed by the water, in accordance with 
the equation 

Pb(S04)2 + 2II2O = Pb02 + 2H2SO4 
and a dark brown coat is laid on the anode. The cell has been 
‘‘charged.^' 
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As was previously noted, sulphuric acid is composed of hydro¬ 
gen ions and sulphate ions, and when the acid is in solution, these 
ions are more or less free. The charged cell contains two plates, 
one coated with finely divided lead and the other with finely 
divided lead peroxide, immersed in a solution of sulphuric acid. 
Now, when the charging current is cut off and a new circuit is 
made that connects the two plates, the hydrogen ions run over 
to the lead peroxide, which is reduced back to litharge again, 
thus 

PbOs + H 2 = PbO + H 2 O 

and the two atoms of hydrogen have given up two positive 
charges at that pole. The sulphate ions, 8 O 4 , travel to the other 
plaf.e and form lead sulphate with the spongy lead coating, giving 
up two charges of negative electricity for each sulphate ion, thus 

Pb + S()4 - PbS()4 

Consequently, one plate has a positive charge and the other a 
negative charge; and when the two plates are connected by a 
circuit outside the cell, a current will flow and will coniinue to 
flow until the brown load peroxide is all gon<% when the cell is 
said to be ^Vlischarged. Railroad cars and automobiles are 
lighted by storage batteries, and they can be equipped to utilize 
some of t.hcir motive j)ower in re(*harging the (;ells. 

lied lead, P]) 304 , wlu'ii mixed with oil, is used to make tight 
joints in pipefittiug; white lead and litharge arc equally service¬ 
able for the same purpose. 

142. Lead Salts. —L(iad salts are mostly insoluble in water, 
though lead nitrate and lead a(‘etate are soluble. The acetate is 
commonly called sugar of lead; it has a sweetish taste, but like 
all the lead salts is very poisonous. 

Chrome yellow is lead chromate, PbCr 04 , and is produced in 
the furnish by first adding to the beater either lead nitrate or 
lead acetate, which is allowed to circulate for a time, and then a 
solution of sodium bichromate, Na 2 Cr 207 , when the insoluble 
lead chromate is precipitated in the fibers and the soluble sodium 
nitrate or sodium acetate is subsequently washed out. As the 
result of the reaction between the sodium bichromate and lead 
nitrate, lead bichromate is formed, thus: 

NaaCraO; + Pb(N03)2 = 2NaN03 + PbCraOT 
But lead bichromate is unstable in water, and the resulting yellow 
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color is that of lead chromate, PbCr 04 , which is probably formed 
directly from lead oxide in some intermediate reaction. 

White lead, or basic carbonate of lead, 2 Pb(C 03 ) Pb(0ll)j, 
is used as a pijz;inent; ii will be referred to briefly in the discus¬ 
sion of paints. 


143. Zinc; Sjrmbol, Zn; Atomic Weight, 66.37; Sp. Gr., 7.10; 
Melts at 419.4°C. —Zinc is found most frequently ixs a siilpliide, 
ZnS, called zinc blende. This mineral is roiisted to eliminate the 
sulphur, and is then further h(‘at(»d until t he nu'lal runs out. In 
this form, the mental is impure and is known iis speller. When 
cooled, pure zinc is brittle aiul breaks with a In'iiuliful crystalline 
fracture. 

Pure zinc is a bluish-white metal; wlnm heated to l20°Ck to 
150°C., it can be rolled into shekels, which remain Ilexibh' when 
cooled; it is brittle at 200® to H00®C. It nudts at 4n).4®(k and 
boils at 918®C. In purc^ dry air it exists lor a whik' without 
change, and in most cases it will resist w(*ath(‘r for a long time; 
it is attacked by acid fumes in tlu* air, how(*v’er. As Ix'foro men¬ 
tioned, zinc is larg('ly us(‘d in th(' form of galvaniz(*d iron. 

Ordinary yellow brass is an alloy ot zinc and (*opp(‘r, 2 parts 
copper to 1 part- zinc, whiles r(*d brass has OOVc co})j>er. iluue 
arc also several alloys of zin<^ and aluminum. 

Alloys exhibit many astonishing j)?-op(*rties. For instance, a 
certain alloy of zinc and aluminum contains 95^;, zim^ and 5% 
aluminum, or 19 parts zinc and 1 part, aluminum. specific 

gravity of zinc is 7.1 and of aluminum 2.7; it. wcuild natinall^' 
be expected that the specific gravity of th(i uUoy would hr. 


= 6.88, assuming the alloy to be a mixtuio, 

but in reality it is only 2.8, only a trifle more than that of 
aluminum. As another example, theni is an alloy called Wood’s 
metal, which consists of 4 parts bismulh, 2 parts lead, I ])art 
each of tin and cadmium; the melting points of thes(> metals 
are, respectivelv, 2(>9.2®, 827®, 281.9®, and 820®(:., aod it <ouId 
re£usonably be expected that th(‘ melting l)oint of tlie alloy, 
assuming it to be a mixture, would b(j 


269.2 X 4 +J27 X 2 + 231.9 X 1 + 320 X 1 
1 -f- 2 + 1 + 1 




very nearly, but as a mutt.^r of fa-.t, tlie melting ixnnt is 
65.5®C. (150®F.); that is, it will melt m water that would 
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not scald one^s finger. In fact, alloys can be produced that 
will melt at almost any desired temperature, a fact that is of 
great importance in the manufacture of sprinkler heads in fire 
extinguishing systems and of fusible plugs in steam boilers. 

144. Tin; Symbol^ Sn; Atomic Weight, 119; Sp. Gr., 7.29; 
Melting Point, 231.9'^C.; Boils at2270X .—Tin is found in abun¬ 
dance in only a few places, Straits Settlements, England, and Boli¬ 
via being the chief sources. 

What is called sheet tin is usually sheet iron plated with tin by 
dipping clean sheet-iron plates in molten tin. Block tin is the 
name given to material composed entirely of tin. Helical pipes 
of pure tin are used as condensers for distilled water, as tin is 
not affected by air or water or both at ordinary temperatures, and 
dilute acids act on it only very slowly. 

146. Tin forms two series of compounds, in one of which it is 
divalent (a dyad) and in the other quadrivalent (a tetrad); 
these compounds are called stannous and stannic, respectively. 
Stannous chloride, SnCL, is used as an accessory in some coloring 
processes, and is referred to as tin salts or tin crystals. 

146. Mercury; Symbol, Hg; Atomic Weight, 200.6; Sp. Gr., 
13.6; Melts at — 38.8°C.; Boils at 366.7°C.—Pure mercury is a 
white, silvery liquid at ordinary temperatures; it is commonly 
called quicksilver, first, from its silvery appearance and, second, 
from the fact that it moves, the word quick here having a meaning 
opposite to that of the word dead. 

A familiar use of mercuiy is in the bulbs of thermometers, 
barometers, and manometci'S. Since it freezes at — 38.8°C. 
(■-37.84°F.) and boils, vaporizes, at 356.7®C. (G74®F.), it cannot 
ordinarily be used beyond these temperatures; but by filling the 
space in the tube above the mercury with an inert gas, like nitro¬ 
gen, the gas will bo compressed as the mercury rises^ which in¬ 
creases the pressure on the mercury, raises its boiling point, 
and makes it possible for a mercurial thermometer to indicate 
temperatures considerably higher than 674®F. (356.7®C.). 

The bright red pigment known as vermillion is mercuric 
sulphide, HgS, but it is expensive, for which reason red lead and 
organic coloring matters are much used instead. Mercury 
occurs as a sulphide in the ore called cinnabar^ and it may be 
obtained from this mineral and also from mercuric oxide simply 
by heating. 
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147. Amalgams are alloys in which one of the constituents is 
mercury. Gold amalgam, for example, is the alloy obtained whou 
gold is dissolved in mercury. Sodium amalgam plays an im¬ 
portant part in one type of eleetrolytu! coll used in making bleach; 
in contact with water, the sodium acts as if it were free, forming 
sodium hydroxide (NaOH) and liberating hydrogen. Amalgams 
of tin or silver are used for the backs of mirrors. 

Corrosive sublimate is mercuric chloride, HgCl 2 , commonly 
called bichloride of mercury. It is a wh i t c, fimdy crystalliiK' powder, 
intensely poisonous, and is a pow(M ful disinfectant and germic ide. 
It is soluble in water, and is used in surgery as an antis(‘{)ti(\ 
Calomel is mercurous chloride, Ilgtt, commonly called chloride 
of mercury, and is used in medicin(»; wliile not poisonous, it 
should not be taken except as prc'scribcnl i)y a physician. As 
used, it is a white powder, which shruld not b(‘ (‘xposed to sun¬ 
light, since the light affects it, liberating nu'rcury and forming 
some mercuric chloride, HgCn^; the latter has been used for calo¬ 
mel by mistake, with fatal results. 

148. Gold; Symbol, Au; Atomic Weight, 197.2; Sp. Gr., 
19.33. —Gold is readily soluble' in meremry, and much of th(^ finely 
disseminated gold in gold ores is recove'ied by dissolving it out 
with mercury and then vaporizing t h(' merctiry. Tlu^ gold is left 
behind, as it does not even melt until a Ic'infx'raf ur(i of 1()()2.4°(\ 
(1944°F.) is reached; the mercury vapor is coll('(*ti*d, condensed, 
and may be used over again, the process b(‘ing n'fx'atcsl ind(*fi- 
nitely. This method of obtaining mclallic gold is called the 
amalgamation process, 

149. Aluminum; Symbol, Ai; Atomic Weight, 27.1; Sp. Gr., 
2.66; Melts at 668.6X. (1217.3‘’F .).—This metal occurs univer¬ 
sally, and ranks third in the list of ('h'lneiits that (compose the 
earth, being cxceeuled only b}^ oxyg(*n and silicon. Having a 
strong affinity for oxygen, it is ii<*ver found native, but exists 
chiefly as a silicate in different kinds of clay, all f>f which are 
silicates of aluminum, with varying amounts of iieourities and 
water of constitution. The.se will be described in connc'ction with 
the element silicon. Alumin\im is pn^pan'd commercially from 
bauxite, a mineral containing a largo proportion of alumina, 
which is the common name for aluminum oxide, AbO.,. A 
familiar compound of aluminum is emery, which is a common form 
of the mineral corundum; it is extremely hard and is much used as 
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an abrasive. With traces of other substances, such as niangaiK^sci 
and chromium, corundum forms such precious stones as the 
ruby, sapphire, oriental amethyst, and oriental topaz. 

Bars, sheets, and wires of aluminum are not much affected by 
(exposure to the atmosphere, because a film of oxide quickly 
forms on the outer surface and protects it. This fac^t, coupled 
with a conductivity nearly jis high as copper and a specific 
weight only about one-third that of copper, makes aluminum 
wire a very desirable substitute for copper in transmitting 
electric currents. 

160. The most interesting salt of aluminum in paper making 
is (duminufn nulphale^ Al 2 (S 04 ) 3 , also called .sulphate of alumina 
and refeiTed to as papermaker’s alum. (See Art. 76.) It 
crystallizes with 18 molccailes of wat(‘r as Al 2 (S() 4)3 l 8 Il 20 , the 
molecular weight of which is 2 X 27.1 + 8(32.1 + G4) + 18 
X 18 = 660./); hence, the crystal contains 324 4 - 666.5 = .486 
= 48.6% water. 

The alums proper are double saU.s that contain alkalis as well iis 
aluminum, all of which crystallize with a large proportion of 
water of crystallization. For instance, there is sodium alum, 
Al 2 (S 04 ) 3 ‘Na 2 S 04 - 24 H 20 ; also, iron and chromium sulphates 
form alums without aluminum, but crystallizing in the same 
form with 24 moh^cules of water. From this it will be seen that 
the alum family is a large one. 


PAINTS AND PAINTING 

161. Paints may be considered iis being made up of a pigment 
and a vehicle, the pigment being the coloring material and the 
vehicle the liquid that holds it so it can be applic'd to the surface. 

162. Pigments are usually dry, powdered mineral or metallic 
oxides, carbonates, sulphates, or silicates. The oehers—brown, 
yellow, red, and purpk'—are oxides of iron, prepared by heating 
the natural mineral, either to dry it for grinding and sifting or to 
produce varying shades, which depend upon temperature and fur¬ 
nace conditions. 

163. White Lead.—^White lead is basic carlx)nate of lead (Art. 
142), 2 Pb(C 08)2 Pb(OH) 2 , and is prepared from metallic lead by 
two general processes: the older ‘'Dutch*' process, and the more 
recent quick process. 
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The Dutch or old process takes about 3 months to complete. 
It consists of submitting buckle-shaped pieces of lead to the action 
of acetic acad (vinegar) and carbon dioxide, which is produced 
in the same chambers from fermenting tan bark. Eventually, 
a hydrated carbonate of lead, 2 Pb(CX) 3 ).yPb(OH) 2 , is produced. 

In the quick or new process the acetic acid solution of lead is 
acted upon directly by carbonic acid (carbon dioxide) gas or an 
alkaline carbonate. According to some authorities, the old 
process produces a better pigment. 

164. Zinc Oxide. —Zinc oxide is used as a pigment, aiul is 
known as zinc white. It is preferred to wliite Ic^ad l)(^caus(^ it 
does not blacken under the action of sulpliurous fumes, as lead 
does; this is because lead sulphide is dark ])rown or black, while 
zinc sulphide is white. There are other teclini(\‘il points in hivor 
of zinc: it dries harder than white lead, and is Ihus used in getting 
enamel effects; but it may produce a hrittlf' coat; lienee, wh(*r(' a 
lasting color is not n(M*ossary and long protc'ction is nHiuired, a 
mixture of the two pigments is very satisfactory. 

166. Other White Pigments. —There an' otlu'r white i)igments, 
such as whitinij^ hariiini .snlphdtr., and lilhopone, Tla^ 

last is a mixture of zinc suli)hid(‘ and barium sulphat(', i)roduc(‘d 
by adding a solution of zinc sulphate to oik* of barium sulphide, 
thus: 

ZnS ()4 + HaS = ZnS + BaSOi 

The reaction products are both insoluble white j>recipitates, and 
they have no paint value in this form. But, an Englishman 
named Orr discov(*red a nu^thod of so treating thenrthat ihry 
are now used very largely in paints, and hav(‘ Ixm'h lound to 
have even more covering and hiding value thaai zinc oxid(‘. 1 liis 
paint is also known as O/t’.s* irhitCj ponolith, liecktoJt ivhitcj and by 
several other names. 

166. Extenders. —It has been found that pcrfei^tly pure pig¬ 
ments, like white lead, lead sulphate, zinc oxide, lilhopoiKN do 
not give such good service .as thf‘y do when diluted witi. what are 
known as extenders. These are in(*rt silicates, china clay, tale, 
etc., which not only increase the life of the paint, but also make 
the matter of repainting more sat isfactory. Y(*t only a fcjw yc'ars 
ago they were considered adulterants, and efforts w<?rc made to 
keep the paint makers from using them. 
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167. Whiting.—Whiting is carbonate of lime, and while it is 
deficient in covering power when used pure, it is not deserving 
of the poor opinion some paint people have of it. It serves to 
correct any acidity that might occur in a paint, and some paint 
makers use a little of it in all their products. Whiting is generally 
prepared from chalk, sometimes from marble, by grinding and 
bolting (screening) through a 200 -mesh sieve. The marble 
dust, and similar material, has what is technically termed tooth, 
and is therefore a good element in priming coats; it also leaves a 
better surface for repainting. The tooth is due to the angular 
crystalline edges of the fine fragments. 

158. Gypsum. —Calcium sulphate, otherwise called sulphate of 
lime and gypsum, familiar in paper mills as crown filler, etc., is 
another of the white pigments around which much discussion 
has centered. If not comphjtely d(*hydrated, it acts somewhat 
as in plaster of Paris, taking water from its neighbors to complete 
its molecule in the crystalline form, Ca 804 2 H 2 O, which causes a 
hardening or setting of the paint when stored. Neither whiting 
nor gypsum should contain any free lime, and since some artificial 
preparations of both arc not free from this dc‘f('ct, it is better 
to use the natural material. 

169. Colored Pigments. —The white pigments, (‘xtenders, and 
ochers form the bulk of the pigment material. Coloring ma¬ 
terials, such as smalts, ultramarine, prussian blvu', red lead, lith¬ 
arge, Vermillion, and some of the organic colors, are used to 
produce the many shades called for. 

160. The Vehicle. —The vehicle is the liquid part of paint; it 
may consist of three parts: o/7, drierj and volatile thinner. Some¬ 
times gums are added, but these are ground with the pigment. 

161. Oils Used in Vehicles. —The oils used are of the class 
known as drying oils, that is, oils that when spread in thin films 
and exposed to the air combine with oxygen to form a rubbery 
or hard surface. When paint is thus exposed, the surface of 
the vehicle is multiplied tremendously by being spread over the 
particles of a pigment mixed with the oil, and the film produced 
becomes hard and dry in a day or so. 

The oil most commonly used for paint is linseed oil, obtained 
by pressing flax seed, which contains 35 to 40 per cent of oil. 
After linseed oil has been stored for some time, it shows a sediment 
of flocculent material known as foots. Some linseed oils, on 
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heating to about 350®F., exhibit what is called a break, that is, 
they become cloudy by the separation of mucilaginous matter. 
Such oils, and those containing foots, are not suited to some pur¬ 
poses, and are refined. This is done by agitating with 1 % of its 
weight of sulphuric acid and subsequently washing with water; 
or by heating moderately, and stirring wdth fullers^ earth, fol¬ 
lowed by filtration. Oil for use in paints should be free from 
foots, but an oil that breaks may be used for paint making. 

Linseed oil, when heated with oxides of lead, manganese, or 
cobalt, exhibits greatly increased drying proi)ertu‘s; such oil is 
called boiled oil, though, properly speaking, it is not boiled, since 
decomposition follows heating at too high a tcanpcTat ure. fc^ornc- 
times the metallic oxides are heated with rosin and then mixed 
with the oil; these are called resinate boiled; but, if ex(!rssive 
amounts of rosin are used, the oil is inferior. Those oils in which 
the metallic oxides are heated with linscu'd oil are said to be 
Unoleate boiled. 

Other oils arc used for paint, such as Chma W(x)d oily also called 
lung oily and soya heo7i oil, and these are b(*ing incn'asingly con¬ 
sumed. 

162. Driers. —If boiled oil is used, the paint dri(‘s too soon to 
a hard, brittle coat; therefore, a certain* amount of raw oil is 
used to produce a slower drying and a more (‘lastic coat. In 
fact, it is believed by quite competent aufhoriti<*s that raw oil 
will make as good paint as boiled oil, though in such cas(*s a 
little Japan drier should bo added. Japan drier, or Japans, as 
they are usually called, arc made by heating oil with nn'tallic 
oxides and adding turpentine or a light j)c‘troh‘um oil. Conse¬ 
quently, they are called at times iurpeniine driers. 

163. The Thinner. —The thinner most employed and most 
preferred by paint makers is tuipentine, which is distilled from 
the resins of the southern pines. Another variety is distilled 
from the wood itself, by steam, but it is not so uniform. Of 
this class would be any turpentine that might be obtained as a 
by-product in the pulp industry w^here a resinous wood is used, 
especially, in making sulphate pulp from jack pine. Another 
much used thinner is a light petroleum distillate that is similar 
to gasoline. Coal tar furnishes another light-oil distillate that 
is used to some extent as a thinner. 

The requirements of a good thinner arc that it shall be com- 
8 
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pletely volatile and a good solvent; the latter term meaning that 
it shall not cause any flocculation or separation of the materials, 
its function being to thin the paint for increased covering power 
or to improve its working quality under the brush. 

164. Better service and a saving of time in repainting would 
result in many cases by cooperation between the painter and the 
paint chemist. The atmospheric conditions, reflection and 
absorption of light, speed of drying, etc., are all points worthy 
of careful study, and they cannot be economically left to chance. 

Much practical information on oils, paints, and varnishes is 
concisely given in Circular No. 69, of the United States Bureau 
of Standards, reference to which is hereby acknowledged by the 
writer. 


CARBON AND SILICON 

166. Two General Classes of Carbon Compounds.—Every 
living thing, animal or vegetable, and everything derived from 
things that are alive or have once lived contain carbon, and all 
such substances are termed organic substances. Many other 
substances that are closely allied to these in their chemical 
composition are classified as organic for this reason, though 
they are not organic in the sense of having once formed a part 
of the animal or vegetable kingdom; for this reason, the term 
carbon compounds is frequently used instead of the word organic, 
and the longer term, chemistry of the carbon compounds, is 
employed instead of organic chemistry, when one wishes to be 
precise. 

The compounds of carbon included under the head of organic 
chemistry are almost innumerable, and some of these will be 
considered later. There are, however, a few (comparatively 
speaking) compounds of carbon that belong to inorganic chem¬ 
istry, and these, together with the element itself, will be con¬ 
sidered here. 

166. Carbon; Symboli C; Atomic Weight, 12; Valence, 2 and 

4.—Carbon occurs in three well recognized forms, two of which 
are crystalline and the other is amorphous (without form). The 
diamond is a ciystal of practically pure carbon; it is the hardest 
substance known. Graphite is another crystalline form of car¬ 
bon, but is widely different in its physical characteristics from 
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the diamond; the so-called *^lead” in a load pencil consists princi¬ 
pally of graphite. Coal, coke, and charcoal constitute varieties 
of the amorphous form of carbon. 

167. Coal. —Every coal bed is made tip of what was onc(' a 
forest, the transition from a tree to coal being somewhat as 
follows: first, a bog, then peat, next lignite, then, in succession, 
semi-bituminous, bituminous, semi-anthracite, and anthracitt^ 
coal. 

Anthracite is the oldest and purest form of coal; it contains a 
very high percentage of carbon, and is frecpnaitly calh'd nard 
coal. Age, enormous pressure, and temptaatiire have combiiu'd 
to remove nearly all the volatile and liquiil im])uriti(\s, witli the 
result that when it burns there is veiy lit (h^ tlanu' and practically 
no smoke. This is the chi(*f domestic coal, but the dust and very 
fine sizes are burned in power plants that are espt'ciall}" e(piipp(‘d 
for that purpose. To burn this coal succi'ssfully, tlu^ firi's shouhl 
bo thin, constantly f(‘d, not workedtoo much, th(^ grab's 
should have small openings, and there should be a good draft.. 

Steam coal has several subdivisions, according to lr)calit.y 
where mined and the use to which it is put. Among these' an^ 
semi-anthracite, which (as the' name' indicat(*s) t.j'nds to tlie an¬ 
thracite class, and gas coal, which is use'd for tlie pn^paration of 
illuminating and heating gas. This coal contains imjiuritie's, 
mainly volatile, and yie'lds a larger volume of gase'oiis mate'rial 
when heated. 

168. Gas Making. —In the manufae ture^ of gas, the* coal is 
heated in closed chambers, eailli'd retorts. As the' gas eome's off, 
it contains water vapor, ammonia, and tarry mattc'i*. It is 
then washed by ^'scrubbing,as the pmeosn is (‘ailed, in towers, 
the gas going in at the ]x>ttoin of the^ towe'r and le'aving at the* 
top, being washed in the meantime by a curreait of water trickling 
down over baffle plates, which removes the ammonia. The 
tarry matter is collected in traps, and a part of it is rc'coverc'd 
also from the ammoniacal water. Many valual.h* clu'inicals, 
such as benzene, carbolic acid, naphthalene*, etc., an* obtaiii(*d 
by distillation of the tar. The residual tar is usc'd for roofing 
and for other waterproofing purposes. Tluj chemicals tliat an* 
recovered from the tar form the basis of the great coal-tar indus¬ 
try and of many compounds used in medicane and photography. 

After removing the tar and ammonia, the gas still contains 
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sulphur, which must be removed to prevent odor when burning 
and to prevent blackening the paint in houses. This is accom¬ 
plished by passing the gas over iron oxide, spread out in large 
flat pans. The oxide combines with the sulphur to form sulphide 
of iron. The spent, or used, oxide, after its sensitiveness has 
been destroyed by absorption of sulphur, may be renovated by 
exposing it to the air, as the sulphide of iron that is formed in 
this manner is very unstable. The washed gases are dried over 
quicklime, which also absorbs any carbonic acid that may be 
present, and are finally stored in large inverted tanks, open at 
the lower end and sealed by water; these tanks are called gas- 
ometersj and are a familiar feature of city skylines. 

After the gas and other volatile substances are driven off from 
the coal, the solid carbon (with its combined ash) is left in the 
retort in fragments that have much the same general shape as 
the coal fragments from which the gas was derived; this material 
is relatively hard, and is called coke. Coke is an excellent fuel, 
being smokeless, and it does not clinker; it is not readily ignited, 
and it requires a strong draft, burning with an intense, steady 
heat. 

A recent method for firing coal for industrial purposes is to 
grind it very fine, so fine that when mixed with fuel oil it is 
almost in a colloidaTstate; this mixture is then sprayed into the 
firebox. This method has been employed successfully in oil- 
fired boilers. 

169. Graphite.—Carbon is found in many places in a form 
variously known as graphite, plumbago, and black lead. Graph¬ 
ite is both crystalline and amorphous, the flake graphite being 
crystalline. The crystals, however, have an entirely different 
shape from those of the diamond. Graphite can be burned only 
with diflficulty, for which reason it has been used as a lining to 
protect cruoibU^s from the action of molten masses that have 
been heated in them. Flake graphite, with or without oil, is 
used as a lubricant for heavy bearings on slow-moving shafts. 
It has no grit, is unaffected by any increase in temperature due 
to friction, and is superior to oil for many purposes. 

An important use for the amorphous graphite is in the manu¬ 
facture of carbons of electric-arc lights; also, as anodes for electric 
furnaces and electrolytic cells for bleaching plants. Artificially 
prepared grapliite is used in making anodes, because it is moi*e 
uniform than the gas-retort carbon that was formerly . used. 
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Gas-retort carbon is a form of graphite that is deposited inside 
the retorts in gas works; it is very dense, and when ground and 
compressed it made fairly good electrodes for arc lamps. It was 
found, however, that occasional impurities caused local action 
in the electrodes and impaired their usefulness. 

170. Bone Black and Lamp Black.—Bone black, which is 
sometimes called animal charcoal, is made by heating bones and 
animal refuse in closed vessels that do not admit air. A number 
of volatile substances are first driven off by the heat, and Iheso 
are sometimes condensed and recovered. Eventually, then' arc 
left the charred bones (and the carbonized residue of the animal 
refuse), which consist of carbon and calcium j)hosphate, and are 
sometimes used as a pigment when finely ground. A high-grade 
black is prepared by dissolving the phosphate with hydrochloric 
acid, washing, drying, and grinding the uuaffeci.ed carbon n*- 
maining, which is known as bone black. Bone black has 
the power of absorbing colors and odors from solutions that may 
be filtered through it; it is used, for example, in sugar refining. 

When oils, rosin, turpentine, or kindred substances burn, they 
give off a heavy, black smoke. The smoke is um^onsumed carbon, 
and a very old practice is to cause this smokfi to Ijc d(>j)osited, 
like soot, on a cold surface, from which it is removed and used 
for paints and inks, for example, in India ink. It is known jis 
lump black, from the familiar phenomenon of blackening the 
chimneys of oil-burning lamps. 

171. Charcoal.—Charcoal has been used for fuel and other 
purposes from ancient times. It is prepared from wood by 
heating the wood to a high temperature, without access of air, 
and driving out the volatile substances. This is done m various 
ways, one being to use retorts in practically the same manner lus 
when rnajcing coke in gas manufacture, in which case, the valu¬ 
able volatile products arc condensed and saved. Both coke and 
charcoal are extensively used in the manufacture of steel and m 
other reduction processes. Charcoal is very useful for filtering 
purposes, though not as effective as bone black in sj.ecml cases. 

172 Oxides of Carbon.— Carbon forms two oxides, the mon¬ 
oxide * CO, in which it is divalent, thus, C = 0, and the dioxide, 
CO*, in which it is (luadrivalcnt, thus, O = C — O. In t he first 
case, carbon is a dyad and in the second case, a tetrad; in most 
of its chemical relations, it acts as a tetrad. 
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Carbon has a strong affinity for oxygen, and is, therefore, of 
groat use in metallurgy, as was previously mentioned, since it 
takes oxygen from metallic oxides (ores) and reduces them to 
metals, the carbon combining with the oxygen. Carbon monox¬ 
ide, CO, is formed when organic matter, coal, or other forms of 
matter containing carbon is burned with an insufficient air 
supply. Carlson dioxide is usually formed first in this process; 
but it has to divide its oxygen with the excess of carbon present, 
reducing to the monoxide, in accordance with the reaction 
CO 2 + C = 2CO 

This reaction occurs in producer-gas plants, which are essentially 
stoves or furnaces in which coal is burned with only enough air 
to form CO instead of CO 2 . Its presence in flue gas from a 
boiler plant indicates insufficient oxygen in the fire box. 

173. Gas Engines. —When the CO (produced as just de¬ 
scribed) is not used immediately, as in glass works, it is cooled 
and stored in gasometers for future use, as in the cylinders of gas 
engines, which are also called internal combustion engineSy and 
which op(^rate in a manner very similar to the engines of automo¬ 
biles. In the case of a gas engine, a mixture of air and gas is 
admitted to the cylinder, where it is ignited. The resulting 
combustion, which is so rapid as to be called an explosion, 
increases the temperature of the gas mixture to a very high point, 
causing it to expand and force the piston to the other end of the 
cylinder. By a suitable arrangement of valves, etc., a regular 
series of explosions on one side (or both sides alternately) of 
the piston, causes it to move to and fro in the same manner as in 
the cjise of a steam engine. The burned gases are forced out of 
the cylinder on the return stroke in the same manner that the 
exhaust steam is forced out of the steam-engine cylinder. 

174. Reason for Using Carbon Monoxide. —If carbon could 
bo readily volatilized, it would not be necessary to use CO; but 
since it becomes a gas only at temperatures above 3500°C. 
(6332°F.), it must first be burned to the first stage of oxidation 
in order to get it into a gas form. It might be asked, ^Vhy is 
it not sufficient to use carbon as a fuel? Why convert it into a 
gas?'^ This is done mainly because the process is more econom¬ 
ical. When coal is burned under a boiler to produce steam, so 
much of the original energy of the coal (heat units generated by 
the combustion) is lost that it is quite common to find only 25 
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per cent of total heat energy of the coal is delivered for useful 
work in the engine cylinder, the remaining 75 per cent being 
dissipated in the heat carried up the stack in the escaping hot 
gases, unconsurned carbon in the smoke, heat required to raisi; 
the temperature of the air used for combustion, an over supply of 
such air, heat losses from radiation, etc., etc. But when the 
carbon is converted into carbon monoxide and used directly 
in the engine cylinder, there is a great saving in heat units. 

176, Carbon Monoxide. —Carbon monoxide is very poisonous 
when inhaled; it is not soluble in water. It enters into direct 
combination with oxygen, chlorine, and some other elements, 
one of these compounds being COCh, the chemical name for 
which is carbonyl chloridcy but is commonly called phosgnie ga,Sy 
which was one of the poison gases used during the late war. 


176. Carbon Dioxide and Carbonic Acid.— Carbon dioxide, 
CO 2 , which is commonly, but erroneously, called carbonic^ acid, 
is formed whenever carbon is burned and a sufficient amount of 
air (or oxygen) is present during the combustion, llu* amount 
present in flue gases is an indication of the efficiency of th(' boil(‘r 
house. As before stated, it is carbonic anhydride, the anhydride 
of carbonic acid; its density is 1.5 tim(\s that of air, and it is 
soluble in water, 1 volume of water dissolving I volume of tla? 
gas at 15°C. and atmospheric pressure; the resulting solution 
has a biting, pungent taste, somewhat like a weak Jicid solution. 
Carbon dioxide is us(*d in the manufacture of soda water and 
other effervescent drinks and portable extinguishers; a 

comparatively small quantity in the air will snioth(>r a fire by 
displacing or diluting the oxygem. This may be demonstrat<*d 
by breathing gently on a small match flame. 

Carbonic acid is so very unstable that it is known only in the 
form of a very dilute solution; any attempt to isolate it results 
in its being broken up into carbonic anhydride and water, in 
accordance with the reaction 


HiCOj = COj + H2O 

This acid forms a number of very important salts. Since it has 
2 replaceable hydrogen atoms, it forms both norma and ac.d 
Balts (see Art. 71) ; but, because it is such a weak a<-.<l, both the 
norm)d and the acid carbonates of the alkahs a marked 

alkaline reaction. The salts, carbonate of soda (Na.t O,) and 
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carbonate of lime (CaCOs), which are the two most important 
carbonates in the paper industry, have already been discussed. 

177. Silicon; Symbol, Si; Atomic Weight, 28.3; Valence, 4.— 
This element is, next to oxygen, the most abundant in nature; 
it makes up 28 per cent of the earth^s crust. It is never found 
native, but always in compounds, either as an oxide or as a sili¬ 
cate. The oxide Si02 is usually called silica. Quartz is silica, 
and sands are composed largely of quartz. Practically every 
kind of rock contains silica to some extent. 

Silicon, like carbon, is a tetrad; it has four bonds. Like carbon, 
it exists in three allotropic forms—two of them crystalline and 
one amorphous. Theoretically, at least, and with much support 
from practical results, various series of compounds of silicon, just 
as intricate, varied, and numerous as those of carbon, may be 
constructed. 

Silicon combines very readily with oxygen, but only one oxide 
is known; this is commonly called silica, the chemical name being 
either silicic oxide or silicon dioxide^ and has the structural for¬ 
mula O = Si = O. The element, which is a non-metal, may be 
isolated by electric reduction, by which process it is found as a 
brown powder or as fine, dark-gray scales that are similar to 
graphite; consequently, this form is called graphitoid silicon. 
The alloy, ferrosilicon, finds an important application in the 
metallurgy of iron. 

Carborundum is the name given by its discoverer. Dr. Acheson, 
to silicon carbidCf SiC, which is prepared in the electric furnace; 
it is almost as hard as the diamond, for which reason it has wide 
use as an abrasive, taking the place of emery and corundum. 

Glass is a compound containing a wide range of substances, 
according to the purpose for which it is to be used; its chief 
constituent, however, is silica in the form of silicates of lime, lead, 
and soda. A great many important substances are silicates; thus, 
talc, asbestos, and mica are silicates of magnesia, and so is slate. 

Clays, including china clay, are silicates of alumina, differing 
from one another by reason of the presence of various impurities 
or, owing to the presence of more or less water of combination, 
having different physical properties. If alkalis, like soda, potash, 
or lime, or metals like iron and lead, are present, the clay will 
not be refractory, that is, it will not withstand very high tem¬ 
peratures, because these substances form silicates that fuse at 
lower temperatures. If the amount of water of combination 
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is small or if it is driven out by heating, the clay cannot be used 
for modeling; it is said to lack plasticity. The 'plasticityy or 
stickyness, of clay makes clay of imjwrtance to the paper maker 
as a filler, Le., a substance which fills the pores between the 
fibers of the paper and produces a flat, smooth surface that takes 
ink well in printing; clay, talc, etc., when thus used, are also 
called loading. 

Silicate of soda Na 2 Si 409 , otherwise called water glasSy is used as 
a binder for cements and pastes that have to withstand high 
temperatures.. It is also largely used in making paper boxes 
(cementing the layers of laminated boards), and to some extent to 
give stiffness to paper. Water glass mixed with litharge (yellow 
oxide of lead, PbO) is used as a cement in sulphite digester 
linings. A more formal name for silicate of soda is sodium silicate. 


QUESTIONS 

(1) If the wire of a paper machine be attacked l>y the paper stock, what is 
likely to be the cause? 

(2) Why is antimon.v present in lead for sulphite mills? 

(3) What compounds of lead arc useful in the pulp or pai)er mill, and for 
what is each used? 

(4) What is the percentage of aluminum Hidpha((‘ in Aldl^ 04 ).rl^Hv(>? 

Ann. 

(5) Is boiled linseed oil a suitable lubricant? Explain your answer. 

(6) What substance is used to make lead jxmcils? What is the principal 
element present? 
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(1) What are the chief causes for ilu* presiuiee of flower sulphur 
in cooling systems of pulp mills? 

(2) How did the low melting point of sulphur bring about a 
great change in the market? 

(3) How does the fact that sulphur (‘otnbiiu'S readily with 
oxygen affect the sulphite pulp industry? 

(4) How is it that suliihuric acid is prescuit to some (*xtent in 
burner gases? 

(5) What is the difference between compounds ending in ite 
and those ending in atel 

(6) (a) What docs the reaction expn'ssed by the following 
equations refer to? 

CaCOn + SO 2 + H 2 O = CaSOs + II 2 O + COa 
CaSOa + H 2 O + SO 2 = Cair 2 (S ().,)2 
(6) How many kilograms of limestone containing 95% ('a( 'Oa will 
produce 10,000 liters (I liter weighs I kilogram) of cooking acid 
containing 1% of combined S02as('aS03? A ns, (b) lt»4.5 Kg. 

(7) What is the reaction wlam quicklime is slakeil wit h water? 

(8) (a) How is sulphate of lime obtained for “(;rown filler^’? 
(6) How many pounds of the sodium comi)ound and of tin* cal¬ 
cium compound are requin^d to make 100 pounds of crown filler 
containing 10% moisture in addition to th(‘ waiter normally' 
present as water of crystallization? Sim* An. 93. 

Sodium compound, 74.3 lb. 
(kilcium compound, 58.1 lb. 

(9) What is the objection to the us(j of dolomite in the tower 
system for making sulphite liquor? 

(10) (a) What two members of the halogen group are of inter¬ 
est in the pulp and pap<*r industry? (b) W hat is the valency of 
the members of the halogen group? 

123 
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(11) (a) When chlorine or its compounds are used for bleach¬ 
ing, is chlorine the active (direct) agent? (jb) What is there in 
common between bleaching by chlorine and bleaching by ex¬ 
posure to air? 

(12) What substances likely to be present in paper stock do 
not become white when treated with a solution of bleaching 
powder? 

(13) What is meant (a) by the term ‘‘available chlorine’'? 
(6) by antichlors? 

(14) Why does copper appear on a steel knife blade when 
dipped into a solution of copper sulphate? 

(15) What is the function of iron in writing ink? 

(16) What is the meaning of the suffixes ous and ic in such 
words as ferrous and ferric? 

(17) (a) What is the difference between cast iron and steel? 
(p) What is meant by annealing? 

(18) Why do ochers tend to produce paper that is darker on 
the wire side? 

(19) How can copper sulphate be used as a test for the pres¬ 
ence of very small amounts of water? 

(20) What principle is involved in the action of sprinkler 
heads? 

(21) What is the difference between corrosive sublimate and 
calomel? 

(22) (a) What is the difference between whiting and white 
lead? (b) Why is zinc white paint preferable to white lead 
paint in a sulphate pulp mill? 

(23) (a) What is meant by a “drying oil”? (6) Why is lin¬ 
seed oil boiled? 

(24) What are some of the by-products of making coke? 

(26) Mention two properties of (o) carbon monoxide; (5) 
carbon dioxide. 
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ALIPHATIC COMPOUNDS 

GRAPHIC FORMULAS 

178. Empirical and Constitutional Formulas.—A formula like 
H 2 SO 4 is called an empirical formula, because all that it shows 
is the number and kind of atoms in a molecule; it indicates neither 
how the atoms are arranged nor how the molecule splits up when 
taking part in a chemical reaction. If, however, the formula be 
written H 2 -S 04 it is immediately inferred as soon as the for¬ 
mula is seen that, under proper conditions, the two hydrogens 
may be replaced by a bivalent element or radical. Th(^ formula 
may also be written 11 H‘ 804 , indicating that H 2 may b(* r<*f)lac(Ml 
by two univalent atoms or one atom of a dyad, and that metals of 
higher valence would require more than one molecules of suljdiuric 
acid. (See Art. 76.) Such formulas are called constitutional 
formulas. Thus, ferrous sulphide, l'(‘S, contains 1 atom of iron 
and 1 atom of sulphur, both of which an* dyads in this case; 
consequently, the reaction indicated by the following oejuation 
may be expected 

FeS + H2 SO4 -= Fe HO 4 4- HaS 

and experiment shows this to be the case. 

179. Stereochemistry.—As previously stated, carbon has a 
valence of 4, that is, it has 4 bonds; hence, to satisfy it -omplotely, 
each bond of a single carbon atom must be umted to a univalent 
atom or to a univalent radical. In order that the resulting nmle- 
cule may be stable, le., balanced, it was assumed by Van t Hoff 
that the carbon atom occupied the position of the center of 
gravity of a regular tetraedron (a solid whose four sides are all 
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equilateral triangles, as shown in Fig. 10) and the other four 
atoms or radicals or combinations of atoms and radicals were 
situated at the four vertexes, as illustrated in Fig. 10. This 
explanation of the structure of a carbon-hydrogen molecule may 
now be regarded as a theory, not enough being known as yet to 
enunciate it as a law. Referring to the figure, a carbon atom is 
shown at the center of gravity of a regular tetrahedron, and if 
there were a hydrogen atom at each vertex, 
the whole would represent a molecule having 
the formula 0114 . All the full lines, which 
represent the bonds, are supposed to be of 
equal length. It is to be noted that the mole¬ 
cule itself is not a solid, but the atoms are so 
arranged that planes may be passed through 
them (assuming them to be points), which will 
form a solid. That branch of chemistry that 
deals with the arrangement of atoms (and radicals) in space is 
called stereochemistry, stereo being the Greek word for solid. 

In the case of a radical, whether simple or compound, one (or 
more) of the bonds will be left dangling; that is, it will not have 
an atom or radical at both ends of the line. Thus, the radical 
called hydroxyl, IIO, has the structural formula H—O—. Here 
one bond of the oxygon atom (which is bivalent, a dyad) is 
attached to a hydrogen atom, while the other is free, thus leaving 
the hydroxyl radical in position to unite with a monad atom or 
radical; the hydroxyl is therefore univalent. 

180, Structmal Formulas.—It is difficult to represent solids 
on a plane surface in a satisfactory manner; consequently, the 

H 

I 

molecule CH 4 is usually expressed by H—C—H. Here each of 

I 

H 

the lines joining C to an H is a bond, there being four in this case, 
since carbon has 4 bonds. An expression of this kind is called a 
structural formula. 

In any structural formula, the number of lines leading from 
any atom or radical indicates the valence of that atom or radi¬ 
cal; thus, in the above structural formula, one line leads from 
each H, showing that H is univalent, and since 4 lines lead 
from C, C is tetravalent (quadrivalent). The structural formula 
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for hydrochloric acid is H—Cl, which shows that both H and Cl 
are univalent; the structural formula for water ma}'' be written 
H 

H—O—H or 

H 


either formula showing that II is univalent; 


0 is divalent, there being one line leading from each II and 2 
lines from 0 . 

The structural formula for sulphuric acid, th(^ empirical formula 
for which is H 2 SO 4 , may be written 


H2 -- SO4 


or 


O. .0-H 


{r \)—H 


The first form shows the relations between the two radic^als, 
while the second form shows the relations hetwc'cn th(^ atoms. 
The properties of the acid indicate that, the hydrogen is h'ss 
firmly held than the other elements, because tlu^ hydrog(*n is 
given off free when the acid attacks nu'tals. The first of t he abov(? 
structural formulas indicates two univalent hydrogc'ii atoms and 
a bivalent sulphate radical; the second shows sulphur to bo s(*xi- 
valent, oxygen bivahuit, and hydrogen unival(‘nt. 

The structural formula for carbonic acid, H 2 (H) 3 (which may 
H-(T 

be written 00 (011)2) is ~ ■ 0, which shows that 


H—O' 


having 4 lines leading from it, is tetravalent, O is divahmt, and 
H is univalent. Note that each of th(* three O’s has two lines 
leading from it, each lino indicating a bond. 

Note that in constitutional formulas, th(» various radicals are 
separated by dots (in some cas(\s by parcnthcs(*s), whil(‘ in stnn.- 
tural formulas they are separafcMl by lines. Enough concerning 
these two classes of formulas has now been givcm to enable th(‘ 
reader to understand everything that follows. 


HOMOLOGOUS SERIES OF HYDROCARBONS 
181. Hydrocarbons.— As was previously stated, organic chemis¬ 
try deals with the carbon compounds, an enormous number of 
which are known, and the number theoretically passible .« almost 
infinite. There is an exceedingly large number of compounds 
containing only carbon and hydrogen, for which rciwon, they are 
called hydrocarbons, the simplest molecule of which is GII 4 , the 
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structural formula for which was given in Art. 180. The hydro¬ 
gen atoms of this molecule may be replaced, either single atoms 
or two or more, by other atoms of different elements or by radi¬ 
cals, thus yielding new compounds; also, like molecules may 
combine among themselves to form new compounds, one of 
the H^s being replaced with the radical CH3, as shown herewith: 


H 

1 

H H 

1 1 

H 

1 

H 

1 

H 

1 

1 

H—G—H 

1 

1 1 

H—C—C—H 

1 1 

1 

H—C- 
1 

1 

-(^-~ 

1 

1 

-C—H, etc. 
1 

1 

H 

1 1 

H H 

1 

H 

1 

H 

1 

H 

CH^ 

C*H, 


CsH 

8 


Here the H on the right end has been replaced in each case by 
H 

I 

the combination —C—H. Note that each carbon atom has all 

I 

H 

four of its bonds engaged, for which reason the molecule is said 
to be saturated. Note also the chain-like arrangement and the 
fact that it may apparently be extended indefinitely. It is 
because of this feature that these compounds are called open- 
chain compounds. All compounds that may be represented 
by an open chain, whether their molecules are saturated or not, 
are called aliphatic compounds, the word aliphatic having refer¬ 
ence to the open-chain arrangement. There is another class of 
hydrocarbons whose compounds may be represented by a closed 
chain; these are called dosed-chairif or aromatic^ compounds. 
For the present, only the aliphatic compounds will be considered. 

182. It will be observed that when the three compounds CH 4 , 
CsHe, and CsHg are written in consecutive order as here printed, 
the difference between two consecutive compounds, subtracting 
atoms from atoms, is CHa, and if the chain were extended, this 
common difference would always be obtained; thus the next link 
in the chain would make the empirical formula C 4 H 10 , and the 
next CsHia, etc., as may be seen by adding to the above chains 
and counting the atoms. The compounds thus form a regular 
series, each term of which differs from the preceding by a constant 
quantity, in this case by CHa. Any series in which the terms are 
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related to one another in this manner is called a homologous 
series. 

The second term of the above series, C^He, may be expressed 
by the constitutional formula ClIa CHa, the third term by (Tls 
CH2 CH3, the fourth term by CII3 CH2 CH2 CH3, etc., all the 
terms except the end terms being CH 2 . 

183. If the number of atoms of carbon in any term of the above 
homologous scries be denoted by a, the number of atoms of hydro¬ 
gen in the same term will be 2 a + 2 ; for instance, in th(' third 
term, CaHs, n = 3 and H = 2 X 3 + 2 = 8 ; in the fifth "-rm, 

C 6 H 12 , n = 5 and 2 X 5 + 2 == 12; in the first t(‘rm, CH4, a = 1 

and 2 X 1 + 2 = 4; etc. Hence, an}^ term in this seri(*s may 
be expressed by Cn + n 2 n+ 2 . Then^ are many such series of 
hydrocarbons, but only two will Ixi considcuc'd h(*re. Some of 
the other scries are: CnHon, the term containing t Ik* lowest known 
value of n being C 2 H 4 ; C'nlLjrt-a, the term containing the lowest 
known value of n being O 2 H 2 ; CnH >n-i, the tei*m containing the 
lowest known value of n b(‘ing (hJTi;,* Uk^ term contain¬ 
ing the lowest known value of n l)oing (‘tc. In all th(*se 

series, the diffcrcmcc betwe<*n any two consecutive i(*rms is 0112 . 


THE METHANE, OR PARAFFIN, SERIES 

184* Methane, —The comi)ound dcnottHl by the mohn^ular 
formula CH 4 is a gas, the chemical nana? of which is methane; 
it also has several other names, as marsh fire dam/pj and 
light carburetted hydrogen. It is call(*d marsh gas b(‘cause it is 
found at the bottom of stagnant pools, bogs, marsh(*s, (?tc., due 
to the slow decay of veg(*table matter; it is also found in con¬ 
siderable quantities in coal min(*s, wlaac* it forms a dangiTously 
explosive mixture with the oxyg(*n of the* air, which is leadily 
ignited by a flame of any kiml, thus causing tla* loss of many 
lives. For this reason it is called fire damp, the word damp in 
this case meaning gas; it is the most dreadeni of th^* dangers that 
the miner has to face. It is calh*d light carburetted hydrogen, 
because it is the lightest of all the hydrocarbons, being only 8 
times aa heavy as hydrogen. Thus, the molecular weight of 
CH 4 is 12 + 4 = 16; the weight of a molecule of hydrogen, which 
contains two atoms, is 2 ; and 16 2 = 8 . C 2 H 4 is also a gas;^ 

it is sometimes called heavy carburetted hydrogen, because it is 
9 
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much heavier than CH 4 , a molecule being 14 times as heavy as 
a molecule of hydrogen. 

186. It was stated in Art. 181 that the methane molecule was 
saturated; all the four bonds of the carbon atom being engaged. 
Assuming the atoms to be arranged as in Fig. 10 , it is to be 
expected that rnc^thane would be a very stable compound, and 
such is the case; it can be mad(i to enter into combinations only 
with difficulty. All the compounds in the series CnH 2 „-f -2 are 
saturated, as will be evident after consulting the structural 
formulas of Art. 181, and they arc also very stable. For this 
reason, this s(>ries is called the paraffin series, and the different 
compounds includc^d in it are calh'd the paraffins. The word 
paraffin comes from two Latin words that mean little affinity, 
implying thereby that these compounds do not have much 
affinity for other compounds. 

The names of the first few compounds of the paraffin series and 
their empirical formulas are shown in the subjoined table. The 
name of every compound in this series ends 
Methane... CH 4 in ane, Arnane is also called yeiitane^ and 

Ethane. CAifi this and all subsequent compounds of the 

Propane.... CalL series are formed by adding ane to the 

Butane. C^ 4 Hio (Ireek form of the word denoting the num- 

Amane. C 5 H 12 ber of atoms of (;arbon, as pentane, hexane 

Hexane.. .. Cell 11 heptane, octane, etc. The mineral lubricat¬ 
ing oils are chiefly hydrocarbons of the 
paraffin series, which is also frequently called the methane series. 

186. In connection with the foregoing compounds of the paraf¬ 
fin series, the first three, methane, c'thane, and propane, are 
gases at ordinary temperatures; b(\ginning with butane and 
extending to Cir,H 32 , they are liquids; from C 16 H 34 to C 60 H 122 , 
the highest compound known of this series, the compounds are 
solids. In general, the lower in the series the compound is 
(the smaller the number of atoms in, and the h'ss the molecular 
weight of, the molecule) the lower the boiling point; also, the 
higher the boiling point, the thicker and more viscous is the 
liquid. The first solids arc waxes, which gradually become 
denser and harder as the molecular weight increases. They are 
called paraf&n, waxes, and are graded according to melting point. 
Commercial waxes contain several members of the paraffin series. 
^Their principal use in the paper industry is for waxing and 
sizing paper to render it water resistant. 
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187* R&dic&ls* It Wcis prf^viously stcitod thut thp liydroj^on 
atoms of methane and other paraffins may h(‘ replaced by other 
elements or radicals, though witii difficulty; this is particularly 
true of the halogens, chlorine, bromine, and iodine. Indeed 
the halogens are usually the best means of breaking into tlu^ 
paraffin molecule. For example, all the following compounds, 
which may be considered as formed by replacing the hydrogen 
of methane by halogens, are known: 


CH, 

CH 3 CI 

cri.Gi. 

CIKJla 

CCl, 

CH 4 

CHaBr 

GHjBr. 

(^HBi-s 

CBr. 

CH, 

CH 3 I 

CHJ3 

GUIs 

CI 4 


To show that these results are possible', the'oretically at least, the 
molecular formula for methane' might be writte'ii (TlsH, in which 
e^ase, the raelical (-Ha is ('ailed methyl. Se)me' e)f the* important 
radicals are given here; others will be me'ntione'd late'r. Ne'ai-ly 
all organic acids will be found to (‘ontain the' characte'ristic 
radie^al COOH, the structural formula of which may be expre'ssc'd 
as 0 

II which shows that the'ie* is one* free* <‘arbon bond 

— CJ—O—H, 

for uniting with another radical. 

Methyl C'Hs —(diaracte'iistic of paraffins 

Hydroxyl OH - (ffiaracteristic of jilcohols 

Carboxyl COOH -Charaede'ristic of aciels 

Amidogen NHo ~ (ffiaracte'ristic of amines 

Nitroxyl NO 2 - Charaederistic of explosives 
The amines are organic base's, whiedi are derivc'd from ammonia, 
NH 3 , by replacing an H with a radical, such as ('Ha. Thus, 
mcthylamine may be writtc'ii NH 2 (Tr 3 (omitting the dot), in 
which case, the structural formula would be^ built up from the 
ammonia radical NH 3 by substituting tla^ medhyl radical (which 
is, of course, univalent) fe)r one atom ot hyilrogem. It is likewise 
possibles to make two and even thre^e such substitutions, and thus 
obtain NH(CH 3)2 and N(CH 3 ) 3 , as indieaited by t,h(3 following 
structural formulas: 


H 

1 

CHa 

1 

CH 3 

1 I 

1 

N—H 

1 

N—H 

1 

N—c:H 3 x--c;iia 

1 1 

1 

H 

1 

H 

H C’lla 

Ammonia 

Methylaininc Dimethylaininc Triniethylarnirio 
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188. Radicals arc formed from the other paraffins in the same 
way that methyl is formed from methane, t.c., by taking out one 
atom of hydrogen; and their names arc formed by changing the 
ane in the name of the compound to yL For example, methyl, 
CHs, from methane, CH 4 ; ethyl, C 2 H 6 , from ethane, C 2 H 6 ; in a 
similar manner arc formed propyl, CaHr, butyl, C 4 H 9 , and amyl, 
Cellii. Ethane may therefore be written as C 2 H 6 H, propane as 
CsHtH, etc. If one H in NH 3 be replaced by ethyl, the com¬ 
pound is called ethylamine, though strictly speaking, it should 
be monoethylamine, mono meaning one, and the constitutional 
formula is NH 2 (C 2 H 6 ); if two H^s are replaced by ethyl radicals, 
the compound is called diethylamine, di meaning two, and the 
constitutional formula is NH(C 2 H 5 ) 2 ; if three H^s arc replaced by 
ethyl radicals, the compound is called triethylamine, tri meaning 
three, and the constitutional formula is N(C 2 Hb) 3 . The nomen¬ 
clature of other compounds formed by substituting paraffin 
radicals, called alkyl radicals, for the IPs in NH 3 and the con¬ 
stitutional formulas for the resulting compounds follow a similar 
rule. Evidently, the formula for an alkyl radical is CnH 2 n+i, 
there being one less H than in the paraffin molecule, whose for¬ 
mula is CnH 2 n 4 . 2 . 


189. Isomers.—Many compounds in organic chemistry have 
the same number and kinds of atoms and the same molecular 
weights, but, nevertheless, have very different properties; for 
instance, the empirical formula CoHeO represents two very 
different substances: ethyl alcohol (ordinary grain alcohol) and 
dimethyl oxide, commonly called methyl ether. The difference 
is explained by their structural formulas, which show a different 
arrangement of their molecules, and by their constitutional 
formulas; thus, 


CjHbOH 
H H 


(CH3)20 

H H 


H—C—C—OH 


H—C—O—C—H 


H H H H 

Ethyl alcohol Methyl ether 

The structural formula for methyl ether might have been written 


CH 


"V 


in a more condensed form as yO, showing at a glance that 



§3 ORGANIC CHEMISTRY 133 

two univalent methyl radicals are united to a bivalent oxygen 
atom. Compounds of this kind are called isomers or isomerides^ 
the word isomer being derived from two Greek words isos and 
meros, meaning equal and parts, respectively; hence, the word 
isomer means equal parts. Such compounds are said to bo 
isomeric, and when two or more substances with different proper¬ 
ties are found to have the same elements and the same number 
of atoms of each element, merely differing in the arrangement or 
space relations of the elements or radicals, they are said to be 
examples of isomerism ; they are isomeric. 

190. Pol3nners. —There are many compounds in organic 
chemistry which have the same percentage composition but 
different molecular weights. A striking example is acetylene, 
C 2 H 2 , and benzene, CeHe. Here the empiri(‘al formula, CH, 
would answer for both, in so far as it shows the relative weights 
of the carbon and hydrogen. The two substance's, however, are 
widely different, as is well known, accdyhuie being a gas and 
benzene a liquid. Compounds of this kind are called pol3rmers. 
It may be noted that acetylene belongs to th(^ homologous series 
CnH 2 n- 2 , whilc bcuzone belongs to the homologous series C„H 2 n- 6 i 
both compounds being the lowest terms of thi'ir respeudive series. 
The word polymer comes from two Greek words, polys (many) 
and meros (parts), meaning many parts^ as (listinguishcid from 
isomer, which means equal parts. An isomer has the same per¬ 
centage composition and an equal numbcir of atoms in the mole¬ 
cule, while a polymer has the same percentages composition but a 
different number of atoms in the mohn'iih^; cons('(iu(*ntly, the 
molecular weights of isomers arc equal, but the rnohunilar weights 
of polymers are not equal. Typical polymers, bimiliar to the 
papermaker, are starch, (C6HioO&)„, and c(‘Ilulose, (C'flHio06)x; 
they have the same percentage composition but different molec¬ 
ular weights. 


ALCOHOLS, ACIDS, AND ALDEHYDES 

191. Alcohols. —If one or more hydrogen atoms 01 a member 
of the paraffin series be replaced with th(‘ same number of hy¬ 
droxyl radicals, the n'sulting compound is called an alcohol; it 
is really a hydrate of the paraffin radical, hor example, if one 
atom of hydrogen in methane be replaced with hydroxyl, the 
constitutional formula for the compound so obtained is CH 3 OH, 
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which is properly called methyl hydrate or methyl hydroxide^ the 
common names for which are methyl alcohol and wood alcohol, 
now legally termed methyl hydrate” in Canada and methanol” 
in the United States. The words hydrate and hydroxide have 
practically the same meaning, but many writers prefer to restrict 
the use of hydroxide to apply only to alkalis, as KOH, NaOH, 
NH4OH, etc., using tlie word hydrate when the hydroxyl radical 
occurs in compounds that are not classified as alkalis. 

In the same manner are formed the formulas for ethyl alcohol 
(variously known as grain alcohol, proof spirits, etc.), amyl 
alcohol (i.he chief constitiumt of fusel oil), etc. Thus, from 
ethane, C 2 H 6 , is derived (y 2 ll 5 ()H (ethyl alcohol); from amane, 
(y 6 Hi 2 , is d(jrivod ('sHnOII (amyl alcohol); etc. These might be 
called ethyl hydrate, amyl hydrate, etc. Any alcohol formed in 
this manner, by substituting one hydroxyl for one hydrogen atom, 
is called a rnonatmriic alcohol, mon nu'aning one. It is at once 
evident that the monatomic alcohols of the i)araffin group have 
the general formula CnH 2 «-fiOH. The strmdural formulas for 
the throe alcohols mentioned are shown herewith. It will be 

H H H H H H H H 




H—C—OH H—C—OH H~( C—OH 

I II I I I I I 

H 11 H H H H IT H 

Mcjthyl alcohol Kthyl alcohol Amyl alcohol 

perceived that the ah^ohols of this group also form a homologous 
series. 

192. Methyl Alcohol .—Methyl alcohol has a specific gravity 
of .812, its boiling point is and its constitutional formula is 

CH 3 OH; it is obtained as one of the products of the destructive 
distillation of wood, which is the reason for calling it ‘‘wood” 
alcohol. It will bo recalled that it was previously stated that 
methane was found in swamps, bogs, etc., and resulted from 
the decay of vegetable matter. Large quantities of wood were 
formerly burned in kilns for the charcoal; all the other products 
that were formed were wasted, except small amounts of tarry 
matter that oozed out of the kiln, and a liquid known as pi/ro- 
ligneous add, a crude form of acetic acid, which was obtained in 
the same way. While some of the wood was burned in the proc¬ 
ess, the greater part was distilled, i.e., the gases and liquids were 
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driven off and the charcoal (solid part) was left behind. The 
industry of wood distillation is now carried on scientifically, 
and products such as methyl alcohol, acetic acid, acetate of lime, 
acetone, disinfectants, shingle stains, tar, and charcoal are re¬ 
covered in large quantities. The best results are obtained from 
the hard woods, as birch, maiile, etc. 

193. Methyl alcohol is a good solv(*nt for gums, such as rosin, 
shellac, and others used in varnislu's. It is one of the agents 
employed for denaturing et liyl alcohol, /.c., making it unfit for 
drinking. Another name for d(*nat lin'd alcohol is nieihyUited 
spirits; it contains from 5 to 10 per ci'ut of nu'thyl alcohol, 
and should not therefore bo calk'd wood alcohol, as is someiimes 
done through careh^ssness or ignorance. Methyl alcohol is a 
very deadly poison, and should on no a(‘(*ount bo list'd in ftxxls 
or beverages, in surgical or first-aid work, or for ('xtt'rnal ai)plica- 
tions; even the fumes from it are very deleterious, and thi'y have 
been known to cause blindness. 

194. Ethyl Alcohol.—Ethyl alcohol has a spocifu^ gravity of 
.806, its boiling point is 78%k, and its constitutional formula is 
C2H5OH. It is freqiK'titly calk'd grain alcohol, to distinguish 
it from wood alcohol, Ix'caiiso it is pr<Klu(‘ed wht'n wh<*at, rye, 
corn, barley, or rice ferment, which is one of t h(' stagt's in tlu'ir 
decay. It is to bo noted that only ct'rtain parts of the cc^real 
ferment, those containing sugar and starchc'S. 1 ho boiling point 
of methyl alcohol is 60°C., while that of ethyl alcohol is 78 (>.; 
it is this fact that mak(*s w<xk1 ak^diol a gooil di'naturing agi'iit, 
because the boiling points of the two are so closer tog(*ther that 
these alcohols cannot bo soparat(*<l by frai^tional distillation. 
When the wordalcohol'' is used without qualification, it is under¬ 
stood that ethyl alcohol is rofornid to. Under prop('r conditions, 
alcohol makes an excellent fuel for internal (lombustion engin('s;it 
is a very useful solvent for many gums, varnishes, and lesins for 
use in the arts, and it is a very satisfactory pn'si'i vativc for 01 - 
ganic tissue. 

196. What is called proof spirit is alcohol with only so much 
water mixed with it that gimiwwdcr moistened with it will just 
fail of ignition when a flame is applied to it; the addition of a 
very little more alcohol will enable the mixture to ignite the pow¬ 
der on application of a lighted match. The “strength” of proof 
spirit is about 50 per cent alcohol, or 100 proof, the strength of 
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chemically pure, absolute alcohol being 100 per cent alcohol, 
or 200 proof. A mixture containing 90 per cent alcohol and 10 
per cent water is 180 proof. If the percentage of alcohol is 
known, the proof is found by doubling the per cent; if the proof is 
known, the per cent of alcohol maybe found by dividing the proof 
by 2; the results thus obtained will be approximately correct. 

Alcohol behaves very curiously with water, with which it 
mixes in all proportions. If, say, 50 c.c. of each are mixed, the 
volume of the mixture will not be 100 c.c., but only 98 c.c., as 
was mentioned in Physics. Consequently, there is a difference in 
the value of percentage by weight and percentage by volume, and 
it is customary to state which is meant when reporting an analysis. 

196. Alcohol is prepared by distilling it from its fermenting 
source. The strongest alcohol used in commerce is known as 
S. V. R. {spiritus vini rectificdtus), so called because the alcohol, 
thought by its early discoverers to be the soul or spirit of wine, 
was strengthened or rectifiedby distillation and redistillation. 
When fruit juice ferments, it becomes a wine; when wine is dis¬ 
tilled, brandy is produced; and when brandy is distilled (with 
the addition of lime), alcohol, otherwise called rectified spirits 
or high wine, is produced. A largo proportion of all the alcohol 
now made is produced from wheat, bark^y, corn, and rye; also 
from molasses obtained in the manufacture of sugar. In fruits, 
it is their sugar that is fermented; but in cereals, their starch is 
first changed into sugar and then fermented. 

It will bo shown later that woody materials are closely related 
to starch; because of this, it has been found possible to treat the 
waste liquor from sulphite pulp mills in such a way as to produce 
alcohol. Note that the alcohol produced by fermenting the 
sugars obtained from wood waste or sulphite waste liquors is 
ethyl alcohol, while that produced from wood merely by distilla¬ 
tion on heating the wood is wood alcohol—methyl alcohol. 

197. Amyl Alcohol.—Amyl alcohol exhibits strongly the prop¬ 
erty of isomerism, there being eight different substances having 
the empirical formula C^HiaO. What is ordinarily known as 
amyl alcohol is usually expressed by the formula CsHnOH, and 
is the chief constituent of fusel oil. Amyl alcohol is largely used 
in artificial flavoring extracts, also as a vehicle for metallic 
paints, when combined with acetic acid as amyl acetate; painters 
call amyl acetate banana oil because of its odor. 
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198. Glycerine. —The alcohols so far mentioned have all been 
monatomic (also called monohydric), one hydroxyl replacing one 
hydrogen atom. There are other alcohols, however, in which 
two, three, etc., hydroxyls replace a corresponding number of 
hydrogen atoms. One of these, derived from propane, hiuj the 
structural formula 


H H H 

I I 1 

H—C—C—C—H 

I I I 

H H H 

Propane 


OH on OH 

I I ! 

H—C—C—C—H 

I I i 

H H H 

Glyc(*rino 


and is usually expressed by the constitutional formula CsHsCOH) 3 . 
This compound is commonly called glycerine, and ilw radi(‘al 
CsHb is called glyceryl. The glyceryl radical is trivalent, since 
the three carbon atoms have 3X4 = 12 bonds and 5 of th(*in are 
joined direct to hydrogen atoms and 4 more hold the carbons 
together; hence, the structural formula for glycerine may be writ - 
.OH 

ten CaH^-OH. As shown by its constitutional formula, glycer- 

^OH 

ine is an alcohol; and, as may be inf(»rred, om', two, or all 
three of the hydroxyls may be replaced with otluT radicals, in 
which case, the resulting compounds may be (;all(*d glycerides. 

When the hydroxyl radicals of glycerine are n'jdacfMl with NO.i 
radicals, trinitroglycerine, which is commonly called nitroglycerine, 
C 8 H 5 (N 03 ) 3 , is formed. It is a yellow, oily liijuid and is one of 
the most powerful explosives known. Other (‘Xf)losiv(*s as dyna¬ 
mite, are formed by mixing nitroglycerine with oth(;r substances— 
sawdust, or other absorbents. 

199. Organic Bases.—It was previously stated that the hy¬ 
droxyl radical was a characteristic of organic basc^s; it acts in the 
same way as in the inorganic bases, the alkalis, for instances. 
Thus, sodium nitrate is made by treating sodium hydroxide with 
nitric acid, according to the reaction, NaOH + HNO 3 = NaNOs 
+ H 2 O, the products being sodium nitrate and water. In a 
similar manner, ethyl nitrate may be prepared by treating ethyl 
alcohol with nitric acid, in accordance with the reaction 

C2H6OH + HNOa = C2H5NO3 + H2O 
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the products being ethyl nitrate and water. Therefore, as 
before stated, the alcohols may be regarded as hydrates, ethyl 
alcohol being, properly speaking in chemical terms, ethyl hydrate. 
Organic salts, called esters (see Art. 227), are produced when alco¬ 
hols combine with acids that contain the radical COOH, called 
carboxyl. Amyl acetate, referred to above, which is formed 
when amyl alcohol combines with acetic acid, is an ester. 

200. The halogens, chlorine, bromine, and iodine, readily 
enter into the paraffin radical, under proper conditions. Chlorine 
will disjJace successive hydrogen atoms from methane, all four 
even, forming in the last case carbon tetrachloride, CCI4, as men¬ 
tioned in Art. 187, which is a volatile liquid that is very useful 
as a solvent and fire extinguisher. When three hydrogen atoms 
are replaced by chlorine, trichlormethane, or chloroform, CHCI3, 
is produced. If iodine is used instead of chlorine to replace the 
hydrogen, iodoform, CHI3, is produced. Both of these com¬ 
pounds are used in surgery: chloroform as an anesthetic (a name 
for substances that produce unconsciousness), and iodoform as 
an antiseptic (a name for substances that fight disease germs). 

201. The replacement of hydrogen with halogens in hydro¬ 
carbons is a very important reaction in synthetic chemistry, 
which deals with the building up of compounds from atoms and 
molecules. The study of these processes has made it p)ossible to 
handle the complex mixtures in the waste liquors of sulphite 
mills, sawdust, etc., so that alcohol may be produced; under 
proper conditions, cellulose may be made into sugar—the sugar 
cane does something like that. 

202. Aldehydes. —When an alcohol is oxidized by replacing 
2 atoms of hydrogen with 1 atom of oxygen, the resulting com¬ 
pound is called an aldehyde. The two hydrogen atoms thus 
withdrawn unite with an oxygen atom to form water. The 
reaction in the case of methyl alcohol is expressed by the equation 

CH 3 OH + 0 = CHaO + H 2 O 

The compound CH 2 O (which may also be written H*COH or 
H CHO) is called formic aldehyde, commonly known as for¬ 
maldehyde. The word aldehyde is made up from the words 
alcohol dehydrogenatim (which mean to dehydrogenize alcohol) 
by using the first two letters of the first word and the fii:st five 
letters of the second word; thus, al + dehyd = aldehyd or 
aldehyde. Formaldehyde is also known as formalin, and may 
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be produced by burning alcohol without a sufficient supply of 
air. It is a very powerful disinfectant, being much used to 
disinfect houses that have contained cases of infectious or con¬ 
tagious diseases. It does not bleach like sulphur dioxide, SO 2 , 
or injure fabrics or colors, and its vapor penetrates every crevice. 
When inhaled, it is not, for a moment, noticeably disagreeable, 
but it very soon attacks the membrane of the throat, causing a 
dry soreness. The odor is similar to that noticed in the neighbor¬ 
hood of a cage of white mice. 

From ethyl alcohol C 2 H 6 OH is derived the aldehyde C 2 H 4 O or 
CH3 CHO, which is called acetaldehyde. Each term of the para¬ 
ffin series has its alcohol, and each alcohol has its aldehyde. The 
general formula for an aldehyde is CnH 2 nO, which differs from 
the general formula for a paraffin by having an oxygen atom in 
place of two hydrogen atoms; thus, C^iH 2 n+ 2 ~ 2 H + O = CnH 2 « 0 . 
The alcohols, therefore, form a homologous series, and the 
aldehydes also form a similar series. The radical COH orCHO 
is characteristic of all aldehydes. 

203. The Fatty Acids.—If an aldehyde be oxidized by the 
addition of one atom of oxygon, the result is an a(ud that l>ears 
practically the same name as the aldehyd<' from whic^h it was 
formed. Thus, from formic aldehyde is obtained formic acidy 
as indicated by the reaction 

CH2O + O = CH2O2 = H(X)OII 
Likewise, from acetaldehyde is obtaiiKnl acvtic acidy as indicated 
by the reaction 

C2H4O + O = C2H4O2 = CIl3(X)OH 

The acids, therefore, form another homologous series. Now 
considering the four series derivc^l frou) rnetharuj ( 1 ) the paraf¬ 
fins, (2) the alcohols, (3) the aldehydes, (4) the acids—it will 
be observed that each term differs from the next smareedmg term 
by CH 2 . For instance, the lowest acid is formic, (:H 202 , the 
next higher acid is acetic, C2H4O2, and Cy 2 H 4 fL “■ ^ H2O2 ~ 

The relations of the four series are Ix^autifully shown by the 
structural formulas for the first two terms (see next page). 

It will be noted that the alcohols and acids contain the hydroxyl 
radical, but the aldehydes do not. 

204. If an electric drying oven is available, one that has the 
wire of the heating coils exposed, such as is used for drying pulp 
aamples, an aldehyde can be made by putting a 

a flat (shallow) dish and placing it in the oven; the aldehyde is 



140 


ELEMENTS OF CHEMISTRY 


§3 


H 

H 

0 

0 

1 

1 

II 

II 

H—C—H 

1 

H—C>—OH 

1 

H—CV-H 

H—C—OH 

1 

H 

1 

H 



Methane 
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formed by passing alcohol over heated metals. Wood alcohol 
so treated will give formic aldehyde (otherwise called formalde¬ 
hyde and formalin). Formaldehyde was stated to be a disin¬ 
fectant, but do not add it to glue or gelatine size; the mixture 
will certainly ^^kcep,^^ because it will be impossible to use the 
insoluble, curdy stuff that is produced by the action of the 
formaldehyde. 

The general formula for an aldehyde is R COH (frequently 
written R CHO), in which R represents one atom of hydrogen 
or one alkyl radical (sec Art. 188). Thus, formaldehyde is 
E CHO and acetaldehyde is CH 3 CHO. The CHO radical 
characterizes the aldehydes. The lower members of the homol¬ 
ogous series of aldehydes are gases; but, like the paraffins, the 
higher members are liquids and solids. When the word aldehyde 
is used without any qualification, acetaldehyde is always meant, 
just as alcohol so used always means ethyl alcohol. Some talking 
machine records, mouth pieces for pipes, billiard balls, etc., are 
made of a material called bakelitey produced by special treatment 
during reactions between formaldehyde and carbolic acid (also 
called phenol). 

206. The aldehydes exhibit the phenomenon of polymerization 
(see Art. 190). One of the polymers of formaldehyde is para- 
formaldehyde, CsHeOs, which may be written (H CHO) 8 ; it is a 
white powder, and can be compressed into tablets, for use as a 
preservative. 

206, Acetic acid, CHsCOOH, formed by oxidation of acetalde¬ 
hyde, is produced in wine, cider, or other fermented fruit juices 
by an organism called mycoderma aceti, and the product is vine- 
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gar. The organism is a sort of a plant, like yejust, and is f)opu- 
larly called mother of vinegar. 

The empirical formula for an acid of the series derived from 
the paraffins is CnH 2 n 02 , while the constitutional formula may 
be written Cn-iH 2 n-iCOOH; these acids are called fatty acids, 
because the animal and vegetable fats and oils are largely com¬ 
posed of these acids. The lower members of the series are 
liquids, but the higher ones, beginning with C4)pric acid, C 10 H 20 O 2 
= C9H19COOH, are solids at ordinary temp(n*atures. The 
liquids are soluble in water, but after propioni(r acid, the solu¬ 
bility decreases rapidly; the solids are insoluble in water, i)ut 
are soluble in alcohol and in ethi*r. Tlic names of some of these 
acids are given in the following table: 


Formic acid, 
Acetic acid. 
Propionic acid. 
Butyric acid, 
Valeric acid. 
Palmitic acid, 
Stearic acid. 


CH 2 O 2 , or 
C 2 H 4 O 2 , or 
C 3 H 6 O 2 , or 
C 4 H 8 O 2 , or 
CsHioOi, or 
C 16 H 32 O 2 , or 
C 18 H 36 O 2 , or 


HCOOII. 

CHat^OOH. 

02115^ ) 0 H • 

CzlhCOOU. 

C 4 H 9 (X)()H. 

OioibuC^ooir 

(h7H35(X)()ir 


Boils at m°(\ 
Boils at 118°(h 
Boils at IKPC. 
Boils at 1()3®C. 
lioils at 18r)°C. 
Melts at 
Melts at 09°C. 


Palmitic acid is obtained from cocoa butter, from animal fats, 
and from palm oil; stearic acid is obtaiiK'd from tallow. There 
does not appear to be much in common b(4.W(‘(‘n vinegar and 
tallow, yet acetic acid (the acid of viiK^gar) and s<(^arif: acid 
(the acid of tallow) both have the sam(‘ g(‘n(‘ral formula, 
Cn~iH 2 n-iC 00 H, n being the number of the t(‘rm iii tluj 
series; it also represents the total number of carbon atoms in 
the acid, that is, it equals Cn-i + C = the C being taken 
from the COOH. 

Another acid, which is quite closely related to the last two acids 
mentioned above, but which b(*longs to a diff(U(‘nt s(*ries, is 
oleic acid, which has the formula (^8113402 == (hyllsaGOOH; it 
is found in olive oil and in many animal and v(‘g(dabl(* oils. 


ETHERS AND KETONES 

207, Ethers.—Ethers are derived from ahiohols by substitut¬ 
ing a compound radical for the hydrogen in the hydr^ixyl radical 
of the alcohol. For example, methyl alcohol is ClhOll; sub¬ 
stituting CH3 for H in OH, the result is (JHjOCHj, which is 
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called methyl ether; also, making a similar substitution in ethyl 
alcohol, the result is C2H6OC2H5, which is called ethyl ether. 
Representing the compound radical by R, the general formula 
for an ether when both radicals are alike is ROR or R2O, which 
corresponds to the formula for water, H2O = HOH, when H is 
written in place of R. The two ethers mentioned might be 
written as (CH8)20 and (C2H6)20, to correspond with the R2O 
form. Similarly, the formula for amyl ether is (CsHiOaO, 
derived from amyl alcohol, C5H11OH. 

The structural formulas for these ethers are interesting. The 
complete structural formula for methyl ether was given in Art. 
189, and a condensed formula was also given. The complete 
structural formula for ethyl ether and the condensed formula are 
given herewith; they show how the single oxygen atom holds the 
H H H H 

I I I 

H—c—c:—O—0—G—IT = 

I I I 

H H H H 

Ethyl ether 

two alkyl radicals. Since water may be termed hydrogen oxide, 
the ethers may be termed oxides also, and the three so far men¬ 
tioned may be called methyl oxide, ethyl oxide, and amyl oxide. 
The constitutional formula for ethyl ether may be written either 
C2H6- O C2H® or, in a more extended form,CH3 CH2 0 CH2 CH3; 
and the constitutional formula for amyl ether may be written 
CsHii* O CsHu or it may also be written in a somewhat more 
extended form as CHs (CH2)4 O (CH2)4 CH3. 

208. Ethyl ether may be prepared by cautiously mixing alcohol 
with strong sulphuric acid, forming the compound known as 
ethylsulphuric acid, according to the equation 

H2SO4 + C2H5 OH = HC2H6SO4 + H2O 
Heating with an additional amount of alcohol, the ethylsulphuric 
acid, HC2H6SO4, undergoes a further change, and the reaction 
produces ethyl ether and sulphuric acid, in accordance with the 
equation 

HC2H6SO4 + C2H5OH = (C2H5)20 + H2SO4 
From the fact that sulphuric acid is generally used in the 
preparation of ethyl ether (other acids may be used), it is fre¬ 
quently called sulphuric ether. When the word ether is used 
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without any qualification, ethyl (sulphuric) ether is always 
meant, in the same way that alcohol always means ethyl alcohol. 

209. Ether is very volatile and inflammable; its boiling point 
is 35®C., and its specific gravity is .736 at 0® C. At teinperatun*!'. 
below 35®C., ether is a colorless liquid of peculiar odor; it is a 
good solvent for oils and fats, and is used to extract these from 
mixtures, as in the case of rosin size. While free rosin is soluble 
in ether, rosin soap is not, but is soluble in water. So the white 
size, containing free rosin in suspension, may be shaken up wUh 
ether in a special container; the ether does not mix with the 
water, and it dissolves the rosin. After shaking, the size and 
ether are left for a short time, and the ether rises to the top 
(being lighter than water), carrying the dissolved rosin ^vith 
it. By using a separatory funnel, the water can be J*un off from 
below the ether-rosin mixture, which is poured into a dish. Thv 
ether evaporates and leaves the rosin behind, which (‘an tlu'n lx* 
weighed. This principle is very widely appli('d in analysis. 

The use of ether in surgery as an anesthetic is w(41 known. 

210. Compound Ethers. —The ethers so far described may be 
represented by the general formula ROR or R 2 O. IIm^ two 
radicals need not be alike, in which c^ase, t he general formula 
may be represented by ROR'; thus, if one (»f the radicals is 
methyl and the other ethyl, the corresponding (4her is called 
methylethyl ether y and its formula is CH;iOC2H5, which may also 

CH. 

be written ^O. Ethers of this kind are known as com- 

poimd ethers. Another corniiound (‘th<>r is ethyUnnyl ethery 
C2H6 V 

C2H6OC6H11 or yO. As may be supposed, lh(*n^ are a 

C5H1/ 


large number of compound ethers. 

211. Ketones and Acetone.— The salt formed by the reaction 
of acetic acid with a base is called an acetate, vyhenever an 
acetate is subjected to dry distillation, a volatile bqu>« called 
acetone is formed. The empirical formula for acetone is t ,0, 

(Tlav 

and the condensed structural formula is The latter 

CH3 

formula shows that the difference between acetone and methyl 
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ether lies in the substitution of the bivalent radical CO for the 
oxygen atom. There are a whole series of these compounds, cor¬ 
responding to the ethers, and the general formula is R CO-R or 
R CO R'; they are called ketones^ and acetone is the first of 
the series. Acetone is also called dimethyl hetoney di signifying 
that there are two methyl radicals. Like the ethers, the radi¬ 
cals may be different, giving compound ketones, as ethylmethyl 


C2H5. 

ketoney C 2 H 5 COCH 8 = )>CO. 

CH,^ 

In connection with the distillation of wood, Art. 192, acetate 
of lime was mentioned; this compound has the formula 
(CH 3 COO) 2 Ca, the calcium replacing the hydrogen of the 
acid. When acetate of lime (calcium acetate) is heated, it 
breaks up and forms acetone and carbonate of lime (calcium 
carbonate) in accordance with the equation, 

(CH3COO)2Ca = (CH3)2C0 + CaC03 
Acetone is a good solvent, and very large quantities are used in 
making cordite, which is a mixture of nitroglycerine, guncotton 
(also called nitrocellulose) y and vaseline, and which is a very 
powerful explosive. The acetone used to dissolve and blend 
these ingredients of cordite is afterward evaporated and re¬ 
covered. It may be mentioned that celluloid is readily dissolved 
by acetone. 


QUESTIONS 

(1) What do you understand by stereochemistry? 

(2) What alcohol is obtained by (a) fermenting waste liquor from a sul¬ 
phite mill? (b) By distilling wood? 

(3) What is the general formula of the monatomic alcohols of the aliphatic 
group? 

(4) What element is always present in an organic base? 

(6) What is chloroform? 

(6) Define (a) a compound ether; (b) an aldehyde. 


MINERAL OILS 

212. Crude Petroleum. —^The so-called mineral oils are 
chiefly hydrocarbons of the paraffin series, and have the general 
formula CnH 2 n+s- What are called the asphaltic oils belong in 
some measure to another group. The mixture of mineral oils 
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known as crude petroleum is obtained from wells, but was first 
found as springs in various countries. Crude petroleum is a 
thick, dark-greenish fluid that is a mixture of compounds that 
belong chiefly to the paraffin series. Some of these comi)ounds 
are very volatile liquids of low boiling points; others have higher 
boiling points, and some are solids. The most practical way of 
separating the different compounds is by employing the proc’oss 
of fractional distillation, which is based on differences in their 
boiling points. 

213. Fractional Distillation.—Fractional distillation is accom¬ 
plished by boiling the mixture (the boiling point of whicdi rises 
as the more volatile portions arc driven off), passing the vapors 
through a condensing apparatus (called a worm), and changing 
the receiver for the condensed liquid (called ‘‘cutting the dis¬ 
tillation^’) according to the boiling point or specific gravity 
desired in the distillate (condensed vapor). Pr^nnsylvania 
crude petroleum is thus divided into naphtha, burning oils, giis 
and fuel oils, lubricating oils, wax, and coke (or pitch), the crude, 
or natural, oil being heated in a direct-fired still. It is (»asier to 
control the process by taking the specific gravity than })y taking 
the temperature; consequently, the Bailing" hydromet('r is us(*d 
as a guide to the separation of the “fractions” of the distillate. 
The specific gravity corresponds, however, to a dcifinite boiling 
point, so that, theoretically, either method of testing might be 
used. 

The first set of fractions, obtained as above, is furtla'r sepa¬ 
rated, either by means of a special type of condcnscT (fraijtional 
condensation) or by redistillation, and as many as twiMity prod¬ 
ucts are recovered. Even these arc subjec't to fur'hcr sc*i)ara- 
tion, but the range of temperature is, of course, mon^ limited. 
Thus, from one fractionation of crude oil might be obtained: 

1. Petrolic ether. 

2. Gasoline. 

3. Kerosene. 

4. Spindle oils. 

5. Light engine oils. 

6. Heavy engine oils. 

7. Cylinder oils. 

8. Petrolatum (vaseline). 

9. Paraffin wax. 

10. Pitch or coke. 


10 
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It will readily be seen that the foregoing classification is 
arbitrary, the compounds referred to being commercial and not 
of the same nature as a chemical compound. For instance, there 
are many grades of gasoline, which would not be the case if 
gasoline were a definite chemical compound; and as the demand 
increases out of proportion to the supply, the boiling point of the 
mixture sold under that name is continually being raised, in 
order to include fractions that formerly went into burning oils. 
Proper blending gives a fuel of great power, but one that has a 
greater tendency to deposit carbon after ignition. It has recently 
been found, however, that the vapors of the higher boiling- 
point compounds can be cracked into compounds having 
lower boiling points by causing the vapors to impinge on highly 
heated surfaces before condensation, which increases the yield. 

Sometimes, the process of condensation is used as a means of 
separation. The liquids are rapidly vaporized, and the various 
components are separated in successively cooler parts of the 
system. This process is known as fractional condensation. 

FATS AND OILS 

214. Animal and Vegetable Fats.—All the mineral oils are 
hydrocarbons; but there is another large class of oils and fats, 
composed of hydrogen, carbon, and oxygen, which is obtained 
from animals and plants, and which are commonly designated 
as fats. The fats are glycerides of the fatty acids, the acid 
replacing the hydroxyl. It will be remembered that the formula 
for glycerine is C8H6(OH)8 (Art. 198). The formula shows that 
the glyceryl radical is trivalent, as is also evident from the con¬ 
densed structural formula for glycerine. By taking out a 
hydrogen atom from each of three molecules of a fatty acid, 
thus leaving one bond free, they will unite with glyceryl to form 
a fat; thus, 

ieH 8 i 02 ✓C18H86O2 ✓C18H83O2 

i«H8i02 

I 6 H 81 O 2 X:i8H8502 ^Ci8 H,802 

Palmitin Stearine Olein 

These three fats are commonly called palmitin, stearin, and 
olein, and are the principal fats of animal and vegetable origin; 
there is another, called margarine, which was formerly supposed 
to be intermediate between stearine and palmitin and to have 


C,H.^ 
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the formula C 3 H 6 {Ci 7 H 3302 ) 3 , but this has been shown to be a 
mixture, margaric acid, C 17 H 84 O 2 , not being derived from animal 
fats in this form. 

215. Soaps.—soap is a salt of a fatty acid, usually steal ic, 
palmitic, or oleic acid, in which a metal, generally sodium or 
potassium, replaces the glycerine of the original fat, the reaGion 
being called saponification. Sodium produce's hard soaps and 
potassium produces soft soaps. The fat and alkali are cooked 
in a huge kettle until the saponification is (‘ompk'te, when the 
addition of common salt causes tlio soap to se'parato and rise, 
while the glycerine dissolves in the water pre'sent and is di-awn 
off at the bottom, to be recovered. The glycerine is evei more 
valuable than the soap; it is used in pharmaceuticals, explosives, 
and, with litharge, as a cement for lining sulphite digesters. 
Soap made from oleic acid is soft and slushy; henci^, it may be 
used in mixtures to regulate the hardiK'ss of s()ai)s. (See Art. 67.) 


PRINCIPLES OF LUBRICATION 

216. Pure Mineral Oils not Adapted to all Cases.—A glance 
at the list of fractions given in Art. 212 shows that most of the 
lubricating oils come from petn)l(*uim For high-sjxMHl, light 
machinery and in ring or immersion oiling, pc^trolcum oils may 
be used for lubrication without a<hnixfur(?. It has Ixmui finind, 
however, that these oils are lacking in a quality whi(di, for want 
of a better term, may be termed ‘‘oiliru'ss. Idn heavy s(»rvic<‘, 
where the pressure is great, and where Ihe “body’' of tluj oil is 
relied upon to prevent the “seizing” of one metal upon the other, 
it has been found best to mix a small amount of animal or vt^ge- 
table oil with the mineral oil; this is also mx-essaiy in some cjises 
where moisture is present, (is in tlu* lubrication of the* cylinders 
of steam engines. Tallow, and castor, rapii, iK‘a1sfoot, and 
other oils have been used in such cases to mix with mineral oils. 

Sometimes, animal and vegetable oils becoimj acid and lose 
some of their glycerine under the influence of heat (u* bactcjrial 
action. The presence of the free fatty acids thus produced has 
usually been considered detrimental in lubricating oils; but 
recent investigators have found that small amounts of free fatty 
acids added to the mineral oils reduce the friction as much as 
large amounts of the original neutral oils. 
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The fatty acids are known to combine slowly with metals, and 
it is probable that this property assists in lubrication. Liquids 
that do not wet a surface will not act as lubricants; for example, 
mercury, which has a tendency to gather into globules instead 
of spreading out as a film. Except in those bearings in which 
the journals are bathed in oil, it is necessary to preserve the 
oil film between the contact surfaces, and this is greatly assisted 
by the viscosity of the oil. The specific gravity (z.e., density) of 
the oil is of little importance in lubrication; it is chiefly valuable 
as a means of identification and for purposes of comparison. 

The temperatures at which inflammable gases arc given off 
from oils, referred to as the ‘‘flashand ‘‘firc^^ points, relate 
more to fire and accident risks than to lubrication. Their 
determination is useful for comparative purposes, and they 
indicate the class of oil used and the stage of its refining. 

217. Theory of Lubrication. —On the whole, there has not yet 
been enunciated a thoroughly satisfactory theory of lubrication. 
The view that lubrication (see Friction in Section on Physics) is 
a purely physical matter is being modified to the extent, at least, 
of considering the acidity of the oil and the nature of the metal 
or metals in contact. It may be that in the future, considera¬ 
tion will be given to the use of special oil mixtures for each metal, 
as well as to the pr(^s8ureson,the speeds of and the heating of the 
lubricated surfaces. 

The simplest explanation of lubrication is that the surfaces in 
contact are really rough, no matter how smooth they may appear 
to be, and the friction between them is greater than between 
them and the layer of lubricant that separates them. 

THE CARBOHYDRATES 

218. SugarSi Gums, and Starches. —A large number of com¬ 
pounds of the aliphatic group of hydrocarbons are called carbo¬ 
hydrates, because the proportions of hydrogen and oxygen are 
the same as in water, that is, there are twice as many hydro¬ 
gen atoms as oxygen atoms. This class includes sugars, gums, 
starches, and cellulose, the chief constituent of wood fibers. 
The hydroxyl OH is vei*y prominent in all these compounds. 

It will be recalled that glycerine is propane, CsHg, from which 
three atoms of hydrogen have been taken and replaced with three 
hydroxyls, thus making the formula for glycerine C8 He(OH)s. 
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Glycerine has a familiar sweet taste, and this matter of sweet 
taste seems to belong to compounds containing many hydroxyl 
radicals. 

Methane adds but one OH radical in place of hydrogen; 
ethane may add two, and propane three; thus, from 

Methane, CH4, is obtained as alcohol, CH 8 (OH) 

Ethane, C2H6, is obtained glycol, C2H4(OH)2 
Propane, CaHs, is obtained glycerine, CsnsCOH).^ 

So, apparently, the number of hydrogen atoms that may be 
replaced with hydroxyl radicals depends on the number of carbon 
atoms in the chain. 

One of the simplest of sugars is glucose, oth(»r\vise called 
dextrose or grape sugar; it has th(‘ empiri(‘al formula CeIIi206, 
and its structural formula is 

onoiioHoiioH 

I I I I I 

o=--c’—c—c—{’—n 

I I I I M 

II H II II II II 

It is called dextrose hocuuso, when a ray of polarized light is 
passed through a soluf ion of it, ( ho piano of jxilarization is turned 
to the right, dex being derived from (he Latin and meaning right. 
Light is said to 1)C polurized whem its rays vihratt^ in hut one plane. 

There is another sugar having (lie same empirical formula, 
known as fructose or fruit sugar, whioli (urns tlu! plane of jMjlari- 
zation to the left, and is therefore calle<l levulose, from th<( La(.in 
levo, which means kft or to (he left. This sugar is derivo<l from 
ripe fruits, honey, etc., from which d(!X(rose is alsoderivcai. 

The structural formula for Icvulosi! is wri(l(*n 
on O Oil OH <HI OH 

Ml M I I 

H—('—C—(C—C—C—H 

I I I I I 

H H H H H 

Note that this formula has a CH2OH group at each end and has 
one CO group, while glucose (dextrose) has a CHjOH group at 
one end, a COH group at the other end, and no CO group. Ihc 
CO radical puts fructose (levulose) in the ketone class, for which 
reason, levulose and similar sugars arc called ketoses; the COH 
(CHO) radical puts dextrose in the aldehyde class, and such 
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sugars are called aldoses. It will now be apparent that the names 
of all sugars end in ose. 

Dextrose and Icvulose arc monosaccharides; they can be com¬ 
bined, eliminating water, and the resulting sugars are called 
disaccharidesf which are commonly known as cane sugars or 
sucroses. Maple sugar and beet sugar belong to this class, and 
are chemically identical. The empirical formula for cane sugar 
(sucrose) is C12H22O11; in the presence of water, it can be split 
up into dextrose and levulose. 

Sugars have a way of multiplying their molecules, or, rather, 
forming clusters of molecules (polymerization); and the com¬ 
pounds thus formed arc called polyoses. Starch, CeHioOs, is a 
polyoso and cellulose is another. Just how many molecules are 
thus grouped is not known, so the general formula for a polyose 
is (C6 Hio05)x. These polyoses are the products of natural 
processes of synthesis, starting with the carbon dioxide and 
moisture of the air and with water and soluble mineral matters 
from the soil. Starches may be resolved by hydrolysis into 
sugars, passing through intermediate stages, which yield sub¬ 
stances of similar composition called gums, one of which is 
dextrine. Dextrine is used in coating and pasting paper, making 
adhesive paper (the back of postage stamps, for example), and 
sometimes as an ingredient in sizing. Starch itself has adhesive 
properties, and it is used for pasting and sizing, for which purpose 
it is frequently modified by partial hydrolysis. 


CELLULO S£ 

219 . Wood Structure.—Plants (tlie word includes trees and 
all kinds of plants) contain cellulose, ligno-cellulose, (or lignin) 
starches, gums, resins, coloring matter, inorganic (mineral) 
substances in varying proportions, and water; all these sub¬ 
stances are manufactured by nature. The skeleton of all 
plant structure is the cellulose fiber, which takes many forms in 
different plants—short, stiff fibers in straw; long, flexible ones in 
spruce, and very long fibers in flax and other textile plants. 
Some cellulose remains in the form of cells, which are useless 
in paper making. The cotton fiber, which grows as hair on the 
cotton seed, contains very little foreign matter (it is 90 % cellu¬ 
lose) and is readily purified. 

Wood is composed of cellulose and lignin (ligno-cellulose), 
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with a variety of other substances of more or less acid nature, 
and a little mineral matter, which appears as ash when wood is 
burned; the ash content of spruce is only 0.3%. The principal 
solid constituents of spruce, according to Klason, are: 


Cellulose 53% 

Lignin 29% 

Spruce Gums, sugars, etc. 13% 
Resins, fats, etc. 4% 
Albuminates 1 % 


These proportions vary for different species of spruce, in fact, 
they vary for different parts of the same tree; but the cellulose 
content of dry wood may be taken as 50%. The amount of 
water in wood varies greatly; in green timber, it is about equal 
to the weight of actual wood substance. 

220. Composition of Cellulose. —Cellulose is a carbohydrate, 
and it is related in some way to the sugars and starches in the 
clustering of its molecules. It is known that carbon, hydrogen, 
and oxygen are present in amounts that may be expressed 
empirically by the formula CeHioOs or by some multiple of it. 
This is the same basic formula as is used to express the propor¬ 
tions of these elements in starches, though a variety of arrange¬ 
ments of atoms occurs. There are also different celluloses, but 
their biisic formula as given above is the same; the diffenuicc lies 
chiefly in the products derived by chemical disintegration. To 
the papermaker all cellulose ‘Mooks alike. 

It has not been settled just how many of the basic units con¬ 
stitute the cellulose aggregate, so it is usually written (('gHiqOs)*. 
Recently it has been suggested, with some support from facets, 
that the individual fiber may be considered as a molecule; and 
one argument in favor of this idea is that when cellulose is ni¬ 
trated to guncotton, the fibers are not altered in appearance 
under the microscope, in spite of the fact that several NO 3 groups 
are taken into the molecule and some molecules of water are 
taken out. 

221. Cellulose Nitrates and Acetates. —Nitrates of the cellu¬ 
lose aggregate are important as explosives (guncotton is chiefly 
hexa-nitrate) and in compounds, such as celluloid; they are solu¬ 
ble in mixtures of alcohol and ether and, as before mentioned, in 
acetone, and the solution is called collodion^ which is much used 
by photographers. 
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These solutions can be evaporated to a thick consistency and 
pressed through fine orifices, forming a thread of any desired 
thickness that is denitrated upon evaporation of the solvent and 
immersion in a solution such as magnesium sulphide. The 
product is artificial silk or luster cellulose. (See Art. 66.) 

Acetic acid can be made to enter the cellulose, and the product, 
when dissolved in chloroform, can be recovered by evaporation 
as threads or as molded objects. Cellulose acetates are not ex¬ 
plosive, and are to be preferred to the nitrates for this reason. 
They arc largely used for movie films, threads, coating fine wire 
for insulation, etc. These and similar compounds are referred 
to as cellulose esters. 

The cellulose aggregate is remarkable for the very drastic 
treatment it will survive; in fact, it requires rather drastic treat¬ 
ment to affect it at all. It is treated with a mixture of concen¬ 
trated nitric and sulphuric acids in making guncotton, the sul¬ 
phuric acid being added to remove and hold the molecules of 
water taken out. After nitration, in that severe reaction, it 
can be denitrated, and then becomes cellulose again. 

222. Mercerization. —^Alkali hydrates have an interesting 
effect on cellulose known as mercerization, so called after an 
investigator named Mercer, who first described it. 

When sodium hydroxide, at a strength of 10 % to 16 %, is 
brought into contact with the cotton fiber at temperatures of 
about 15 ®C. to 20®C., the physical appearance of the fiber is 
altered, changing from a flat to a swollen shape. When this 
action takes place in the woven fibers, there is considerable 
shrinkage. If the fabric be held in place during the reaction, the 
alkali being subsequently removed by water, the fabric will have 
acquired certain properties of light refraction that cause a fine 
sheen, almost like that of silk. The cellulose is found to have 
taken up water, and its composition may be expressed by the 
formula C12H20O10 H2O. 

The fact that cellulose is thus acted upon by acids and alkalis is 
important to the papermaker, as a warning to avoid the use of 
strong chemicals and to remove all chemical residues. It also 
shows that the cellulose molecule has some faint acid and basic 
properties, and this knowledge is useful in understanding the 
sizing, coloring, and other treatment of fibers. 

223. Hydrated Cellulose. —Under the pressure of the calenders 
in the presence of moisture or upon long beating, cellulose takes 



§3 


ORGANIC CHEMISTRY 


153 


up water in a similar way; it acquires a greasy feeling and is said 
to be hydrated. It is this reaction that produces the slow stock 
necessary for bond and bank-note papers. If the process be 
prolonged, the product becomes quite translucent, and vegetable 
parchment or greaser-proof papers are eventually produced. Wax 
papers are not to be confused with grease-proof papers, as they 
are water-proofed only by running the paper through melted 
paraffin wax. The parchmentizing may be produced by treating 
the paper with strong sulphuric acid under special conditions 
of time and with great care that the acid is washed completely 
and quickly from the paper. 

224. Oxidation of Cellulose. —Of almost equal importance 
with the behavior of cellulose toward acids and alkalis is its 
indifference to oxidizing agents, unless they are very active. 
Coloring matters in wood pulp or rag fibers may be destroyed 
completely by bleaching with oxidizing agents, and with little 
or no loss of cellulose. However, if care is not taken, as explained 
in the Section on Bleaching, the cellulose molecule is oxidized 
to oxy-cellulose, which is a powdery substance of no papermaking 
value whatever, and which is easily affected by chemicals. 

226. Treating Wood for Production of Cellulose. —The princi¬ 
pal object in the cooking of wood is the removal of the non¬ 
cellulose portions from the solution. The principle involved is 
hydrolysisj the cellulose being loosely bound to the lignin, which 
is the chief non-cellulose substance. The cellulose is quite 
easily isolated by splitting the association; but if the action is 
too vigorous, the cellulose molecule is more or less brokcui down. 
By continued boiling with dilute acid, it is possible to produce 
glucose, from which alcohol may be obtained, a product now 
commercially derived from sawdust. 

If the pulp be intended for wrapping, board, or other paper 
products in which high whites or delicate shades or the permanence 
of the product are not essential, it is not necessary to remove 
the non-cellulose portions completely, while in other paper pro¬ 
ducts, the nearer the product comes to pure cellulose, the better. 

226. Soda and Sulphate Processes. —Not conhidering me¬ 
chanically prepared pulp, there are two main lines of chemical 
treatment—one alkaline and the other acid—and both processes 
are aided by heat and pressure. Both arc processes of hydrolysis, 
accompanied to some extent by saponification, especially in the 
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caBe of minouB woods, though the soaps formed are probably 
decomposed in the course of the several reactions. There are 
two alkaline processes, known as the soda process and the sulphate 
process. The latter might be called a modified soda process, for 
the reason that the principal constituent in the cooking liquor 
is caustic soda. It is called the sulphate process because sulphate 
of soda, called salt cake, is used to replace the soda lost in the 
process. The burning of the solids in the cooking of liquors 
reduces some of the sulphate to sulphide, and this sulphide has a 
decided effect in resolving the non-cellulose portion of the wood. 

The word hydrolysis docs not mean hydration; it means the 
chemical decomposition of a compound that ensues when the 
group H 2 O (water) is absorbed by it, causing the formation of 
new compounds. 

227. Esters.—Esters, also called ethereal salts, may be defined 
in several ways; (1) An ester is a compound of an alcohol with 
an acid, water being liberated during the reaction; thus, the 
reaction between alcohol and acetic acid is expressed by 

C2H5OH + CH3COOH = CH3COOC2HB + H2O, 
the products being ethyl acetate^ also called acetic ethyl ester^ and 
water. 

(2) An ester is formed by substituting a hydrocarbon radical 
for the hydrogen in the carboxyl (COOH) of an acid. In the 
equation above given, substituting the ethyl radical, C 2 HB, for 
the hydrogen in the carboxyl radical in acetic acid gives 
CHsCOOCaHs, the formula for acetic ethyl ester, formerly 
called acetic ether. 

(3) An ester may be regarded as an ether in which one of the 
alkyl radicals has been replaced by an acid radical; this accounts 
for the term ethereal salt. Thus, the formula for ethyl ether is 
C»HbOC 2 H»; writing the formula for acetic acid as CH3CO OH, 
and substituting the acid radical CHsCO for the first alkyl 
radical, the result is CHaCO’O’CaHB = CHaCOOCaHa, when 
the dots are omitted. 

228. Isolation of Cellulose from Wood. —^There is no general 
acceptance of theories as to the processes going on to the ulti¬ 
mate isolation of cellulose from the complex mixture in woods. 
It has been found that even water, at high temperature and pres¬ 
sure, begins to break up the wood by hydrolysis (that is, by 
entry of water molecules) into esters and other compounds and 
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thus forming new compounds. For instance, take the case of 
ethyl acetate, which will combine, under certain conditions, with 
water, and form acetic acid and alcohol, as shown by the equation, 
CH3COOC2H5 + H2O = CH3COOH + CaHfiOH. 

This reaction is called hydrolysis. See definition. Art. 226. 
Cane sugar may be similarly hydrolyzed (see Art. 216); thus, 

C 12 H 22 O 11 + H 2 O == C6Hi206(dextrose) + C6Hi206(levulose) 

It is evident, therefore, that in all cases, the first effect of 
cooking wood is hydrolysis. The presence of alkali (soda in 
alkaline liquors, and calcium in sulphite liquors) neutralizes 
any acids formed. It is evident that the action of alkali solutions 
containing 4% to 6% of sodium hydroxide will be much more 
drastic, even after a portion has been neutralized, than the action 
of acid sulphite of lime solutions carrying under of lime 

salt. The values mentioned are those in common use. Con¬ 
sequently, the waste liquors of the soda or sulphate processes 
do not yield the variety of useful compounds that are found in 
the sulphite liquors. 

QUESTIONS 

(1) What do you understand hy (a) fractional distillation? (b) fractional 
condensation? 

(2) Why do oils reduce the friction betwt'cn rubbing surfaces? 

(3) Name some well-known carbohydrat<w. 

(4} Why is neutral rosin size a soap? 

(5j What are the effects on cellulose of (a) acids? {b) alkalis? (c) 
oxidizing agents ? 

CLOSED-CHAIN, OR RING, COMPOUNDS 

AROMATIC, OR BENZENE, SERIES 

229. Unsaturated Hydrocarbons. —Hydrocarbons that do not 
have the general formula, ('nH 2 w+ 2 , can combine with a halogen 
without exchanging hydrogen atoms for halogen atoms, that is, 
they can add halogen atoms directly to their molecules; for 
which reason, such hydrocarbons are said to bt unsaturated. 
Hydrocarbons of the paraffin series cannot do this, and they 
are therefore said to be saturated. All the bonds of the carbons 
in a saturated hydrocarbon are engaged, and before a halogen 
atom, chlorine, bromine, etc., can enter the molecule, a hydrogen 
atom must be taken out. 
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Consider a molecule represented by the formula C 2 H 4 ; this 
may be regarded as composed of two equal radicals CH 2 and CH 2 . 
If four of the eight carbon bonds be supposed to be engaged in 
holding the two carbon atoms, the structural formula for the 


molecule may be written 



and the constitutional 


formula may be written CH 2 : CH 2 , the double dot indicating 
that the two CH 2 groups are united by a double bond. Similarly, 
the molecule C 2 H 2 may be regarded as composed of two CH 
groups united by a triple bond; thus, H — C ^ C — H. The 
constitutional formula may then be written CH : CH. 


230. These assumptions are based on the following considera¬ 
tions: Referring to Fig. 10 and the accompanying description, 
the tetraedron is supposed to represent the positions of the atoms 



W W (0) 

Fio. 11, 


in the molecule of methane CH4. The carbon atom is situated 
at the center of gravity of the tetraedron, and there is a hydrogen 
atom at each of the four corners, which are the vertexes of the 
four solid angles. When two such molecules are linked, they 
may be supposed to be joined as illustrated at ( 6 ), Fig. 11 . 
This leaves three corners free, that is, there are three bonds 
united to hydrogen atoms that may be replaced with other atoms 
or radicals. The case of double linking is illustrated in (o). 
Fig. 11 . Here two edges touch, instead of two corners, and two 
corners are left free, that is, there are two bonds united to hydro- 
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gen atoms that may be replaced with other atoms or radicals. 
The case of triple linking is illustrated in (c), Fig. 11 . Here two 
sides touch, and there is only one bond united to a hydrogen atom 
that can be replaced with another atom or radical. 

231. The compounds so far discussed have all belonged to the 
open-chain, or aliphatic, group; they are called open-chain 
compotmds because the carbon atoms are supposed to be linked 
together in such a way that there are terminal carbon atoms, 
each attached to only one carbon atom. There are, however, 
certain hydrocarbons in which each carbon atom is attached to 
two carbon atoms, as illustrated at (a) in the two following 
diagrammatic structural formulas: 



(a) {h) 


Here each carbon bond is attached to two carbon atoms including 
the terminal carbon atoms. The arrangement may be better 
shown by arranging the carbon atoms in the form of a ring, as 
shown at (6) These two diagrams show only the relation of the 
carbon atoms; the hydrogen or other atoms or radicals will, 
of (course, be attached to the ends of the free bonds. The reason 
for the terms closed-chain and ring will now be evident. 

232. The Benzene Series. —The general formula for the 
benzene series is (ynH 2 n- 6 ; and the lowest term of the series is 
CeHe, which is the formula for benzene, from which the series 
derives its name. From the fact that some of the compounds 
of this series have very pleasant, aromatic 8(?ents, the series is 
frequently called the aromatic series; and since the (!omi)Ounds 
are of the closed-chain type, the name aromatic is applied to the 
entire group, in contrast to aliphatic, which is applied to the 
open-chain group. 

The first four members of the benzene scries are: 

Benzene or benzol, CeHe, Boiling point, 80 °C. 

Toluene or toluol, CrHg, Boiling point, ne'e. 

Xylene or xylol, CgHio, Boiling point, 139®C. 

Mesitylene, C 9 H 12 , Boiling point, 164®C. 

Benzene is chiefly derived from coal tar; it is a colorless liquid, 
lighter than water, and has an odor resembling that of coal gas. 
It solidifies at 3°C. and is highly inflammable. It is to be noted 
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that benzine (note spelling) is a mixture of several products of 
the paraffin series, and is obtained from petroleum; it is an 
entirely different substance from benzene, which is frequently 
called benzol. 

233. The Benzene Ring. —In order to explain the structure of 
the benzene molecule, it is assumed that the carbon atoms are 
situated at the six corners of a hexagon, and that they are double- 
linked on one side and single-linked on the other side of each 
carbon atom; this leaves one bond free for attachment to a 
monad atom or radical. The arrangement is shown in (a). 
Fig. 12 . The structural formula for benzene is shown in (6), 


1 

H 
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1 

c 
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Flo. 12. 



Fig. 12, and is usually called the benzene ring; this is quite fre¬ 
quently represented by a plane figure, as at (c), in which case, 
it is understood that a CH group is located at each corner, even 
though the letters do not appear there. 

The benzene ring plays the same important part in the aro¬ 
matic compounds that the structural formula for methane does 
in the aliphatic compounds. There are but few compounds in 
which the carbon atoms in the ring are replaced, and most of the 
reactions result in the substitution of elements or radicals (as 
NOi) for the hydrogen atoms. This indicates a very stable 
inner ring of carbon atoms. The prefix phen is characteristic 
of the names of compounds containing the benzene nucleus. 

234. Formation of Benzene Compounds. —It will be recalled 
that it was shown that methane, CH4, may be written CHsH, 
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the radical CHa being called methyl; similarly, benzene, CaH®, 
may be written CeHsH, in which case, the radical CeHs is called 
phenyl. One way, then, of regarding a compound like toluol, 
the empirical formula for which is C7H8, is to consider its formula 
to be CeHaCHa, in which case, it would be called (and is called) 
methyl benzene. Similarly, xylol may be written CeHaCaHa and 
called ethylbenzene; or it may be written C6H4(CH8)2 and called 
dimethylhenzene. The empirical formula in cither case is CsHio. 
Again, mesitylene, C9H12, may be written CbHsCsHt and called 
propylbenzene; it may be written C6H4CH3C2H5 and called 
ethylmethylbenzene; or it may be written CeHs (CH3)3 and called 
trimethylhenzene. It will thus be perceived that any or all of the 
hydrogen atoms may be replaced with other elements or with 
radicals, and an almost infinite variety of possible compounds 
is thereby indicated. The limits of this Section preclude any¬ 
thing more than a very brief treatment of the subject. 


6 


235 . Phenol, or Carbolic Acid.—The carbon atoms in the 
^ benzene ring are supposed to be numbered from 

1 to 6, as indicated herewith, the numbers following 
one another around the ring in a clockwise direc¬ 
tion. Now if the hydrogen atom at 1 be replaced 
with hydroxyl (OH), the resulting compound is 
CeHsOH, which is hydroxybenzeney commonly 
called carbolic acid or phenol. This is not a true 
acid, though it exhibits some of the properties of an 
acid. It is chiefly obtained from coal tar by dis¬ 
tillation, and forms white, deliquescent crystals that melt at 
39 . 5 ®C. and boil at 182 °C. As is well known, phenol (carbolic 
acid) is of great value as an antiseptic, and is much used in 
medicine and surgery. It is very poisonous. 


236 . Ortho, Meta, and Para Compounds.— Referring to the 
structural formula for phenol, which may be written 
as here shown, a CH group being supposed to be at 
each of the other five corners, it does not appear to 
make any difference where the hydroxyl is located. 
If, however, two hydrogen atoms are replaced with 
two hydroxyls, the empirical formula for the com¬ 
pound is C6H4(0H)2, which is called dihydroxybenzene, 
and there are three different compounds having this 
formula, as follows: 
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benzene ring. If one nitroxyl (NO 2 ) be introduced, the result 
will be a mono-nitro compound. There can be but one mono- 
nitrobenzene, because the nitroxyl may be placed at any one of 
the six corners, as was the case with hydroxyl. 

In the case of toluol, there can be three mononitrotoluols, 
because if the empirical formula CtHr be written 
CeHsCHa, and the methyl radical be placed at, 
say, 1, in place of the hydrogen atom, the nitroxyl ^ 
may be placed at 2 or 6, at 3 or 5, or at 4, thus 
giving three different combinations, and the result 
will be three different compounds. The same ^ 
result will be obtained if the methyl radical be 
placed at any one of the other corners. This 
phenomenon, whereby different compounds are 
obtained by altering the position of a radical in the molecule, 
is called metamerism, and compounds that can be so altered 




are called metamerides. Metamerism 
is a special case of isomerism, and an 
example of it has been given previously 
in Art. 236. The complete structural 
formula for meta-mononitrotoluol is 
shown herewith; this would usually 
be expressed as m-nitrotoluol. When 
the nitroxyl is placed at 2 or 6, the 
compound is called o-nitrotoluol, and 
if placed at 4, it is called p-nitrotoluol. 
If three nitroxyls are introduced, the 


result is the well-known explosive, tri¬ 
nitrotoluol, commonly called T.N.T. 


238. Some Other Benzene Compounds. —If one of the hydro¬ 
gen atoms of the benzene ring be replaced with amidogen, NH 2 , 
see Art. 187, the formula becomes C 6 H 6 NH 2 , and the 
yv * compound is called aniline, which is the starting 
point for a large number of dyes. The abbreviated 
I structural formula is here shown. It is also called 
aminobenzene and phenylamine because of the amido- 
J gen radical, and it may be prepared by reducing 
nitrobenzene with iron and hydrochloric acid, accord- 
ing to the equation 


CeHJSTO, + 3Fe + 6HC1 = CeHjNHa + 2HaO + 3FeCla 
11 
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239. There are a whole series of acids; if but one carboxyl be 
made to replace one hydrogen atom in the benzene, the resulting 
acid thus formed is called benzoic acid or monocarboxybenzene^ 
CeHftCOOH. If C"HO be substituted for one hydrogen atom, 
the resulting compound is benzaldehydej CeHsCHO, which is 
the well-known fragrant oil of bitter almonds. 

240. Hydroxybenzoic acid has the constitutional formula 
C 6 H 4 ( 0 H)C 00 H, which shows that one atom of hydrogen has 
been replaced with hydroxyl and another atom with carboxyl. As 
in the case of dihydroxybenzene, there are three metamerides, 
the most important of which is 1 : 2 hydroxybenzoic acid, which is 
commonly called salicylic acid. There is also salicyl aldehyde, 
C6H4(0H)CH0. The complete structural formulas for these 
two compounds is shown in Fig. 14, together with the abbre¬ 
viated structural formulas. Salicyl aldehyde is the odoriferous 
principle of the meadow-sweet spir^a. 



SkUayUo .old SmUoylio .Idohyde 


Fia. 14. 

Salts formed by the reaction of salicylic acid with bases are called 
salicylates, the most important of which is sodium salicylate, 
CeH 4 (OH)COONa, which possesses powerful antiseptic proper¬ 
ties, and is frequently used for the preservation of meat and other 
food articles. Methyl salicylate, CcH 4 0H COO CHs is the 
natural oil of winiergreen. The salicylates are much used in the 
treatment of rheumatism. 


241. Amino Compounds.—^The formula for aniline, C 6 H 6 NH 2 , 



may be regarded in two ways; 1st, as though it were 
formed by replacing an atom of hydrogen in the ben¬ 
zene ring with amidogen, in which case, it is called 
amtnobenzene; 2d, as though it were formed from 
ammonia, NHs, by replacing an atom of hydrogen 
with phenyl, in which case, it is called phenylamine. 
The compounds formed by successive replacements 
of hydrogen in ammonia and the introduction of these 
ammonia residues into other compounds, form a very 


important and interesting section of organic chemistry, especially 


in connection with the manufacture of dyestuffs. 
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An important aniline compound is paranitraniline or paranitro- 
aniline which is used to obtain paranitraniline redj by an indirect 
process. There are also orthoniiraniline and metaniiraniline. 
All three crystallize in long, yellow needles of different shades. 

242. Other series of hydrocarbons are composed of benzene in 
pairs and triplets, as in the case of naphthalene and anthracene, 
the complete and abbreviated structural formulas for which are 
given in Fig. 15. 


• » i « 

Y 

Naphthalene CtoHt 



X X X 

B-c o c 

i II II I 

a H B 

Anthraopno CuHio 
Fio. 15. 



Other elements and radicals may be substituted for the hydro¬ 
gen in these two compounds, thus giving rise to products that are 
of interest and value in dyestuffs. Thus, naphthol is derived by 
substituting hydroxyl for one of the hydrogen atoms in naphtha¬ 
lene, and it is to be supposed that there will be several naphthols, 
according to the position of the hydroxyl; two are known, which 
are called alpha naphthol and beta naphthol, also written 
ornaphthol and ^naphthol. Similarly, by replacing a hydrogen 
atom with amidogen, two iiaphthylamincs are formed, viz., 
alpha naphthylamine and beta naphthylamine. 
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243. Diazo Compounds.—A diazo compound may be defined 
as one that contains two doubly-linked nitrogen atoms, each of 
which is linked to a monad atom or radical, of the general form 
R*N;N-R', or R-N = N*R'; here the single dots indicate one bond 
and the double dots two bonds. The formula for azohenzene 
is CeHsNiNCeHft. The radical represented in the general 
formula by R'may be replaced with a monad element or radical; 
thus, diazo-benzene chloride has the formula CellsN :NC1. 

The azo bodies are of great importance in dyestuffs. The 
azo colors depend largely on the reactions between the chlorides 
of C 6 H 6 N 2 (a group called diazmiium, which behaves somewhat 
like ammonium, NH4) and the amino bodies of the aromatic 
series. The simpler forms are yellow; then, by increasing the 
weight of the molecule by introducing paraffin or aromatic 
radicals, the color changes to orange, red, blue, and violet. 

244. It is beyond the province of this Section to go farther in 
connection with the subject of organic chemistry. From what 
has been stated, it will bo perceived that the chemistry of the 
carbon compounds is a study of ffiscinating interest. 


QUESTIONS 

(1) What is an ester? 

(2) What is the principal difference between the benzene series and the 
paraffin series? 

(3) Name the compounds n^presented by the following structural formulas: 




NO 2 

Cl 



A 

Ac. 


V 


A 

(a) 

(b) 

(c) 

(d) 

(4) What group 

of substances related to the benzene 

si'ries is of most 


interest to the paper maker? What is the principal source? 

(6) What is the difference between carbonic acid and carbolic acid? 
(6) Besides water, what are the two chief constituents of wood? 



ELEMENTS OF CHEMISTRY 
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EXAMINATION QUESTIONS 

(1) What is the source of coal-tar dyes? 

(2) (a) What is a hydrocarbon? (b) Into what two large 
groups arc hydrocarbons divided? 

( 3 ) (a) What is the simplest saturated hydrocarbon? (6) 
What is another name for saturated hydrocarbons? (c) What 
is marsh gas? 

( 4 ) (a) What is a homologous series? What radical is 
characteristic of (b) alcohols? (c) organic acids? 

( 5 ) What is the gimeral formula of (a) the paraffins? (b) 
the ethers? (c) How are fatty acids formed from hydrocarbons? 

(6) (a) What is the chi(T source of lubricating oils? (b) What 
effect has fatty acid in lubricating oils? (c) What purposes 
are served in determining the flash point of an oil? 

( 7 ) (a) What is a monatomic alcohol? (b) Name two alco¬ 
hols that are likely to be used in the pulp and paper industry, 
(c) What is proof spirit? (d) What are the sources of ethyl 
alcohol in commerce? 

(8) (a) What group of non-metals is especially useful in secur¬ 
ing additions to organic molecules? (b) Describe th(» principle 
governing the production of fatty acids from aldehydes. 

( 9 ) Why is it inadvisable to add formalin to glue size? 

( 10 ) (a) What familiar simple compound is similar to ether in 
its molecular arrangement? (b) Which of the ethers is employed 
by surgeons in anaesthesia? (c) How is ether used in the tt'sting 
of rosin size? 

(11) (a) What is the significance of the word carbohydrate? 
(b) What molecular relation is there between starch, sugar, and 
cellulose? 

( 12 ) What are (a) isomers? (b) polymers? 

§3 165 
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(13) (a) What is the first member of the second great group 
of hydrocarbons? (b) What is meant by a '‘ring'' or "cyclic" 
compound? 

(14) Define (a) aniline; (6) mononitrotoluol. 

(15) (a) How many compounds can be called dihydroxy- 
benzene? (b) How are they distinguished? 

(16) (a) How is artificial silk made? (b) What is "mer¬ 
cerizing"? 

(17) (a) What do you understand by hydration of cellulose? 
(6) What is hydrolysis? 

(18) What is the main object in the cooking of woods in the 
pulp industry? 

(19) How is the idea that the wood fibers are cellulose mole¬ 
cules supported in the case of nitro-cellulose? 

(20) Give one reason why the by-products of the sulphite 
process are more valuable than those of the soda process. 

(21) Why are diazo compounds of interest to the paper maker? 

(22) Explain the diiference between an empirical formula and a 
constitutional formula. 

(23) (a) Name a natural source of acetic acid. (6) What 
is the connection, if any, between acetic acid and acetic ether? 
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A 

Abietic acid, $3, pp33, 53 
Abscissas, axis of, $1. plOl 
Absolute pressure, fil, plSO 
velocity, 51, pl42 
Acceleration, radial, 51. pi53 
representation of, 51 1 pi33 
Accumulators, or storage, cells, 52, p58 
lead, 52, p59 
Acetaldehyde, 53, pl39 
Acetic acid, 53, ppl39, 140 

use of in bleaching, 53, p85 
ether, 53, pl54 
Acetone, 53, pl43 
Acid iDe/.), 53, pp47, 50 
abietic, 53, pp33, 53 
acetic, 53, ppl39, 140 
benzoic, 53, pi62 
butyric, 53, pi 41 
capric, 53, pl41 
carbolic, 53, pi59 
carbonic, 53, pi 19 
formic, 53, pl30 
hydrobenzoio, 53, pi02 
hydrochloric, 53, p85 
hydrocyanic, 53, pi00 
hydroxy ben zoic, 53, pi 62 
manganic, 53, plOl 
margaric, 53, pl47 
oleic, 53, pl41 
palmitic, 53, pl41 
permanganic, 53. plOl 
propionic. 53, pl41 
prussic, 53. plOO 
pyroligneous, 53, pi34 
salioycilic, 53, pi62 
stearic, 53. pl41 
sulphuric, 53, pp67, 68, 85 
tannic. 53, plOO 
valeric, 53, pl41 
Acid salt. 53. p56 
steel, 53. p05 

Acids, diluting, with water, 53. p6 
fatty. 53. pl39 
used in bleaching, 53. p85 
Acidulated (/>€/.), 53, p6 
Action line, 51, pl 
Actual velocity of discharge (pipes), 
il. Pl97 


Addendum (De/.), 51, p84 
circle (Z>e/.), 51, p84 
Adjustable-speed motor, 52, pl27 
Agents, oxidising and reducing (D«/.), 
53. p43 

Air, composition of, 53, p40 
dry (/>«/.), 53. p22 
gap. 52, p83 

Air-slaked (Dc/.), 53, p72 
Alcohol, ethyl, methyl, grain, wood, amyl, 
53, ppl34-136 
preparation of, 53, pl36 
Alcohols, 53, pl33 

Aldehyde, general formula for, 53, pl40 
Aldehydes, 53, pl38 
Aldoses, 53, pl50 
Aliphatic compounds, 53, pl28 
Alkali (/><•/.), 53, p47 
Alkaline earths (Def.), 53, p48 
Alkyl radicals, 53, pl32 
Allotropy (Def.), 53, p64 
Alloy steels, 53, p97 
Alloys (Def.), 53, pl03 
copper, 53, pl03 
lead, 53, pl04 
some properties of, 53, pl07 
Alternating current (Def.), 52, p9 
current generators, 52 , pl20 
current, real and apparent power of, 52 . 
pI48 

Alternation {Def.), 52, pl33 
Alternations and frequency, 52, pl33 
Alternator (Def.), 52. pl29 
Alternator-armature windings. 52, pl30 
field excitation, 52, 130 
single-, two-, and three-phase, 52 , pl30 
two- and three-phase, 52 , pl36 
Alternators, revolving field, 52, pl34 
Alum, ammonium, 53, p57 
papermaker’s, 53, p57 
potassium, 43, p67 
sodium, 53, p67 
use of in bleaching, 53. p86 
Alumina, 53, pl09 
Aluminum, 53, pl09 
Aluminum oxide, 53, pl09 
sulphate, 53, pHO 
Alums, 53, pp57, 110 

reaction of, with water, 53, p67 
Amalgam, gold and sodium, 53i pl09 
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Amalgamation process. |3, plOO 
Amalgams. |3. plOO 
Amane. (3, pl30 
American wire gauge. {2. p46 
Amidogen. (3. pl31 
Amines. (3. pl31 
Amino compounds. §3. pi62 
Aminobenxene. |3, ppl61. 162 
Ammeter, internal resistance of. f2. p87 
Ammeter. Weston, (2, p86 
connections, (2, p87 
Ammonia, f3, p43 

molecular formula of, |3, p54 
Ammonium, properties of, (3, p64 
Ammonium hydroxide, (3, p61 
Amorphous (De/.), (3. p22 
Ampere (,De/.), (2, pll 
Ampere-turns {Def.), |2, pi 17 
Amyl acetate, §3, ppl36. 138 
alcohol, (3, ppl34, 136 
ether, (3, pl42 
or pentyl, (3, pl32 
Analysis {Def.), (3, pp3, 55 
of water, S3, p6 
Analytic process (Def.), S3, p55 
Angle of elevation, SI. pl40 
of friction, SI. p03 
Angular velocity, SI. pl63 
Anhydride (D^.), S3. p50 
Anhydrous {Def.), S3, p22 
Aniline, S3. pl61 
Animal fats, S3, pl46 
Annealing, S3, p07 
Annular gears, SI. pOO 
Anode {Def.), S2. plO 
Anthracene, S3. pl63 
Antiohlors, S3, p86 
Apparent pawer {Def.), S2, pl50 
Arc, circular, c.g. of, SI. pl04 
Area, any plane, e.g. of, SI. pHl 
Area of semicircle, c.g. of, SI. plU 
Areas, c.g. of symmetriosl, SI. pl05 

plane, center of gravity of, SI. pplO.'V- 
115 

Arguments {Def.), SI. p201 
Arm, weight or power {Def.), SI. p33 
of force, SI. p34 
Armature {Def.), S2, pi 12 
Armature of magnet, S2. p73 

windings, alternator, S3. pl30 
Aromatic compounds. S3. pl28 
series, S3, pi57 

Arsenious oxide, use of in testing bleach, 
S3. p85 

Artiheial magnets, S2. p65 
silk. S3, p44 
Asphaltic oils, S3. pl44 
Atom (Def.), S3. plS 
Atomic weight (Def.), |3. p29 
weights, table of, S3. p58 
Atmospheric line. |1, pl78 


Autotransformer, S2, pl47 
Avogadro’s law, S3, pl8 
Axis of abscissas, or axis of X, SI. plOl 
of moments, SI. pl02 
of ordinates, or axis of Y, SI. plOl 
Axle, wheel and, SI. p66 
Aso compounds, S3, pl64 
Asobensene, S3. pl64 

B 

B. A. S. wire gauge, S2, p46 
Back e.m.f., S2, pl24 
Bakelitc, S3. pl40 
Barium sulphate, S3, pill 
Barytes, S3, pill 
Base (Def.), S3. p47 
Bases, organic, S3. pl37 
Basic steel, S3, p05 
Battery {Def.), S2, p7 
storage, S2. p58 
Bauxite. S3. plOO 
Beckton white, S3, pill 
Bell, electric, wiring for, S2. p82 
Belt pulleys, SI. pBO 
Bent lever, SI. p4l 

Bensene compounds, formation of, S3. pl58 
nitrification of, S3, pltiO 
Bensene or bensol, S3, pi57 
ring, S3, pl58 
series, S3, pi.’>7 

Bensine, dilTerence between, and bensene, 
S3. pl58 

Bensoic acid, S3, pl62 
Bessemer steel, S3, p95 
Bevel gears, SI. p30 
Bicarbonate of soda, S3. p56 
Bichloride of mercury, S3, plOO 
Bipolar dynamo, S2, pi 13 
Bivalent {Def.), S3, p30 
Black ash {Def.), S3. p73 
lead. S3, pi 16 

Blast furnace {Def.), S3, pOl 
Bleach, determining strength of, S3. p84 
use of arsenious oxide in testing, S3. p85 
Bleaching, acids used in, S3, p85 
principles of, S3. p70 
three classes of agents in. S3. p81 
use of sodium sulphite and bisulphite 
in, S3, p86 

use of sulphur dioxide in, S3, p86 
Bleaching by electrolysis, S8, p87 
powder, S3, p83 
powder, strength of. S3, p84 
Block power, S2, pl53 
Block, pulley, SI. p48 

and tackle {Def.), SI, p48 
Bluestone. S3, pl03 
Blue vitriol, S3. pOO 
Bodies, formulas for falling, SI. pl45 
Boiled dal. S3, pi 13 
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Bone black, |8, pi 17 
dry {Dtf.), {3, p22 
Bornite, §3, p63 

'‘Breaking” the circuit (/></.), 12, pl05 
Breaks Un oib), (3, pi 13 
Broken line, o.g. of, SI, plOl 
Bromine, properties of, $3, p78 
Brushes S2, pl07 

number of, for dynamo, S2, pi 13 
Building up the field (Def.)^ S2, pi 19 
Butane, S3. pl30 
Butyl, S3. pl32 

Buying electric power, S2, pi 31 
C 

Calcium, S3, p70 

Calcium acetate (/)«/.), S3, p86 

bisulphite, how obtained. S3. p71 
cyanamide, S3. p44 
hydrate, or hydroxide, S3. p21 
hydroxide, or hydrate, S3, p71 
oxide, S3, p21 
Calomel, S3, plOO 
Cane sugars, S3, pl50 
Capacity of copper wire, table of carrying, 
S2. p52 

of motor, relation of, to load, S2. pl28 
Capric acid, S3, pl41 
Carbohydrates, S3, pi48 
Carbolic acid, S3. pl59 
Carbon, combined (Def.), S3, p94 
effects of, on iron, S3, p94 
gas-retort, S3, pi 17 
graphitic, S3, p94 
oxides of, S3, pi 17 
three forms of, S3, pi 14 
Carbon compounds, S3, pi 14 
dioxide, S3. ppll8, 119 
monoxide, S3, ppllS, 119 
monoxide, use of in gas engines, S3, pi 18 
tetrachloride, S3, pi38 
Carbonic acid, S3, pi 19 
anhydride, S3, pi 19 
Carborundum, S3, pl20 
Carboxyl, S3, pl31 
Cast iron iDef.), S3, p95 
Catalysis (De/.), S3, p23 
Catalyst {Def.), S3, p23 
illustration of. S3. p09 
Catalytic poisons (De/.), S3, pTO 
Catechol, S3, pl60 
Cathode (De/.), S2. pl9 
Caustic potash, S3. p31 
soda, S3, p51 

Cell, primary (Def.), S2. pp7, 56 
Cells, secondary or storage. S2. p53 
wet and dry, S2. p56 
Cells in multiple or parallel, S2. p24 
in series, E.M.F. of, S2. p20 
C«llul<^, |3, pl61 


Cellulose, action of alkali hydrates on, S3. 
pl52 

composition of, S3, pi 51 
hydrated, S3f pl52 
isolation of, from wood, S3, pi54 
luster, S3. pl52 
oxidation of, S3, pl53 
treating wood for production of, S3, 
pi.53 

acetates, S3. pl52 
nitrates, S3, pi51 
Center, instantaneous. Si* pl52 
Center of gravity (c.g.). Si, p99 
of any quadrilateral, SI, plOl 
of broken line, SI, plOl 
of circular arc, §1, pl04 
of cone, 81, pi 16 
of curved line, 81, pl05 
of frustum, 81, pll7 
of lines, 81, pplOO, 105 
of plane areas, 81, PplOfi, 115 
of pyramid, 81, pll6 
of rectangle, 81, plOC 
of rectangular prismoid, 81, pll7 
of regular polygon, 81, pl06 
of right line, 81, plOl 
of sector, 81, pill 
of segment, 81, plU 
of semicircle (arc), 81, pl05 
of semi-rectangular trapesoid, 81, plOO 
of simple solids, 81, pll5 
of solid of revolution, 81, pll8 
of solids, 81, ppll>5-119 
of symmetrical areas, 81, pl06 
of system of bodies, 81, pll9 
of trapezoid, 81, pl08 
of triangle, 81, pl07 
of truncated cylinder, 81, pll5 
Center of moments, 81, p22 
Central forces, 81, pi 63 
Centrifugal force, 81. pl63 

of flywheels and disks, 81, pl65 
Centripetal force, 81, pl63 
Cerussite, S3. pl03 
C. G. S. system, SI, pl73 
Chalcopyrite, 83, p63 
Chalk (Def.). 83. p70 
Charcoal, 83, pi 17 
animal, S3, pi 17 
Charge, electric, S2, p5 
Charging a storage battery, S2. p58 
Chemical compound (De/.), 83, p4 
equations, S3, p44 

law of atoms in, S3, P* '* 
experiments, 83. p5 
nomenclature, 83. pp65, 90 
properties of matter. S3, p3 
reaction, S3, p4 
Chili saltpeter (Def.), S3, p69 
China clay, 83. p22 
wood oil. S3, pi 13 
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Chloride of Ume» fS, p83 
mercury, |3, plOO 
Chlorine, properties of, f3, p77 
Chloroform, |3, pl38 
Chrome-steel, |3, p07 
Chrome yellow, |3, pl06 
Cinnabar, (3, pl08 

Circles, pitch, addendum, and root, |1, p84 
Circuit, electric (/>«/.). §2, p8 

external and internal (De/.), |2, p8 
internal and external, f2, p09 
magnetic, {2, p71 
in dynamo, §2, pi 14 
multiple or parallel, $2, p21 
open and closed (Def.), (2, p8 
series, |2, plO 

resistance of, {2, p20 
short {Def.), f2. p43 

Circuits, combination of series and parallel 
or multiple, |2, p30 
divided, (2, p22 
electric, (2, pl8 

resistance of parallel or multiple, 

12. p22 

Circular arc, c.g. of. |1, pl04 
mils {Def.), |2. p45 
pitch, fl, p85 
Clockwise rotation, |1, p21 
Closed chain, explanation of, f3, pl57 
compounds. (3, pl28 
circuit {Def.), {2, 

Coal, |3. pllS 

CoefHcient of contraction, fl, plOO 
of discharge, |1, pl91 
of efflux, fl. pl91 
of friction, fl, p92 

twater), table of, fl, pl99 
of velocity, fl, pl90 

Coil, olosed, inducing current in, f2, plOO 
primary, f2, plOA 
secondary, f2, pl05 
winding non>induotively, f2, p94 
Coke, f3, pi 10 

Collecting rings, or collectors {Def.), 
f2. Pl07 

Collodion. fS. pp44. 161 
Colloids. f3. plOO 
Colored pigments. f3, pi 12 
Colors, temper, f3, p97 
Combined carbon {Def.), |3, p94 
Combustion {Def,), 13, p66 
to support, f3, p8 
Commutating poles. f3. pl21 
Commutator (Def.), f2. pi 13 
of motor, f2, pi23 
Compass {De/.y, f2, p86 
needle, |2. pt)6 

Compensators, starting, f2, pl48 
Components of a force, |1, pl6 
Composition of foroes. fl, p5 
of velodtlea, |ii pl41 


Compound, chemical {Def.), f3, p4 
ethers, f3, pl43 
lever, fl, p42 
law of, fl, p43 
velocity ratio of, fl, p44 
pulley, fl. p66 

Compound-wound dynamos, f2, pl20 
Concurrent forces, fl, pl7 
Condensation, fractional, f3, pl46 
Conductance {Def.), f2, p24 
Conductor {Def.), f2, pO 

(any shape), resistance of copper, f2, 
p48 

direction of current in, f2, p76 
of movement of, f2, pi22 
influence of area on resistance, f2, p45 
of length on resistance of, f2, p44 
losses, f2, p43 

magnetic field around, f2, p74 
C'onductors, attraction and repulsion be¬ 
tween, f2, p76 
Cone, c.g. of. fl, pi 16 
Conical tube, discharge through, fl, pl92 
Connecting cells in multiple or parallel, f2, 
p24 

Connections, ammeter, f2. p87 
Connections for dynamo, f2, ppll9, 120 
for motor, f2, pl24 
for voltmeter, fi2, p89 
Constitutional formulas, f3, pl26 
Continuous current {Def.), fi2, pp7, 9 
Contracted vein, fl, pi90 
Contraction, Coefficient of, fl, pl90 
Copper, f3, pl02 
Copper alloys, f3, pl03 

conductor ^any shape), resistance of, 
f2. p48 

sulphate, f3, pl03 
wire, resistance of (table), f2, p47 
rule for resistance of, f2, p47 
table of carrying capacity of, f2, 

p62 

Cordite, f3, pl44 
Core (of magnet), f2, p80 
Corrosive sublimate, f3. plOO 
Corundum. f3, pl09 
Cost of lighting. f2. pi52 

of operating motor, f2, pl62 
per kilowatt-hour, f2, pl52 
Coulomb {Def.). f2, pll 
Counter e.m.f., f2, pl24 
Counterclockwise rotation, fl, p21 
Couple, moment of a, fl, p29 
Couples, fl, p28 

Couples and momenta, differenee between, 
fl. p30 

Crown gear, fl. p90 
filler. f3. p74 

Crowning or crown of pulley, f 1. p80 
Current, alternating {Def.), f2, p9 
direct or continuous, f2, p8 
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Current, direction of induced, (2, p97 
(mutual induction), $2, pl05 
field, Bouroee of, |2, pi 17 
flow of, direction of, (2. pl4 
induced (Def.), (2, p07 
direction of. (2, pl()4 
three ways of generating, $2, plOfi 
pulsating, (2, pill 
strength of, §2, pll 
(dynamo), $2, pi 16 
Current electricity (/>«/.), (2, p7 

induced by mechanical work, $2, pl02 
in shunts, calculation of, fi2, p22 
Curved line, c.g. of, 51. pl05 
Cut-outs, automatic, 52, p3.3 
Cyanides, 53, p99 
Cyanogen, 53, p99 
Cycle (/>«/.). 52, p9 
Cycloidal system of gear teeth, 51. p30 
Cylinder, truncated, c.g. of. 51. pll3 

D 

D’Arsonval galvanometer, 52, p84 
Definite proportions, law of, 53, p31 
Degrees, electrical, 52, pl35 
Dehydrating {Def.), 53, p21 
Deliquescent {Def.), 53, plO 
Density, flux, 52. p73 
Detector galvanometer, 52, p90 
Dextrine, 53. pl50 
Dextrose, 53, pH9 

Diagrams of motion, scales of, 51. pl32 
Diameter of pipe for given discharge, 51. 
p204 

Diametral pitch, 51, p8^ 

Diazo-benzene chloride, 53, pl64 
Diazo compounds, 53. pl64 
Diazonium, 53. pi64 
Differential pulley, 51. P^ 

Dilute solution ^/>«/.), 53, p6 
Diluting acids with water, 53, p6 
Direct current {Def.), of, 52. p9 
Direct-current dynamos, 52, pl07 
motor, voltage of, 52, pl24 
motors, 52 . pl21 

Direction of current in conductor, 52, p76 
(mutual induction), 52. pl06 
induced current, 52. pp97, 104 
lines of force around conductor, 52 , 
p75 

movement of conductor, 52 , pi22 
rotation of synchronous motor, |2, pi38 
Discharge, actual velocity of (pipes). 51, 
pl97 

coefficient of, 51 . pl^l 
given, diameter of pipe for, 51. p204 
units of, 51 . pl85 
Discharge from long pipe. 51, p202 
from short pipe, 51 . p202 
from very short pipe, 51 . pl^ 


Discharge, head to produce, 51, p203 
Discharge through conical tube, 51. Pl02 
through nossle, 51, pl93 
through short tube, 51 , plOl 
through standard orifice, 51 , plOl 
Discharging a storage battery, 52, p5S 
Distillate, 53, pl45 
Distillation, fractional, 53, pl45 
Divalent {Def.), 53, p39 
Divided circuits, 52, p22 
Dolomite, 53, p75 

Dolumites, magnesium and calcium, 53, p7.5 
Double-curved tooth, 51 , p86 
Double linking, 53, pl56 
salts {Def.), 53. p57 
thread, 51 . p73 
wedge, 51, p70 
Driers (paint.) 53. pi 13 
Driven, or driven pulley, 51, p8^ 

Driver, or driving pulley, 51, P80 
Drop, lino, 52, p53 
Dry cells, 52, p56 
Drying oils, 53, pi 12 

Dutch process of preparing white lead, 53, 
pllO 

Dyad {Def.), 53, p39 
Dynamic electricity {Def.), 52, p7 
Dynamics {Def.), 51, ppl, 131 
Dynamo {Def.), 51, ppl, 131 

bipolar and multiple, 52, pi 13 
magnetic circuit in, 52, pi 14 
number of I>rushe8 for, 52, pi 13 
parts of, 52 , pn2 

Dynamo connections, 52, ppl 19, 120 
windings, 52, ppl 19, 120 
Dynamos, compound-wound, 52. pl20 
direct-current, 52, pi07 
self-excited, 52, pi IS 
separately-excited, 52, pi 17 
series-wound, 52, pi 19 
shunt-wound, 52. pi 18 
Dyne {Def.), 51, pl72 

E 

Earths, alkaline {Def.), 53, p48 
Efficiency. 51, p96; 52, p38 

computing, by first method, *51, p07 
second method, 51 , p98 
mechanical, 51, p98 
Efficiency of motors, 52, pi28 
of transformer, 52- pl47 
Efflux, coefficient of, 51, pl91 
velocity of. 51, pl86 
Electric bell, wiring for, 52, p82 
charges, 52 , p6 
circuit {Def.), 52. p8 
circuits, 52 , pl8 
stress, 52. p3 

Electrical degrees, 52. pl36 
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Eleotrioityi current or dynamic. |2. p7 
flow of, |2. pO 
nature of, |2, p2 
positive and negative, |2, p4 
static or frictional, f2, p3 
voltaic or galvanic (/)«/.), {2, pl9 
Electrode (/>«/•). |2, p7 
Electrodes, consumption of, |2. p57 
Electrolysis {Def.), §2, pl20; |3, pp9 
bleaching by, |3, p87 
Electrolyte (De/.), |2 p8, 13, pO 
Electrolytic bleach, |3, p87 
processes, |2, pi20 
Electromagnetic induction, |2, p07 
Electromagnetism, |2, p74 
Electromagnets, (2, p80 
strength of, |2, p81 
Electromotive force (De/.), |2, pl3 
Electro-plating, |2, pl29: |3, p98 
Element {Def.), f3, p4 
primary {Def.), |2, p7 
Elements, abbreviations of names of 
chemical, f3, pp30, 50 
Elevation, angle of, |1, pl40 
Emery, |3, plOO 
E. M. F., or e. m. f., f2, pl4 
counter or back, f2, pl24 
induced, value of, {|2, pi 15 
of cells in series. 12, p20 
Empirical formulas {Def.)% |3, pl25 
Emubion {Def.), |3, p53 
Endless screw, |1, p76 
Energy, forms of, |2, p38 
units of, 11, pl71 

Energy and work, relation between, |1, 
pl71 

Epsom salts, 13, p75 
Equations, chemical, 13, p44 
Equilibrant {Def.), 11, pl9 
Equilibrium, neutral, 11, pi24 
stable and unstable, 11, pl23 
static. 11, pl23 

of concurrent forces, law of, 11, p30 
Equivalent head, 11, plSS 
Erg {Def.), |1. pl72 
Esters, 13, pl54 
Etching glass, 18, p77 
Ethane, 13, pl30 
Ethereal salts, 18, pl54 
Ether, general formula for, 18, pl43 
properties of. 18, pl43 
Ethers, |3, pl41 

compound, |3, pl43 
Ethyl, 13. pl33 
Ethyl alcohol. |3. ppl84,185 
ether, 18,.pl48 
Eudiometer, |8, pi 6 
Experiments, chemical, |S, p5 

precautions to be observed in, |3, p5 
Extenders (paint), |3, pill 
External circuit (W,)* |2 pp8, 99 


F 

Face of pulley, 11, p80 
Factor, power, {2, pl50 
Fall block {Def.), 11. p50 
Falling bodies. |1, ppl44<'150 
formulas for, 11, pl45 
Fats, animal and vegetable, 13, pl46 
Fatty acids. |3, pi39 
table of, 13, pl41 
Feldspar, 13, p52 
Ferrosilicon, 13, pl20 
Field, building up, 12, pi 19 
magnetic, 12, p71 

revolving, of induction motor, 12, pl41 
strength of, 12, p72 
(dynamo), 12, pi 10 
Field density, 12, p72 

excitation, alternator, 12, pl30 
of dynamo {Def.), 12, pi 12 
Filler (for paper), 13, pl21 
Final velocity, 11, pl34 
Fire damp, 13, pl20 

point (of oil;, 13, pl48 
First-class lever, 11, p33 
First law of motion, 11, p3 
Fixod-and-meter rate, 12, pl53 
Fixed pulley, 11, p47 
Flash point (of oil), 13, pl48 
Flow of current, direction of, 12, pl4 
of electricity, meaning of, 12, p9 
Flowers of sulphur, 13, p64 
Fluid friction, 11, pOl 
Fluorine, 13, p76 
Fluor-spar, 13, p76 
Flux {Def.). 13, p93 
magnetic. |2, p73 
Flux density, 12, p73 

Flywheels and disks, centrifugal force of, 
11, pl65 

Follower {Def.), 11, p82 
Fool’s gold {Def.), 13, p91 
Foots {Def.), 13. pi 12 
Force, centripetal and centrifugal. 11, pl63 
components of a, 11, pl6 
dynamical formula for, 11, pl53 
lines of, 12, p70 

direction of, 12, p70 
around conductor, 12, p75 
representing, by a line, |1, pi 
Force polygon, 11, pl3 
Forces, central, 11, pl63 
comparison of, 11, pi 
composition of, |1, p5 
concurrent, |1, pl7 

law of equilibrium of concurrent, |1, p30 

parallelogram of. 11. p7 

polygon of, 11, pl2 

resolution of, |1, pl4 

resulUnt of parallel, |1, p26 

Uianglf of, |1, plO 
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Formaldehyde, (3, pi 38 
Formalin, |3, pl38 
Formic acid, {3, pl30 
aldehyde, fi3, pl38 
Formulae, constitutional, |3, pl25 
empirical, (3, pl25 
molecular, $3, p34 
Formulas, structural, |3, pp39, 126 
Fractional condensation, $3, pl46 
distillation, (3, pl45 
Frequency ^De/.), (2, pl34 
and alternations, (2, pl33 
Frictional electricity, |2, p3 
Friction, angle of, $1, p93 
cause of, $1, p91 
coefficient of, |1, p92 
coefficients of (water;, table of, |1, pl99 
effect of on motion, fl, pl39 
fluid, fil, p91 
journal, (1, p95 
kinds of, (1, p90 
rolling, §1, pp91, 9fi 
sliding, (1, p91 
Fructose, |3, pl49 
Fruit sugar, }3, pl49 
Frustum, c.g. of, (1, pi 17 
Fulcrum (Z>e/.), {1, p3S 
Functions (Def.), (1, p201 
Furnace, blast, (3, p91 

reverbertory or puddling, |3, p96 
Fuses, f2, p52 

G 

Galena. (3, pp63, 103 
Gall nuts, $3, plOO 
Galvanic electricity (Def.), (2, pl9 
Galvanised iron, (3, p98 
Galvanometer, D'Arsonval, f2, p84 
detector, {2, p90 
Galvanometers, }2, p84 
Gauge pressure, fil, pl80 
Gas engines, principle of, f3, pi 18 
making, 13, pi 15 
Oas-retort carbon, f3, pi 17 
Gear, crown, fl, p90 
worm, fl, p90 

Gear teeth, cycloidal and involute, fl, p86 
double and single curved, fl, p86 
shape of, fl, p86 
trains, fl, p88 
wheels, or gears, fl, p34 
Gears, bevel, fl, p89 
helical, f 1, p90 
internal, or annular, fl, p90 
pitch of, fl, p85 
spiral, fl, p90 
velocity ratio of, fl, p86 
Generators, alternating-current, f2, pi29 
Glass, etching of, f3, p77 
Glucose, f3, pl49 
Glycerides, f3, pl37 


Glycerine, f3, pl37 
Glyceryl, f3, pl37 
Gold, f3, pl09 
fool’s, f3, p91 

Grain alcohol, f3, ppl34, 135 
Gram molecule (Def ), f3, p49 

molecular volume (Def.), f3, p49 
Grape sugar, f3, pl49 
Graphite, f3, pi 16 
artificial, f3, pi 16 
Graphitic carbon, f3, p94 
Graphitoid silicon, f3, pi20 
Gravity, center of, fl, p99 
of lines, fl, ppl(X)~105 
plane areas, fl, pplOfi-'llS 
solids, fl, ppl 15-119 
Grease-proof papers, f3, pi53 
Green vitriol, f3, p99 
Gums, f3, ppl48, 150 
Guncotton. f3, ppl44, 151 
Gypsum, f3, pp22, 63, 74 
(in paint), f3, pi 12 

H 

Halogens, the, f3, p76 
Head, equivalent, fl, pl88 
hydrostatic, fl, pl87 
loss of, fl, pl96 

Head to produce given discharge, fl, p203 

Heavy carburetted hydrogen, f3, pl29 

Helical gears, fl, pOO 

Helix (De/.), fl, p71 

Hematite, f3, p91 

Heptad {Def.), f3, p39 

Heptavalent (Def.), f3, p39 

Hexad {Def.), f3, p39 

Hexane, f3, pl30 

Hexavalent {Def.), f3, p39 

Homologous series, f3, pi20 

Horsepower, fl, pi74 

formulas for. fl, plSl 
metric, fl, pl76 

Horsepower and kilowatt, relation between, 
f2, p40 

Horsepower-hour, §1, pi83 
Horsepower-year, f2, pl63 
Hurtful resistances, fl, p97 
Hydracid {Def.), f3, p76 
Hydrate {Def.), f3, p48 
Hydrated cellulose, f3, pi 52 
lime, f3, p71 

Hydrates of paraffin ra^l’oals, f3, pl88 
Hydration {Def.), f3, p2l 
Hydraulics {Def.), fl, pl84 
Hydrobensoio acid, f3, pl62 
Hydrocarbons, f3, pi 27 
saturated, f3, pi55 

single, double, and triple linking, f3, 
pl56 

uDsaturated, f3, p)65 
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Hydroohlorio acid* use of in bleaching, 
13, p85 

Hydrocyanic acid, |3, plOO 
Hydrodynamics (1, pl34 

Hydrofluoric acid. f3, p76 
Hydrogen, derivation of word, |3, p8 
peroxide, (3, p42 

as bleaching agent. |3, p82 
Hydrokinetios (Z></.). §1. pl84 
Hydrolysis (Dc/.), |3, pl64 
Hydrostatic head, |1, pl87 
Hydroxide (/)</.). (3, p48 
Hydroxybenxoic acid, f3, pl62 
Hydroxyl, |3, pp88, 131 
(Dc/.). S3. pp48, 61 
Hydroxyl group, S3, p61 
Hygroscopic water (/)</•)• S3f p22 
••Hypo” (/>«/.), S3. p8fl 
Hypothesis S3, p28 

Hypothetical metal. S3, p64 

I 


Idle gear, SI# p87 
Idlers (gears;, Sli p37 
Ignition, loss on S3, p74 

Impulse (force). Sit pl23 
Incandescent lamp, S2, p62 
Inclined plane. SIi p33 
discussion of, SI* pfl7 
motion on, SI* plfll 
velocity ratio of, SI* POA 
Indicator Def.), S3, p47 

(steam-engine), SI* pl78 
Indicator diagram, SI* pl78 
Induced {Def.), S2, pflO 
Induced current (Def.), i2, p97 
direction of, S2* 104 
three ways of generating, S2. plOfl 
Induced e.m.f., value of, S2, pi 16 
Inducing current in closed coil, S2, plOO 
Induction, electromagnetic, S2, p97 
magnetic, S2, p68 
mutual, S2. pl06 
self. S2* Pl04 
induction motor, S2, pl04 

revolving Add of, S2. pl41 
Initial velocity, SI* Pl33 
Inks, blue-black, S3, plOO 
invisible. S8, plOO 
writing, SS, pKX) 

**in phase,” meaning of, S3, pl40 
Input (Di/.). S2* p39 
Instantaneous center, |1, pl63 
Insulators, as appUed in electricity ilhf.), 
S2, pp6, 43 

Internal circuit (Ds^.), S2. pp8, 99 
gears, SI, p90 
Interpolation. |1, p301 
Involute system of gear teeth, |1, p86 


Iodine, properties of, S3, p78 

use of in testing bleach, S3, p78 
Iodoform, S3, pl38 
Ion {Def.), 13, p60 
Iron, cast, S3, p96 

compounds of, S3, p98 
effects of impurities on, S3, p04 
galvanized, S3, p98 
nickel-plated, S3, p98 
properties of, S3, p90 
spathic, S3, p91 
Isomeric. S3. pl33 
Isomerides, S3, pl33 
Isomers, S3, pi32 

J 

Jackscrew, SI* p76 
Japan driers, or Japans, S3, pi 18 
Joint, toggle or knee, SI* p77 
Joint resistance, S2* p20 
Joule (Def.), SI. pl73; S2. p36 
Journal friction, SI* p96 

K 

Ketones. S3, pl43 
Ketoses, S3, pl49 

Kilowatt and horsepower, relation between 

52. p40 

Kilowatt (Def.), SI. pl76; S2. p37 
Kilowatt-hour (Def.), SI. pl83: S2* p37 
cost per, S2, pi62 
Kinetics (Def.), SI. pl31 
Knee joint, SI* p77 

L 

Lakes (color compound) S3, p68 
Lamp, incandescent, S2, p62 
Lamp black, S3, pll7 
l4iw (Def.), S3, p28 

Avogadro's, S3. pl8 
Ohm's. S2. pl7 

Law of atoms in chemical equations, S3. p46 
of definite proportions, S3, p31 
of equilibrium of concurrent forces. SL 
p20 

of motion, SI, p3 
of multiple proportions, S3. p3d 
Lead, S3, pl03 
red, S3. pl06 
sugar of, SS. pl06 

Lead accumulator, chemical reaotionB of, 

53, pl05 

accumulators, S2, p60 
acetate, S3, pl06 
alloys. S3. pKM 
carbonate. |3, pl07 
chromate. §3. pl06 
monoxide. |3, pl05 
nitrate. S3, plOO 
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Lead peroxide, or dioxide, (3, pi05 
pipe, $3, pl04 
sulphate, $3, pl05 
Leakage, magnetic, (2, p83 
Left-hand rotation, (1, p21 
thread, (1. p73 
Lever, analysis of the, (1, p34 
compound, §1, p42 
law of the, $1, pp34, 30 
of safety valve, (1, pl22 
Levers, classes of, $1, p33 

straight and bent, $1, p41 
Levulose, $3, pl49 

Light carburetted hydrogen, S3, pl29 
Lighting, cost of, §2, pl52 
Lignin, $3, pl50 
Ligno-cellulose, $3, pl50 
Lime {,Def.), §3, p70 
(in soap), P&3 
chloride of, S3i p83 
hydrated, S3, p71 
milk of, S3, p71 
slaked, S3, p71 
sulphate of, S3, p74 
Lime burning, S3, p71 

compounds (De/.), S3, p20 
Limestone as raw material, $3, p70 
Limestones, magnesium, S3, p75 
Lime water, $3, p71 
Line, atmospheric, SL Pl78 
curved, c.g. of, SL pl05 
medial (DeJ.), SL pl06 
Line drop (/>«/•), S2, pp3L A3 

and line loss, relation of voltage to, 
S2, p54 
loss, S2, pA3 
of action, SL pi 

Lines, center of gravity of, SL pplOO- 
105 

Lines of force (magnetic), S2, p70 
direction of, $2, p70 

around conductor, S2, p75 
Linoleate boiled ^Def.), S3, pi 13 
Linseed oil, S3, pi 12 
Liquid ozone, caution regarding, S3, p82 
Litharge, S3, pi05 
Lithopone, S3, plU 
Load (Def.), SL p33 
Loading (in paper), S3, pl21 
Loadstone (De/.), S2, p05 
Long pipe, discharge from, SL pl99 
Long tube (De/.), SL pl98 
Loss, line, S2, p53 
Loss of head, SL pl96 
of potential, S2. p31 
on ignition {Def.), S3, p74 
Losses, Copper or HR, S2, pl27 
conductor. S2, p43 
core, S2t pl28 

friction and windage, S2, pl27 
motor, S2. pi27 


Lubricating oils, qualities of, S3, pl47 
Lubrication, theory of, S3, pl48 
Luster cellulose, S3, pi52 

M 

Machines, simple, SL p33 
Magnesium, properties of, S3, p75 
Magnesium limestones, S3, p75 
sulphite, S3, p76 
Magnesite, S3, p75 
Magnet {Def.), S2, p65 
armature of, S2, p73 
natural and artificial, S2, p05 
permanent, $2, p66 
temporary, S2, p60 
Magnet poles. S2, p60 
Magnetic field, $2, p71 
circuit. S2, p71 

in dynamo. S2, pi 14 
field around conductor, S2, p74 
flux, S2. p73 
induction. S2, pb8 
leakage, $2, p83 
substances. S2. p(>9 
Magnetism, distribution of, S2, p67 
nature of. §2. p73 
Magnetite, §.‘1, p91 

“Making” the circuit {Def.), S2, pl05 
Malachite, S3, pl02 
MaI^ganese, S3, plOl 

effect of, on iron, S3, p94 
Manganic acid, S3. plOl 
Marble {Def.), S3, p70 
Margaric acid, S3, pi47 
Margarin, S3, pl4G 
Marsh gas, S3, pi29 

Matter, chemical and physical properties 
of, S3, p3 

Maxwell {Def.), S2, p70 
Mean effective pressure, SL pi79 
velocity (of discharge), SL pl84 
Measuring resistance, S2, p92 
Mechanical etticiency, SL r»08 
Mechanics {Def.), SL pi 
Medial line {Def.), SL plOO 
Meg or mega (prefix), meaning of, S2, p49 
Megohm {Def.), S2, p40 
Mercerization, S3, pl52 
Mercuric chloride, S3. pl09 
sulphide, S3, pl08 
Mercurous chloride, S3, pl09 
Mercury, S3, pi08 
Mesitylene, S3, pl57 
Meta compounds, S3, pi00 
Metal, hypothetical, S3, p54 
Metallurgy {Def.), S3, p91 
Metals {Def.), S3, pp40, 87 
Metamerides, S3, pi01 
Metamerism, S3, pi01 
Metanitraniline, S3, pi 03 
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Meter, venturi, |1, pl94 
Meter-kilogram (i)e/.), U» pl73 
Metere, watt and watt-hour, f2, p80 
Methane, §3, pl29 
Methane eeries, |3, pl30 
Methyl, §3, pl31 
Methyl alcohol, f3, pl34 
ether, |3, pl42 
hydrate, |3, pl34 
■alloylate, |3, pi02 
Metric horsepower, |1, pl70 
Mho (De/.), |2, p24 

Mior or micro (prefix), meaning of, |2, p40 
Microhm \,Def,), (2. p40 
Milk of lime, |3. p71 
Mils and circular mils (De/.), (2, p45 
Mineral oils, (3, pl44 
Mixture (De/.), S3, p4 
Molecular formulas, S3, p34 
volume, gram, S3, p40 
weight (De/.), S3, p30 
Molecule (De/.), S3, pl7 
gram (De/.), S3. p40 
sise of, S3, pl8 
Moment, SI* p22 

resultant, Sl« p23 

Moments and couples, difference between, 

51, p30 

Moment arm, Sli p24 
of a couple, Sit p29 
Moments, axis of. Sit pl02 
center of, Sli p22 
origin of. Sit p23 
unit of measurement of. Sit p22 
Momentum, Sit pi54 
unit of, Sit plfifi 
Monad (De/.), S3, p30 
Monooarboxybensene, S3, pi92 
Motion, generating by weights. Si, pl55 
on inclined plane, Sit plOl' 
three laws of. Sit p3 
Mother of vinegar, |3, pl41 
Motor, adjustable-speed, S2, pi27 
commutator of, S2t pl33 
cost of operating, S2, pi52 
direct-current, voltage of, S2, pl24 
direction of rotation of synchronous, 

52, pl38 

induction, S2, pi39 
relation of capacity to load, S2. pl28 
revolving field of, S2, pl41 
series, speed of, S2, pl25 
single-phase, S2t pi44 
speed of synchronous, S2, pl38 
squirrel-cage, |3, pl43 
shunt, speed of. |2, ppl24, 126 
synchronous, disadvantages of, |S» 
plS8 

Motor connections, S2, pl34 
losses, S2. pl27 
rotates, why a, |9« pl28 


Motor windings, |2, pl24 
Motors, direct-current, S2, pl21 
efficiency of, S2, pl28 
Movable pulley, Sli p49 
Multiple circuits, (2, p21 

resistance of, (2, p22 
connections, use of, §2, p33 
proportions, law of, (3, i>36 
thread. $1, p73 
Multipolar dynamo, {2, pi 13 
Mutual induction, |2, pl05 

N 

Naphthalene, |3, pl63 
Naphthol, (3, pl63 
Nascent (De/.), $3, p42 
Natural magnets, |2, p65 
Negative electricity, $2, p4 
Neutral equilibrium, §1. pl24 
line (of magnet), (2, p68 
Neutralise (De/.), 13, p49 
Nickel, occurrence of, §3, plOl 
Nickel-plated iron, §3, p08 
Nickel-steel, 13, p07 
Niter (De/.), 13, p74 
cake (De/.), 13, p74 
Nitrated (De/.), 13, p44 
Nitrocellulose, 13, pp44, 144 
Nitrogen, properties of, 13, p43 
Nitroglycerine, 13, pl37 
Nitroxyl, 13. pl31 

Nomenclature, chemical, 13, pp65, 90 
of organic compounds, 13, pl32 
Non-conductors (De/.), 12, p6 
Non-inductively. winding coil, 12, p04 
Non-iuagnctic substances, 12, p09 
Non-metals (De/.), 13, p46 
North pole (De/.), 12, p66 
Nosslc, discharge through* 11* pl93 
Nut (De/.), 11, p72 
Nut galls, 13, plOO 

O 

Ochera,13, p90 
Octad (De/.), 13, p39 
Octavalent (De/.), 13* p39 
Ohm (De/.), 12, pl6 
Obmmeters, 12, p90 
Ohm's law, 12, pl7 

applied to parts of circuit, 12, p28 
Oil. boiled, 13, pi 13 

china wood, soya bean, tung, 13, pi 13 
linseed, 13, pi 12 
Oils, asphaltic, 13, pi44 
drying, |3, pi 12 
mineral. 13, pi44 
qualities of lubricating, |3, pl47 
used in vehicles, 13, pi 12 
Oleic acid, 13* pl41 
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Olein, |3. pUS 

Open-chain compounds* |3, pl28 
Open circuit (Def.)* {2* p8 
Open-hearth process, S3, p95 
Ordinates, (1, plOl 
Ore (Z>«/.), |3, p43 
Organic bases, (3, pl37 

compounds, nomenclature of, f3, pi32 
substances (3, pi 14 

Orifice, sise of, (1, pl88 

in bottom of vessel, |1, pl88 
standard (De/.), (1, pl89 
discharge through, |1, plOl 
Origin of moments, §1, p22 
Orr’s white, (3, pill 
Ortho compounds, |3, pldO 
Orthonitraniline, (3, plfiS 
Output (De/.), (2, p39 
Oxidation (Def.), |3, p42 
Oxide (De/.), S3, p43 
Oxidising agent (De/.), S3, p43 
Oxy-oellulose, S3, pi53 
Oxygen, derivation of word, S3. p8 
properties of, S3, p41 
Osone, S3, p42 

as bleaching agent, S3, p81 
caution regarding liquid, S3. p82 

P 

Paints and painting, S3, pi 10 
Palmatin, S3, pl46 
Palmitic acid, S3, pHl 
Papermaker’s alum, $3, pi 10 
Papers, grease-proof, 83, pi53 
Para compounds, 83, pi60 
Paraffin series, S3, pi30 
waxes, S3, pl30 
Paraffins, S3, pl30 
Paraformaldehyde, S3, pi40 
Parallel circuits, S2, p21 

resistance of, S2, p22 
connections, use of, S2. p33 
Parallelogram of forces, SI, p7 
Paranitraniline, or paranitroaniline, S3, 
pl63 

Parchment, vegetable, S3, pl53 
Path of a body, S^, p32 
Pentad (De/.), S3. p39 
Pentane, S3, pl30 
Pentavalent (De/.), S3. p39 
Permanent magnet, 82, p66 
Permanganate of potash, S3, plOl 
Permanganic acid, S3, plOl 
Petroleum, crude, S3, pl45 
Phen, use of as prefix, S3, pl58 
Phenol, S3, ppl40. 159 
Phenyl (De/.), S3, pl59 
Phenylamine, S3, pi62 
Phenylbensene, S3, pl61 
Phosphorus, effect of, on iron, S3. p94 
12 


Pickling iron, S3. p98 
Pig iron, S3, p94 
Pigment (De/.), S3, pi 10 
Pigments, colored, S3, pi 12 
Pinholes in galvanised iron, S3. p98 
Pinion (gear), SI, p90 
Pipe, short, 81, Pl90 
very, short, SI, pl98 
Pitch, circular and diametral, SI, p35 
Pitch circle (De/.), SI, p84 
of gears, SI, p35 
(of screw), $1, p71 
Plane, inclined, SI, p63 
Plane area, o.g. of any, SI, pl 11- 
Plaster of Paris, S3. pp22, 74 
Plasticity (of clay), S3, pl21 
Plumbago, S3, pllO 
Poisons, catalytic, S3, p70 
Pole (De/.), S2, p7 
Pole-piece (De/.), %2, p70 
Poles, commutating, S2. pl21 
north and south, S2, p66 
of a magnet, S2. p60 
determining, S2, p07 
solenoid, S2, p80 
Polygon, force, §1, Pl3 

regular, c.g. of. Si, pl06 
Polygon of forces, SI, pl2 
Polyphase (De/.), S2, pl87 
Polymers, S3, pl33 
Ponolith, S3, pill 
Positive electricity, S2, p4 
Potable water, S3, p26 
Potash (De/.), S3, p47 
Potash lye, S3, p61 
Potassium, properties of, S3, p52 
Potassium ferrocyanide, S3, plOO 

hydrate or hydroxide {De/.), S3, p47 
permanganate, S3, plOl 
as bleaching agent, S3, p63 
Potential (De/.), S2, pl2 
loss of, S2, p31 
Powder, bleaching, S3, p83 
Power, block, S2, pl53 

buying and selling, SI, pl32 
electric, S2, pl51 ^ 

formulas containing P, S2, p41 
or force (De/.), SI, p33 
(rate of doing work), SI, Pl74 
real and apparent, of alternating 
current, S2, pl48 
theoretical, SI, p96 
units of, SI, Pl74 
Power arm (De/.), SI, p33 
factor, 82. pl50 

Precipitate, precipitation, precipitant, S3. 
p2d 

(De/.), S3, p72 

Prefixes hyper, hypo, per, etc., S3, p66 
Pressure, absolute and gauge, SI, Pl30 
mean effective, SI, Pl79 
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Primary cells, f2, p56 
coil, f2, pl05 

element or cell (/)</.)• I2, p7 
of induction motor, |2. pi30 
Prismoid, rectangular, c.g. of, |1, pI17 
Profile, tooth, (1, p86 
Proiectiles, (1, pl47 
Proof spirit, f3, pl36 
Propane, (3, pl30 
Propionic acid, |3, pl41 
Propyl, |3, pl32 

Pruasiate of potash, yellow, |3, plOO 
Prussic acid, §3, plOO 
Puddling furnace, }3, p06 
Pulley (D«/.). |1. P47 
compound, fl. p56 
crowning or crown of, |1, p30 
differential, fl, pfiO 
face of, fl, p80 
fixed, fl. p47 
movable, fl, p40 
Pulley block, fl, p48 
Pulleys, belt, fl, p80 

combination of, fl, pfi2 
driver and driven, f 1, p80 
speed ratio of. fl. p81 
velocity ratio of, fl, p88 
Pulsating current, f2, pill 
Pyramid, c.g. of, fl, pllfi 
Pyrites, iron. f3, ppfi3, 91 
Pyroligencous acid, f3, pl34 

Q 

Quadrilateral, c.g. of any, fl, pllO 
Quadrivalent (i>e/.), f3, p30 
Quarts, f3, pl20 
Quicklime, f3, p71 
Quicksilver, f3, pl08 
Quinol, f3. plOO 
Quinquivalent {Def.), f3, p39 

R 

Rack (gear), fl, pOO 
Radial acceleration, fl, pl53 
Radical (chem.), f3, p48 

Radicals (organic), f3, pl31 
Radius of curvature, fl, pl32 
Range of projectile, fl. pl47 
Rate, flxed-and-meter, f2, pl53 
Ratio, velocity, fl. p38 
Reaction, chemical, f3, p4 
Real power (Ds/.), (alt. cur.), f2, pl50 
Reoalescence, f3, p96 
Rectangle, c.g. of, fl, plOO 
Red lead, f3, plOO 
Reduced (I)e/.)» (chem.), fS, p42 
Reducing agent f3, p43 

Reduction (Oe^.), (chem.), f3, p48 
Regular polygon, e.g. of. fl. plOO 
Residual volts (I>sf3* |3, pllB 


Resinate boiled (De/.j, f3. pi 13 
Resistance (electrical) (D^.), f2, pi6 
effect of temperature on, f2, p50 
joint, f2, p26 
measuring, f2, p92 

with ammeter and voltmeter, f2, p05 
of ammeter, internal, f2, p87 
copper wire, rule for, f2, p47 
of copper wire (table), f2, p47 
of copper conductor (any shape). f2, p48 
multiple circuits, f2, p22 
parallel circuits, f2, p22 
series circuit, f2, p20 
various materials, f2, p50 
voltmeter, f2, p88 
Resistance hot (De/.), §2, p90 
Resistances, hurtful, fl, p97 
Resolution of forces, fl, pl4 
velocities, fl, pl41 
Resorcinol, f3, pl60 
Resultant (i>e/.), fl, pO 

of parallel forces, fl, p26 
of velocity, fl, pl42 
Resultant moment, fl, p23 
Retardation, fl, pl33 
Retorts (in gas making), f3, pllfi 
Reverbortory furnace. f3, p96 
Revolving field alternators, f2, pl34 
field of induction motor, f2, pl41 
Rheostat, f2, p92 

slidingocontaot, f2, p92 
starting, f2, pl26 
Right line, c.g. of, fl, plOl 
hand, rule of, f2. p98 
Right-hand rotation, fl, p21 
thread, fl, p73 
Ring, bonsene, f3, plfi8 

explanation of (chem), f3, pl57 
Rings, collecting, or slip (Def.), f2, pl07 
Roasting lead ore, f3, pl03 
Rolling friction, fl, pp91, 95 
Root circle fDe/.), fl. p84 
Rosin. f3, pp33, 53 

Rotation, left-hand, or counterclockwise, 
fl. P21 

right-hand, or clockwise, fl, p21 
Rotor (DeJ.), f2, ppl34. 139 
Rubber, vulcanising of, f3, p6fi 
Rubbing surface, fl, pl84 
Rule of the right hand, f2, p88 

S 

Safety-valve lever, fl, pl22 
Sal (• salt), f3. pfiA 
ammoniao, f3, pfifi 
soda, f3, pfifi 
volatile, f3, pfifi 
Saleratus, f3. pfifi 
Salicylates, f3, plfi2 
SaUeyUo acid. fS, plfi2 



INDEX 


179 


Salt <,Dtf.), iS. p55 

normal or neutral, |3, p56 
Salt cake iDef.)^ }3, p73 
Salts, double ^Def.), {3, p57 
Epsom, §3, p75 

having prefixes mon, bi, and tri, (3. p5d 
Saponification, $3, pl47 
Saturated (molecule) {Def.), (3, pl28 
hydrocarbons, §3, pl55 
Scales of diagram, $1, pl32 
Screw, (1, p71 

endless, fl, p76 
velocity ratio of, (It p74 
Screw jack, fil, p75 

thread (Def.), $1, p71 
threads, classification of, Ui p72 
Second law of motion, (1, p3 
Secondary cells, (2, p58 
coil, (2, pl05 

of induction motor, §2, pl30 
Second-class lever, (1, p34 
Sector, c.g. of, $1, pill 
Segment, c.g. of, $1, pill 
Self-excited dynamos, $2, pi 18 
Self-induction, (2. pl04 
Semicircle, c.g. of (arc), $1, pl05 
Semi-rectangular trapezoid, c.g. of, $1, pi09 
Separately-excited dynamos, §2, pi 17 
Septivalent {Def.), 53, p39 
Series, benzene, or aromatic, fi3, pi57 
e.m.f. of cells in, (2, p20 
homologous, 53, pl29 
methane, 53, pi30 
paraffin, 53, pl30 

Series and parallel circuits, combination of, 
52. p30 

circuit, 52 . pl9 

resistance of, 52, p20 
connections, use of, 52. p32 
motor, speed of, 52, pl25 
Series-wound dynamos, 52, pi 19 
Sexavalent {Def,), 53, p39 
Sharp V thread, 51 1 p72 
Sheave (Def.), 51, p48 
Sheet tin, 53. pl08 
Short circuit {Def.), 52, p43 
pipe {Def.), 51 , Pl98 
tube {Def.), 51. pl98 

discharge through, 51. pl^l 
Shunt {Def.), 52, p22 
Shunt motor, speed of, 52, ppl24, 126 
Shunts, current in, 52. p22 
Shunt-wound dynamos, 52, pi 18 
Silica, 53 P.120 
Silicate of soda, 53. pl21 
Silicates, 53. pl20 
Silicon, effect of, on iron, 53. p94 
three forma of, 53, pl20 
Silk, artificial. 53. pp44. 152 
Simple machinea. 51. p33 
auUda, c.g. of, 51. pll5 


Single thread, 51. p73 
wedge, 51 . p70 
Single-curved teeth, 51. p86 
Single-phase alternator {Def.), 52, pl30 
motor. 52 , pl44 
Smalts {Def.), 53, p89 
Slag {Def.), 53 . p93 
Slaked, water or air, 53. p72 
Slaked lime, 53, pp21, 71 
Sliding friction, 51. pOl 
Slip {Def.), 52 , pl40 
Slip rings {Bef.), 52. pl07 
Soaps, 53 . pl47 

manufacture of, 53, p53 
Soda {Def.), 53, p47 
baking, 53, p56 
washing, 53, p56 
Soda ash {Def.), 53. p72 
lye, 53 , p51 
process, 53, pl53 
description of, 53, p73 
Sodium, properties of, 53, p52 
Sodium amalgam, 53, pl09 
bicarbonate, 53, p66 
bichromate, 53, plOO 
bisulpaite (antichlor), 53, p80 
hydrate or hydroxide {DeJ.), 53 , p47 
permanganate, 53. plOl 
peroxide a.s bleaching agent, 53. p82 
salicylate, 53, pl02 
8ilicatc\ 53 , pl21 
thiosulphate (antichlor), 53, pHO 
Solenoid, 52. p79 
poles of, 52 , p80 

Solid of revolution, c.g. of, 51. pll8 
Solids, center of gravity of, 51. ppll.V-119 
Solution, dilute {Def), 53, p6 
Solvent {Def.), 53, pl9 
South polo {Def.), 52, p60 
Soya bean oil, 53. pi 13 
Spathic iron, 53, p&l 
Speed of series motor, 52. pl25 
of shunt motor, 52, ppl24, 126 
of synchronous motor, 52. pl38 
Speed ratio of pulleys. 51. P31 
Spelter, 53. pl07 
Spiral gears, 51. p90 
Square mils {Def.), 52, p46 
Squirrel-cage motor, 52, pl43 
Stable equilibrium, 51. Pl23 
Stability, 51. pi23 
Standard orifice, 51. pl89 

discharge through, §I pl91 
Stannous chloride, 53. pi08 
Starches, 53, ppl48, 150 
Starting box (for motor;, 52. pl20 
compensators, 52, pl48 
rheostat (for motor). 52 , pl20 
Static {Def.), 52, p5 
Static electricity, 52, p3 
equilibrium, 51. pl23 
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StaUct (D0/.). |1, pi 
Stator (D«/.), |2, ppl84, 139 
Steario aoid, |3, pl41 
Stearin, |3, pl4d 
Steel (D€/.). 13, p05 

acid and basic, |3, p96 
Bessemer, |3, p95 
tempering, |3, p97 
Steeb, alloy, |3, p97 
Stop-down transformer (Def.), 12, pl4fi 
Step-up transformer (Z>e/.), 12, pl46 
Stereochemistry, |3, pl25 
Storage battery, uses of, |2, p69 
cells, |2, p38 

chemical reactions of, 13, pl05 
Straight lever, 11, p41 
Strength of current (f>«/.), 12, pll 
of current (dynamo), 12, pi 16 
of field, 12, p72 
of field (dynamo), 12, pi 16 
Structural formulas. 13. pp3Q, 126 
Sublime and sublimation (£></.), 13. p64 
Suoroses, 13, pi60 
Suffixes ate, io, ite, ous, 13. p66 
Sugar, fruit, 13, pl49 
grape, 13, pl40 
Sugar of lead, 13, pl06 
Sugars, 13, pl48 
cane. 13, pl49 
Sulphate process, 13, pl54 
description of, 13, p73 
Sulphur, effect of, on iron, 18, p94 
flowers of, 13, p04 
occurrence of, 13, p63 
oxides of, 13, p66 
properties of, 13, p64 
Sulphur dioxide, properties of, 13, p67 
use of in bleaching, 13, p86 
trioxide, properties of, 13. p67 
Sulphuric acid, action of, on water, 13, 
manufacture of, 13, p68 
use of in bleaching, |3, p85 
anhydride, 13, p67 
ether, 13. pt42 
Synchronous (Dm/,), 12, pi37 
Synchronous motor; 12, pi87 

direction of rotation of, 12, pl38 
speed of, 12. pl88 
Synthesis (Z>a/.). 13. p66 
Synthetic ohemiatry {IHf.), 13, pl38 

T 

Table of earrying capacity of copper wire 
|2,p63 

Tackle (Daf.), 11, p43 
Tangent (Def.). |1* p93 
Tannic acid, 18, plOO 
lar, 13. pllfi 

products from, |3, ptl6 
Temper eolora, 18. pit 


Temperature, effect of on resistance, 12, p60 
Tempering steel, 13, p97 
Temporary magnet, 12, p69 
Tetrad (Z)s/.). 13, p39 
Tetravalent (Def.), 13, p39 
Theoretical (De/.), 11, p46 
power, 11, p96 
velocity of efflux, 11, pl87 
Theory (De/.), 13, p28 
Thinners (paint), 13, pi 13 
Thio, definition of prefix, 13, p86 
Third law of motion, 11, p6 
Third-class lever, 11, p34 
Thistle tube (Def.), 13, plO 
Thread, multiple, 11, p73 

right-hand or left-hand, 11, p73 
screw, 11, p71 
Threads per inch, 11, p73 
Three laws of motion, 11, p3 
Three-phase alternator (De/.), 12, pl30 
alternator. 12, pl36 
Time effect (De/.), 11, pl64 
Tin, 13, pl08 

block. 13. pl08 
sheet, 13, pi08 
Tin plate, 13, p98 

salts, or crystals, 13, pl08 
Toggle joint, 11, p77 
Toluene, or toluol, 13, pl67 
Tooth profile (De/.), 11, p86 
Torque (De/.), 12, pl41 

unit of measurement of, 11, p22 
Train, gear, 11, p88 
Trajectory, 11, pi 50 
Transformer, efficiency of, 12, pl47 
principle of the, 12, pl46 
step-up and step-down, 12, pl46 
Transformers, 12, pl44 
Translation (Dc/.), 11, p24 
Trapesoid, c.g. of, 11, pl08 
Triad 13, p39 

Triangle, e.g. of, 11, pl07 
of forces, 11, plO 
Trinitrotoluol (T.N.T.), 13, pl61 
Triple linking, 13, pi56 
Trivalent (De/.), 13, p30 
Truncated cylinder, c.g. of, 11, pi 16 
Tube, conical, discharge through, 11, pl92 
long (De/.). 11, pl98 
short (D^f.). 11. pl98 
discharge, through, 11, pl91 
Tung oil, 13, pll3 
Turpentine. |3, pi 13 
driem, 13. pi 13 

Two-phase alternator (De/.), 12, pl30 
alternator, 12, pl85 

U 

Uniform vekwity, representation ol, |1 
pl81 
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Univalent (DeJ.), |3. p39 
Uneaturated hydrocarbons* (3, pl55 
Unstable equilibrium, |1, pl23 

V 

Valence iDef.), $3, p38 
Valerio acid, {3, pl41 

Variable velocity, representation of, $1, 
pl33 

Vegetable fats, (3, pl46 
parchment, S3, pl53 
Vehicle (/>«/.), (3, pi 10 
Vehicles, oils used in, (3, pi 12 
Vein, contracted, $1, pl90 
Velocities, combination of uniform and 
variable, (1, pl43 

composition and resolution of, $1, 
pl41 

Velocity, absolute, SI, pl42 

actual, of discharge (pipes), Sl< pl97 
angular, SI. pl52 
coefficient of, SI. pl90 
final, SI. pl34 
initial, SI. pl33 
mean (of discharge), SI. pl34 
resultant, SI. pl42 
theoretical, of efflux, SI. pl37 
uniform, representation of, SI. pl31 
variable, representation of, SI. pl33 
Velocity due to head, SI. Pl37 
of efflux, SI. pl86 
from long pipe, SI. pl08 
from long tube, SI. pl98 
from short pipe, SI. pl98 
Velocity ratio, SI. p38 

of inclined plane, SI. p95 
of gears, SI. p36 
of pulleys, SI. p33 
of screw, SI. p74 
of worm and wheel, SI. p76 
Vena contracta, SI. pl90 
Venturi meter, SI. pl94 
Vermillion, S3, pl08 
Vinegar, mother of, S3, pl41 
Vitriols, S3. p99 
Volt and voltage (!>«/.), S2, pl4 
Voltaic electricity (De/.), S2, pl9 
Volt-coulomb (De/.), S2, p35 
Voltameter, S3, p6 

Voltage, relation of to line drop and line 
loss, S2, p54 

Voltage of direct-current motor, S2. pi24 
Voltmeter, internal resistance of, S2, p88 
Weston, S2. p88 
Voltmeter connections, S2. p89 
Volts, residual, S2, pi 18 
Volume, gram molecular, S3, p49 
V thread. Si. p72 
Vulcanisation (De/.), S3. p8A 
Vulcanising rubber, S3. 


W 

Water, analysis of, S3, p6 
hydroscopic, S3, p22 
impurities in, S3, p24 
permanently hard, S3, p26 
potable, S3. p26 
properties of, S3, pl9 
special properties of, S3, p25 
temporarily hard, S3. p25 
uses of, S3, p24 
Water glass, S3, pl21 

of crystallisation, S3. p22 
of condition (De/.), S3, p22 
of hydration. S3, p22 
slaked (De/.), S3. p72 
Watt (De/.), 51 , pl7r.; S2, p36 
Watt-hour, 81. plH3 
meter, S2, p38 
meters, S2, p89 
Watt meters, S2, p89 
Watt^second (De/.), S2, p38 
Waxes, paraffin, S3. pl30 
Wedge, analysis of, SI. p98 
single and double, SI. p70 
Weight, atomic (De/.), S3, p29 
molecular (De/.), S3, p30 
Weight arm (De/.), SI. p33 
or load (De/.), Si. p33 
Weston ammeter, S2. p86 
voltmeter, S2, p88 
Wet cells, S2, p56 
Wheatstone bridge, S2. p93 
Wheel and axle, SI. P*’’® 

White lead, S3. pl07 

preparation of, S3, pill 
White vitriol, 83, p99 
Whiting. S3, pp111. 112 
Whitworth thread, SI, p72 
Windings, alternator armature, S2. pi30 
for dynamo, ppl 19, 120 
for motor, S2. pi24 
Windlass, il,p57 

Wire, copper, resistance of Stable), S2, p47 
rule for resistance of, $2, p47 
Wire gauge, B. ft S., or American, S2. p46 
Wood, composition of, S3, pl50 
Wood alcohol, S3, pl,34 
Work, graphic representation of, SI. pl77 
and energy, relation between, §1, 
pl71 

current induced by mechanical, S2* 
pl02 

units of, SI. pl72 
Worm, SI. p70 

and wheel, SI. P70 
(for distillation), S3. pl45 
Worm gear, SI. 
wheel, SI. p73 
velocity ratio of, SI. p7fi 
Wrought iron. S3. p90 
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X 


z 


Xylene, or xylol, |3, pl67 Zinc, (3, pl07 

alloys, 13. pl07 

Y blende. {3, pl07 

oxide, S3, pill 

Yellow prussiate of potash, |3, plOO white, |3, pill 




